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CHAPTER   I. 

ELEMENTARY   THEORY   OF    MAGNETISM. 

371.]  CERTAIN  bodies,  as,  for  instance,  the  iron  ore  called  load 
stone,  the  earth  itself,  and  pieces  of  steel  which  have  been  sub 
jected  to  certain  treatment,  are  found  to  possess  the  following 
properties,  and  are  called  Magnets. 

If,  near  any  part  of  the  earth's  surface  except  the  Magnetic 
Poles,  a  magnet  be  suspended  so  as  to  turn  freely  about  a  vertical 
axis,  it  will  in  general  tend  to  set  itself  in  a  certain  azimuth,  and 
if  disturbed  from  this  position  it  will  oscillate  about  it.  An  un- 
magnetized  body  has  no  such  tendency,  but  is  in  equilibrium  in 
all  azimuths  alike. 

372.]  It  is  found  that  the  force  which  acts  on  the  body  tends 
to  cause  a  certain  line  in  the  body,  called  the  Axis  of  the  Magnet, 
to  become  parallel  to  a  certain  line  in  space,  called  the  Direction 
of  the  Magnetic  Force. 

Let  us  suppose  the  magnet  suspended  so  as  to  be  free  to  turn 
in  all  directions  about  a  fixed  point.  To  eliminate  the  action  of 
its  weight  we  may  suppose  this  point  to  be  its  centre  of  gravity. 
Let  it  come  to  a  position  of  equilibrium.  Mark  two  points  on 
the  magnet,  and  note  their  positions  in  space.  Then  let  the 
magnet  be  placed  in  a  new  position  of  equilibrium,  and  note  the 
positions  in  space  of  the  two  marked  points  on  the  magnet. 

Since  the  axis  of  the  magnet  coincides  with  the  direction  of 
magnetic  force  in  both  positions,  we  have  to  find  that  line  in 
the  magnet  which  occupies  the  same  position  in  space  before  and 
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after  the  motion.  It  appears,  from  the  theory  of  the  motion  of 
bodies  of  invariable  form,  that  such  a  line  always  exists,  and  that 
a  motion  equivalent  to  the  actual  motion  might  have  taken  place 
by  simple  rotation  round  this  line. 

To  find  the  line,  join  the  first  and  last  positions  of  each  of  the 
marked  points,  and  draw  planes  bisecting  these  lines  at  right 
angles.  The  intersection  of  these  planes  will  be  the  line  required, 
which  indicates  the  direction  of  the  axis  of  the  magnet  and  the 
direction  of  the  magnetic  force  in  space. 

The  method  just  described  is  not  convenient  for  the  practical 
determination  of  these  directions.  We  shall  return  to  this  subject 
when  we  treat  of  Magnetic  Measurements. 

The  direction  of  the  magnetic  force  is  found  to  be  different  at 
different  parts  of  the  earth's  surface.  If  the  end  of  the  axis  of 
the  magnet  which  points  in  a  northerly  direction  be  marked,  it 
has  been  found  that  the  direction  in  which  it  sets  itself  in  general 
deviates  from  the  true  meridian  to  a  considerable  extent,  and  that 
the  marked  end  points  on  the  whole  downwards  in  the  northern 
hemisphere  and  upwards  in  the  southern. 

The  azimuth  of  the  direction  of  the  magnetic  force,  measured 
from  the  true  north  in  a  westerly  direction,  is  called  the  Variation, 
or  the  Magnetic  Declination.  The  angle  between  the  direction  of 
the  magnetic  force  and  the  horizontal  plane  is  called  the  Magnetic 
Dip.  These  two  angles  determine  the  direction  of  the  magnetic 
force,  and,  when  the  magnetic  intensity  is  also  known,  the  magnetic 
force  is  completely  determined.  The  determination  of  the  values 
of  these  three  elements  at  different  parts  of  the  earth's  surface, 
the  discussion  of  the  manner  in  which  they  vary  according  to  the 
place  and  time  of  observation,  and  the  investigation  of  the  causes 
of  the  magnetic  force  and  its  variations,  constitute  the  science  of 
Terrestrial  Magnetism. 

373.]  Let  us  now  suppose  that  the  axes  of  several  magnets  have 
been  determined,  and  the  end  of  each  which  points  north  marked. 
Then,  if  one  of  these  be  freely  suspended  and  another  brought 
near  it,  it  is  found  that  two  marked  ends  repel  each  other,  that 
a  marked  and  an  unmarked  end  attract  each  other,  and  that  two 
unmarked  ends  repel  each  other. 

If  the  magnets  are  in  the  form  of  long  rods  or  wires,  uniformly 
and  longitudinally  magnetized,  (see  below,  Art.  384,)  it  is  found 
that  the  greatest  manifestation  of  force  occurs  when  the  end  of 
one  magnet  is  held  near  the  end  of  the  other,  and  that  the 
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phenomena  can  be  accounted  for  by  supposing  that  like  ends  of 
the  magnets  repel  each  other,  that  unlike  ends  attract  each  other, 
and  that  the  intermediate  parts  of  the  magnets  have  no  sensible 
mutual  action. 

The  ends  of  a  long  thin  magnet  are  commonly  called  its  Poles. 
In  the  case  of  an  indefinitely  thin  magnet,  uniformly  magnetized 
throughout  its  length,  the  extremities  act  as  centres  of  force,  and 
the  rest  of  the  magnet  appears  devoid  of  magnetic  action.  In 
all  actual  magnets  the  magnetization  deviates  from  uniformity,  so 
that  no  single  points  can  be  taken  as  the  poles.  Coulomb,  how 
ever,  by  using  long  thin  rods  magnetized  with  care,  succeeded  in 
establishing  the  law  of  force  between  two  magnetic  poles  *. 

The  repulsion  between  two  magnetic  poles  is  in  the  straight  line  joining 
them,  and  is  numerically  equal  to  the  product  of  the  strengths  of 
the  poles  divided  by  the  square  of  the  distance  between  them. 

374.]  This  law,  of  course,  assumes  that  the  strength  of  each 
pole  is  measured  in  terms  of  a  certain  unit,  the  magnitude  of  which 
may  be  deduced  from  the  terms  of  the  law. 

The  unit-pole  is  a  pole  which  points  north,  and  is  such  that, 
when  placed  at  unit  distance  from  another  unit-pole,  it  repels  it 
with  unit  of  force,  the  unit  of  force  being  defined  as  in  Art.  6.  A 
pole  which  points  south  is  reckoned  negative. 

If  %  and  m.2  are  the  strengths  of  two  magnetic  poles,  I  the 
distance  between  them,  and  f  the  force  of  repulsion,  all  expressed 
numerically,  then  _  %OTg 

*  ~~  ~w~ 

But  if  [m],  [Z]  and  [F~]  be  the  concrete  units  of  magnetic  pole, 
length  and  force,  then 


whence  it  follows  that 


or          m 

The  dimensions  of  the  unit  pole  are  therefore  -|  as  regards  length, 
(—  1)  as  regards  time,  and  \  as  regards  mass.  These  dimensions 
are  the  same  as  those  of  the  electrostatic  unit  of  electricity,  which 
is  specified  in  exactly  the  same  way  in  Arts.  41,  42. 

*  His  experiments  on  magnetism  with  the  Torsion  Balance  are  contained  in 
the  Memoirs  of  the  Academy  of  Paris,  1780-9,  and  in  Biot's  TraiU  de  Physique, 
torn.  iii. 

B  2, 
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375.]  The  accuracy  of  this  law  may  be  considered  to  have 
been  established  by  the  experiments  of  Coulomb  with  the  Torsion 
Balance,  and  confirmed  by  the  experiments  of  Gauss  and  Weber, 
and  of  all  observers  in  magnetic  observatories,  who  are  every  day 
making  measurements  of  magnetic  quantities,  and  who  obtain  results 
which  would  be  inconsistent  with  each  other  if  the  law  of  force 
had  been  erroneously  assumed.  It  derives  additional  support  from 
its  consistency  with  the  laws  of  electromagnetic  phenomena. 

376.]  The  quantity  which  we  have  hitherto  called  the  strength 
of  a  pole  may  also  be  called  a  quantity  of  e  Magnetism/  provided 
we  attribute  no  properties  to  '  Magnetism 3  except  those  observed 
in  the  poles  of  magnets. 

Since  the  expression  of  the  law  of  force  between  given  quantities 
of  'Magnetism'  has  exactly  the  same  mathematical  form  as  the 
law  of  force  between  quantities  of  ' Electricity'  of  equal  numerical 
value,  much  of  the  mathematical  treatment  of  magnetism  must  be 
similar  to  that  of  electricity.  There  are,  however,  other  properties 
of  magnets  which  must  be  borne  in  mind,  and  which  may  throw 
some  light  on  the  electrical  properties  of  bodies. 

Relation  between  the  Poles  of  a  Magnet. 

377.]  The  quantity  of  magnetism  at  one  pole  of  a  magnet  is 
always  equal  and  opposite  to  that  at  the  other,  or  more  generally 
thus  : — 

In  every  Magnet  the  total  quantity  of  Magnetism  (reckoned  alge 
braically)  is  zero. 

Hence  in  a  field  offeree  which  is  uniform  and  parallel  throughout 
the  space  occupied  by  the  magnet,  the  force  acting  on  the  marked 
end  of  t  lie  magnet  is  exactly  equal,  opposite  and  parallel  to  that  on 
the  unmarked  end,  so  that  the  resultant  of  the  forces  is  a  statical 
couple,  tending  to  place  the  axis  of  the  magnet  in  a  determinate 
direction,  but  not  to  move  the  magnet  as  a  whole  in  any  direction. 

This  may  be  easily  proved  by  putting  the  magnet  into  a  small 
vessel  and  floating  it  in  water.  The  vessel  will  turn  in  a  certain 
direction,  so  as  to  bring  the  axis  of  the  magnet  as  near  as  possible 
to  the  direction  of  the  earth's  magnetic  force,  but  there  will  be  no 
motion  of  the  vessel  as  a  whole  in  any  direction  ;  so  that  there  can 
be  no  excess  of  the  force  towards  the  north  over  that  towards  the 
south,  or  the  reverse.  It  may  also  be  shewn  from  the  fact  that 
magnetizing  a  piece  of  steel  does  not  alter  its  weight.  It  does  alter 
the  apparent  position  of  its  centre  of  gravity,  causing  it  in  these 
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latitudes  to  shift  along1  the  axis  towards  the  north.  The  centre 
of  inertia,  as  determined  by  the  phenomena  of  rotation,  remains 
unaltered. 

378.]  If  the  middle  of  a  long  thin  magnet  be  examined,  it  is 
found  to  possess  no  magnetic  properties,  but  if  the  magnet  be 
broken  at  that  point,  each  of  the  pieces  is  found  to  have  a  magnetic 
pole  at  the  place  of  fracture,  and  this  new  pole  is  exactly  equal 
and  opposite  to  the  other  pole  belonging  to  that  piece.  It  is 
impossible,  either  by  magnetization,  or  by  breaking  magnets,  or 
by  any  other  means,  to  procure  a  magnet  whose  poles  are  un 
equal. 

If  we  break  the  long  thin  magnet  into  a  number  of  short  pieces 
we  shall  obtain  a  series  of  short  magnets,  each  of  which  has  poles 
of  nearly  the  same  strength  as  those  of  the  original  long  magnet. 
This  multiplication  of  poles  is  not  necessarily  a  creation  of  energy, 
for  we  must  remember  that  after  breaking  the  magnet  we  have  to 
do  work  to  separate  the  parts,  in  consequence  of  their  attraction 
for  one  another. 

379.]  Let  us  now  put  all  the  pieces  of  the  magnet  together 
as  at  first.  At  each  point  of  junction  there  will  be  two  poles 
exactly  equal  and  of  opposite  kinds,  placed  in  contact,  so  that  their 
united  action  on  any  other  pole  will  be  null.  The  magnet,  thus 
rebuilt,  has  therefore  the  same  properties  as  at  first,  namely  two 
poles,  one  at  each  end,  equal  and  opposite  to  each  other,  and  the 
part  between  these  poles  exhibits  no  magnetic  action. 

Since,  in  this  case,  we  know  the  long  magnet  to  be  made  up 
of  little  short  magnets,  and  since  the  phenomena  are  the  same 
as  in  the  case  of  the  unbroken  magnet,  we  may  regard  the  magnet, 
even  before  being  broken,  as  made  up  of  small  particles,  each  of 
which  has  two  equal  and  opposite  poles.  If  we  suppose  all  magnets 
to  be  made  up  of  such  particles,  it  is  evident  that  since  the 
algebraical  quantity  of  magnetism  in  each  particle  is  zero,  the 
quantity  in  the  whole  magnet  will  also  be  zero,  or  in  other  words, 
its  poles  will  be  of  equal  strength  but  of  opposite  kind. 

Theory  of  Magnetic  'Matter? 

380.]  Since  the  form  of  the  law  of  magnetic  action  is  identical 
with  that  of  electric  action,  the  same  reasons  which  can  be  given 
for  attributing  electric  phenomena  to  the  action  of  one  c  fluid ' 
or  two  'fluids'  can  also  be  used  in  favour  of  the  existence  of  a 
magnetic  matter,  or  of  two  kinds  of  magnetic  matter,  fluid  or 
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otherwise.  In  fact,  a  theory  of  magnetic  matter,  if  used  in  a 
purely  mathematical  sense,  cannot  fail  to  explain  the  phenomena, 
provided  new  laws  are  freely  introduced  to  account  for  the  actual 
facts. 

One  of  these  new  laws  must  be  that  the  magnetic  fluids  cannot 
pass  from  one  molecule  or  particle  of  the  magnet  to  another,  but 
that  the  process  of  magnetization  consists  in  separating  to  a  certain 
extent  the  two  fluids  within  each  particle,  and  causing  the  one  fluid 
to  be  more  concentrated  at  one  end,  and  the  other  fluid  to  be  more 
concentrated  at  the  other  end  of  the  particle.  This  is  the  theory  of 
Poisson. 

A  particle  of  a  magnetizable  body  is,  on  this  theory,  analogous 
to  a  small  insulated  conductor  without  charge,  which  on  the  two- 
fluid  theory  contains  indefinitely  large  but  exactly  equal  quantities 
of  the  two  electricities.  When  an  electromotive  force  acts  on  the 
conductor,  it  separates  the  electricities,  causing  them  to  become 
manifest  at  opposite  sides  of  the  conductor.  In  a  similar  manner, 
according  to  this  theory,  the  magnetizing  force  causes  the  two 
kinds  of  magnetism,  which  were  originally  in  a  neutralized  state, 
to  be  separated,  and  to  appear  at  opposite  sides  of  the  magnetized 
particle. 

In  certain  substances,  such  as  soft  iron  and  those  magnetic 
substances  which  cannot  be  permanently  magnetized,  this  magnetic 
condition,  like  the  electrification  of  the  conductor,  disappears  when 
the  inducing  force  is  removed.  In  other  substances,  such  as  hard 
steel,  the  magnetic  condition  is  produced  with  difficulty,  and,  when 
produced,  remains  after  the  removal  of  the  inducing  force. 

This  is  expressed  by  saying  that  in  the  latter  case  there  is  a 
Coercive  Force,  tending  to  prevent  alteration  in  the  magnetization, 
which  must  be  overcome  before  the  power  of  a  magnet  can  be 
either  increased  or  diminished.  In  the  case  of  the  electrified  body 
this  would  correspond  to  a  kind  of  electric  resistance,  which,  unlike 
the  resistance  observed  in  metals,  would  be  equivalent  to  complete 
insulation  for  electromotive  forces  below  a  certain  value. 

This  theory  of  magnetism,  like  the  corresponding  theory  of 
electricity,  is  evidently  too  large  for  the  facts,  and  requires  to  be 
restricted  by  artificial  conditions.  For  it  not  only  gives  no  reason 
why  one  body  may  not  differ  from  another  on  account  of  having 
more  of  both  fluids,  but  it  enables  us  to  say  what  would  be  the 
properties  of  a  body  containing  an  excess  of  one  magnetic  fluid. 
It  is  true  that  a  reason  is  given  why  such  a  body  cannot  exist, 
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but  this  reason  is  only  introduced  as  an  after-thought  to  explain 
this  particular  fact.     It  does  not  grow  out  of  the  theory. 

381.]  We  must  therefore  seek  for  a  mode  of  expression  which 
shall  not  be  capable  of  expressing  too  much,  and  which  shall  leave 
room  for  the  introduction  of  new  ideas  as  these  are  developed  from 
new  facts.  This,  I  think,  we  shall  obtain  if  we  begin  by  saying 
that  the  particles  of  a  magnet  are  Polarized. 


Meaning  of  the  term  '•Polarization? 

When  a  particle  of  a  body  possesses  properties  related  to  a 
certain  line  or  direction  in  the  body,  and  when  the  body,  retaining 
these  properties,  is  turned  so  that  this  direction  is  reversed,  then 
if  as  regards  other  bodies  these  properties  of  the  particle  are 
reversed,  the  particle,  in  reference  to  these  properties,  is  said  to  be 
polarized,  and  the  properties  are  said  to  constitute  a  particular 
kind  of  polarization. 

Thus  we  may  say  that  the  rotation  of  a  body  about  an  axis 
constitutes  a  kind  of  polarization,  because  if,  while  the  rotation 
continues,  the  direction  of  the  axis  is  turned  end  for  end,  the  body 
will  be  rotating  in  the  opposite  direction  as  regards  space. 

A  conducting  particle  through  which  there  is  a  current  of  elec 
tricity  may  be  said  to  be  polarized,  because  if  it  were  turned  round, 
and  if  the  current  continued  to  flow  in  the  same  direction  as  regards 
the  particle,  its  direction  in  space  would  be  reversed. 

In  short,  if  any  mathematical  or  physical  quantity  is  of  the 
nature  of  a  vector,  as  defined  in  Art.  11,  then  any  body  or  particle 
to  which  this  directed  quantity  or  vector  belongs  may  be  said  to 
be  Polarized  *,  because  it  has  opposite  properties  in  the  two  opposite 
directions  or  poles  of  the  directed  quantity. 

The  poles  of  the  earth,  for  example,  have  reference  to  its  rotation, 
and  have  accordingly  different  names. 

*  The  word  Polarization  has  been  used  in  a  sense  not  consistent  with  this^  in 
Optics,  where  a  ray  of  light  is  said  to  be  polarized  when  it  has  properties  relating 
to  its  sides,  which  are  identical  on  opposite  side^  of  the  ray.  This  kind  of  polarization 
refers  to  another  kind  of  Directed  Quantity,  which  may  be  called  a  Dipolar  Quantity, 
in  opposition  to  the  former  kind,  which  may  be  called  Unipolar. 

When  a  dipolar  quantity  is  turned  end  for  end  it  remains  the  same  as  before. 
Tensions  and  Pressures  in  solid  bodies,  Extensions,  Compressions,  and  Distortions 
and  most  of  the  optical,  electrical,  and  magnetic  properties  of  crystallized  bodies 
are  dipolar  quantities. 

The  property  produced  by  magnetism  in  transparent  bodies  of  twisting  the  plane 
of  polarization  of  the  incident  light,  is,  like  magnetism  itself,  a  unipolar  property. 
The  rotatory  property  referred  to  in  Art.  303  is  also  unipolar. 
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Meaning  of  the  term  l  Magnetic  Polarization' 
38.2.]  In  speaking-  of  the  state  of  the  particles  of  a  magnet  as 
magnetic  polarization,  we  imply  that  each  of  the  smallest  parts 
into  which  a  magnet  may  be  divided  has  certain  properties  related 
to  a  definite  direction  through  the  particle,  called  its  Axis  of 
Magnetization,  and  that  the  properties  related  to  one  end  of  this 
axis  are  opposite  to  the  properties  related  to  the  other  end. 

The  properties  which  we  attribute  to  the  particle  are  of  the  same 
kind  as  those  which  we  observe  in  the  complete  magnet,  and  in 
assuming  that  the  particles  possess  these  properties,  we  only  assert 
what  we  can  prove  by  breaking  the  magnet  up  into  small  pieces, 
for  each  of  these  is  found  to  be  a  magnet. 

Properties  of  a  Magnetized  Particle. 

383.]  Let  the  element  dxdydz  be  a  particle  of  a  magnet,  and 
let  us  assume  that  its  magnetic  properties  are  those  of  a  magnet 
the  strength  of  whose  positive  pole  is  m,  and  whose  length  is  ds. 
Then  if  P  is  any  point  in  space  distant  r  from  the  positive  pole  and 
/  from  the  negative  pole,  the  magnetic  potential  at  P  will  be 

-  due  to  the  positive  pole,  and  --  ,  due  to  the  negative  pole,  or 


If  ds,  the  distance  between  the  poles,  is  very  small,  we  may  put 
/  —  r  =  ds  cos  e,  (2) 

where  e  is  the  angle  between  the  vector  drawn  from  the  magnet 
to  P  and  the  axis  of  the  magnet,  or 


=  ~       cos 


Magnetic  Moment. 

384.]  The  product  of  the  length  of  a  uniformly  and  longitud 
inally  magnetized  bar  magnet  into  the  strength  of  its  positive  pole 
is  called  its  Magnetic  Moment. 

Intensity  of  Magnetization. 

The  intensity  of  magnetization  of  a  magnetic  particle  is  the  ratio 
of  its  magnetic  moment  to  its  volume.  We  shall  denote  it  by  I. 

The  magnetization  at  any  point  of  a  magnet  may  be  defined 
by  its  intensity  and  its  direction.  Its  direction  may  be  defined  by 
its  direction-cosines  A,  /z,  v. 
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of  Magnetization. 

The  magnetization  at  a  point  of  a  magnet  (being  a  vector  or 
directed  quantity)  may  be  expressed  in  terms  of  its  three  com 
ponents  referred  to  the  axes  of  coordinates.  Calling  these  A,  B,  C, 

A  =  I\,         B  =  Ip,         C  =  Iv, 

and  the  numerical  value  of  /  is  given  by  the  equation  (4) 

72=^  +  ^2  +  <?2.  (5) 

385.]  If  the  portion  of  the  magnet  which  we  consider  is  the 

differential  element  of  volume  dxdydz,  and  if  /denotes  the  intensity 

of  magnetization  of  this  element,  its  magnetic  moment  is  Idxdydss. 

Substituting  this  for  mds  in  equation  (3),  and  remembering  that 

r  cose  =  X(£-jr)  +  fi(Tj—  y)  +  i>(C-*),  (6) 

where  f,  17,  f  are  the  coordinates  of  the  extremity  of  the  vector  r 
drawn  from  the  point  (a?,  y,  z),  we  find  for  the  potential  at  the  point 
(f  >  V}  0  due  to  the  magnetized  element  at  (a?,  y,  z\ 

V(£-*)  +  Bto-y)  +  C  ({-*)}  ~  dxdydz.  (7) 

To  obtain  the  potential  at  the  point  (f,  r],  f)  due  to  a  magnet  of 
finite  dimensions,  we  must  find  the  integral  of  this  expression  for 
every  element  of  volume  included  within  the  space  occupied  by 
the  magnet,  or 


7=!!!{A  (*- 


Integrated  by  parts,  this  becomes 


*  dydz  +(JB  -  clz  dx  +      c    dx  dy 


where  the  double  integration  in  the  first  three  terms  refers  to  the 
surface  of  the  magnet,  and  the  triple  integration  in  the  fourth  to 
the  space  within  it. 

If  /,  m,  n  denote  the  direction-cosines  of  the  normal  drawn 
outwards  from  the  element  of  surface  dS,  we  may  write,  as  in 
Art.  21  j  the  sum  of  the  first  three  terms, 

1 
f 

where  the  integration  is  to  be  extended  over  the  whole  surface  of 
the  magnet. 
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If  we  now  introduce  two  new  symbols  cr  and  /),  defined  by  the 
equations  <r  =  U+mB  +  nC, 

dA       dB      dC 


the  expression  for  the  potential  may  be  written 


386  ]  This  expression  is  identical  with  that  for  the  electric 
potential  due  to  a  body  on  the  surface  of  which  there  is  an  elec 
trification  whose  surface-density  is  <r,  while  throughout  its  substance 
there  is  a  bodily  electrification  whose  volume-density  is  p.  Hence, 
if  we  assume  a  and  p  to  be  the  surface-  and  volume-densities  of  the 
distribution  of  an  imaginary  substance,  which  we  have  called 
f  magnetic  matter/  the  potential  due  to  this  imaginary  distribution 
will  be  identical  with  that  due  to  the  actual  magnetization  of  every 
element  of  the  magnet. 

The  surface-density  <r  is  the  resolved  part  of  the  intensity  of 
magnetization  /  in  the  direction  of  the  normal  to  the  surface  drawn 
outwards,  and  the  volume-density  p  is  the  '  convergence '  (see 
Art.  25)  of  the  magnetization  at  a  given  point  in  the  magnet. 

This  method  of  representing  the  action  of  a  magnet  as  due 
to  a  distribution  of  '  magnetic  matter '  is  very  convenient,  but  we 
must  always  remember  that  it  is  only  an  artificial  method  of 
representing  the  action  of  a  system  of  polarized  particles. 

On  the  Action  of  one  Magnetic  Molecule  on  another. 
387.]  If,  as  in  the  chapter  on  Spherical  Harmonics,  Art.  129, 

we  make  d  fl          d          d 

—  =  I—  +m-r  +  n  -j-9  (1) 

dh         dx         dy        dz  v  ' 

where  I,  m,  n  are  the  direction-cosines  of  the  axis  h,  then  the 
potential  due  to  a  magnetic  molecule  at  the  origin,  whose  axis  is 
parallel  to  h^  and  whose  magnetic  moment  is  %,  is 

d    m^  _ml 
~~dh^    r   :-^Al' 
where  Ax  is  the  cosine  of  the  angle  between  7^  and  r. 

Again,  if  a  second  magnetic  molecule  whose  moment  is  m2,  and 
whose  axis  is  parallel  to  li.^  is  placed  at  the  extremity  of  the  radius 
vector  r,  the  potential  energy  due  to  the  action  of  the  one  magnet 
on  the  other  is 


7 
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d7,  (P       xK 

r=^  =  -m>%7pi;(r)' 

=  ^(M12-3X1A2),  (4) 

where  ju12  is  the  cosine  of  the  angle  which  the  axes  make  with  each 
other,  and  \lt  A2  are  the  cosines  of  the  angles  which  they  make 
with  r. 

Let  us  next  determine  the  moment  of  the  couple  with  which  the 
first  magnet  tends  to  turn  the  second  round  its  centre. 

Let  us  suppose  the  second  magnet  turned  through  an  angle 
d<p  in  a  plane  perpendicular  to  a  third  axis  ^3,  then  the  work  done 

against  the  magnetic  forces  will  be  —  —  ^</>,  and  the  moment  of  the 

Cv  (f) 

forces  on  the  magnet  in  this  plane  will  be 

dW  mlmz  ^Mi2       o     dxz\  f.\ 


The  actual  moment  acting  on  the  second  magnet  may  therefore 
be  considered  as  the  resultant  of  two  couples,  of  which  the  first 
acts  in  a  plane  parallel  to  the  axes  of  both  magnets,  and  tends  to 
increase  the  angle  between  them  with  a  force  whose  moment  is 

^?Sm(V,2),  (6) 

while  the  second  couple  acts  in  the  plane  passing  through  r  and 
the  axis  of  the  second  magnet,  and  tends  to  diminish  the  angle 
between  these  directions  with  a  force 

O    y/Z-|      T/Z-O  /  7        \  •  /  7        \  /_  \ 

-^cos(r/ysm(r,y,  (7) 

where  (r/^),  (^2)j  (^A)  denote  the  angles  between  the  lines  r, 

%1,  &2> 

To  determine  the  force  acting  on  the  second  magnet  in  a  direction 
parallel  to  a  line  7?3,  we  have  to  calculate 

dW  cP        ,K  /ox 

i___-l  (8) 


T3 
=  —mlm2  =4—,  by  Art.  128  c, 

=  3  ^?  {^iM23  +  X2^3i  +  A3Mi2-5A1A2X3},  by  Art.  133,    (9) 

A1.    (10) 


If  we  suppose  the  actual  force  compounded  of  three  forces,  R, 
H-L  and  //2,  in  the  directions  of  r,  ^  and  k%  respectively,  then  the 
force  in  the  direction  of  /$3  is 

(11) 
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Since  the  direction  of  7^  is  arbitrary,  we  must  have 

3mlm9  ,  ,  \ 

R  =  —  -^—  (fta-SAjXJ, 

(12) 


The  force  72  is  a  repulsion,  tending  to  increase  r  ;  11^  and  //2 
act  on  the  second  magnet  in  the  directions  of  the  axes  of  the  first 
and  second  magnet  respectively. 

This  analysis  of  the  forces  acting  between  two  small  magnets 
was  first  given  in  terms  of  the  Quaternion  Analysis  by  Professor 
Tait  in  the  Quarterly  Math.  Jo  urn.  for  Jan.  1860.  See  also  his 
work  on  Quaternions,  Art.  414. 

Particular  Positions. 

388.]  (1)  If  A!  and  A2  are  each  equal  to  1,  that  is,  if  the  axes 
of  the  magnets  are  in  one  straight  line  and  in  the  same  direction, 
/m12  =  1,  and  the  force  between  the  magnets  is  a  repulsion 

-.  (13) 


The  negative  sign  indicates  that  the  force  is  an  attraction. 

(2)  If  A!  and  A2  are  zero,  and  /x12  unity,  the  axes  of  the  magnets 
are  parallel  to  each  other  and  perpendicular  to  r,  and  the  force 
is  a  repulsion  3mlm2 


In  neither  of  these  cases  is  there  any  couple. 

(3)  If  A!  =  1   and  A2  =  0,  then  M]2  =  0.  (15) 

The  force  on  the  second  magnet  will  be  -     \   2    in  the  direction 


of  its  axis,  and  the  couple  will  be  — —^ ,  tending  to  turn  it  parallel 

3  ml  m<> 
to  the  first  magnet.     This  is  equivalent  to  a  single  lorce  — ^— 

acting  parallel  to  the  direction  of  the  axis  of  the  second  magnet, 
and  cutting  r  at  a  point  two-thirds  of  its  length  from  m2 . 


Fig.  1. 
Thus  in  the  figure  (l)  two  magnets  are  made  to  float  on  water 


,  //£2 
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being*  in  the  direction  of  the  axis  of  m1}  but  having  its  own  axis 
at  right  angles  to  that  of  m1 .  If  two  points,  A,B,  rigidly  connected 
with  m±  and  m.2  respectively,  are  connected  by  means  of  a  string  T, 
the  system  will  be  in  equilibrium,  provided  I7  cuts  the  line  m^m? 
at  right  angles  at  a  point  one-third  of  the  distance  from  %  to  m2 . 

(4)  If  we  allow  the  second  magnet  to  turn  freely  about  its  centre 
till  it  comes  to  a  position  of  stable  equilibrium,  /Fwill  then  be  a 
minimum  as  regards  7i2,  and  therefore  the  resolved  part  of  the  force 
due  to  m.2,  taken  in  the  direction  of  ^1}  will  be  a  maximum.  Hence, 
if  we  wish  to  produce  the  greatest  possible  magnetic  force  at  a 
given  point  in  a  given  direction  by  means  of  magnets,  the  positions 
of  whose  centres  are  given,  then,  in  order  to  determine  the  proper 
directions  of  the  axes  of  these  magnets  to  produce  this  effect,  we 
have  only  to  place  a  magnet  in  the  given  direction  at  the  given 
point,  and  to  observe  the  direction  of  stable  equilibrium  of  the 
axis  of  a  second  magnet  when  its  centre 
is  placed  at  each  of  the  other  given 
points.  The  magnets  must  then  be 
placed  with  their  axes  in  the  directions 
indicated  by  that  of  the  second  magnet. 

Of  course,  in  performing  this  experi 
ment  we  must  take  account  of  terrestrial 
magnetism,  if  it  exists. 

Let  the  second  magnet  be  in  a  posi 
tion  of  stable  equilibrium  as  regards  its 
direction,  then  since  the  couple  acting 
on  it  vanishes,  the  axis  of  the  second  magnet  must  be  in  the  same 
plane  with  that  of  the  first.     Hence 


and  the  couple  being 

*3  2  (sin  (7^  ^2)  —  3  cos  (^1  r)  sin  (/•  A2)),  (17) 

we  find  when  this  is  zero 

tan  (7^  r)  =  2  tan  (r  fr2),  (18) 

or  tan  //x  %  jft  =  2  tan  Rm2  R2.  ( 1 9) 

When  this  position  has  been  "taken  up  by  the  second  magnet  the 

value  of  W  becomes 

dV 

2  dkz  ' 
where  /i2  is  in  the  direction  of  the  line  of  force  due  to  ml  at  m.2 . 
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Hence         tT=-K 


dx 


clV 


dz 


(20) 


Hence  the  second   magnet  will  tend  to  move  towards  places   of 
greater  resultant  force. 

The  force  on  the  second  magnet  may  be  decomposed  into  a  force 
R}  which  in  this  case  is  always  attractive  towards  the  first  magnet, 
and  a  force  7/x  parallel  to  the  axis  of  the  first  magnet,  where 

=.          (21) 


In  Fig.  XIV,  at  the  end  of  this  volume,  the  lines  of  force  and 
equipotential  surfaces  in  two  dimensions  are  drawn.  The  magnets 
which  produce  them  are  supposed  to  be  two  long  cylindrical  rods 
the  sections  of  which  are  represented  by  the  circular  blank  spaces, 
and  these  rods  are  magnetized  transversely  in  the  direction  of  the 
arrows. 

If  we  remember  that  there  is  a  tension  along  the  lines  of  force,  it 
is  easy  to  see  that  each  magnet  will  tend  to  turn  in  the  direction 
of  the  motion  of  the  hands  of  a  watch. 

That  on  the  right  hand  will  also,  as  a  whole,  tend  to  move 
towards  the  top,  and  that  on  the  left  hand  towards  the  bottom 
of  the  page. 

On  the  Potential  Energy  of  a  Magnet  placed  in  a  Magnetic  Field. 

389.]  Let  V  be  the  magnetic  potential  due  to  any  system  of 
magnets  acting  on  the  magnet  under  consideration.  We  shall  call 
V  the  potential  of  the  external  magnetic  force. 

If  a  small  magnet  whose  strength  is  m,  and  whose  length  is  ds, 
be  placed  so  that  its  positive  pole  is  at  a  point  where  the  potential 
is  T7,  and  its  negative  pole  at  a  point  where  the  potential  is  T7',  the 
potential  energy  of  this  magnet  will  be  m(F-F'),  or,  if  ds  is 
measured  from  the  negative  pole  to  the  positive, 

m-j-ds.  ( 1 ) 

ds 

If  I  is  the  intensity  of  the  magnetization,  and  A,  //,  v  its  direc 
tion-cosines,  we  may  write, 

mds  = 


d7        dV       dV       dV 
and     -= -=A-r-  +  P-J-  +  »-*-> 
ds          dx         dy         dz 

and,  finally,  if  A,  £,  C  are  the  components  of  magnetization, 
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so  that  the  expression  (l)  for  the  potential  energy  of  the  element 
of  the  magnet  becomes 

U-^+B^+C—^dxdydz.  (2) 

\    dx         dy         dz'  v  ' 

t/ 

To  obtain  the  potential  energy  of  a  magnet  of  finite  size,  we 
must  integrate  this  expression  for  every  element  of  the  magnet. 
We  thus  obtain 


as  the  value  of  the  potential  energy  of  the  magnet  with  respect 
to  the  magnetic  field  in  which  it  is  placed. 

The  potential  energy  is  here  expressed  in  terms  of  the  components 
of  magnetization  and  of  those  of  the  magnetic  force  arising  from 
external  causes. 

By  integration  by  parts  we  may  express  it  in  terms  of  the 
distribution  of  magnetic  matter  and  of  magnetic  potential 

f  + 

where  I,  m,  n  are  the  direction-cosines  of  the  normal  at  the  element 
of  surface  dS.  If  we  substitute  in  this  equation  the  expressions  for 
the  surface-  and  volume-density  of  magnetic  matter  as  given  in 
Art.  386,  the  expression  becomes 


rts-fffr  (£ 


(5) 
AVe  may  write  equation  (3)  in  the  form 

<7y)  dxdydz,  (6) 

where  a,  /3  and  y  are  the  components  of  the  external  magnetic  force. 

On  the  Magnetic  Moment  and  Axis  of  a  Magnet. 

390.]  If  throughout  the  whole  space  occupied  by  the  magnet 
the  external  magnetic  force  is  uniform  in  direction  and  magnitude, 
the  components  a,  (3,  y  will  be  constant  quantities,  and  if  we  write 

ffjJAdxdydz  =  IK,  fjJBdxdydz  =  mK,  jfjcdzdydz  =  nK,    (7) 

the  integrations  being  extended  over  the  whole  substance  of  the 
magnet,  the  value  of  J^Fmay  be  written 

(8) 
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In  this  expression  I,  m,  n  are  the  direction-cosines  of  the  axis  of 
the  magnet,  and  K  is  the  magnetic  moment  of  the  magnet.  If 
e  is  the  angle  which  the  axis  of  the  magnet  makes  with  the 
direction  of  the  magnetic  force  63,  the  value  of  W  may  be  written 

7r=-JT£cose.  (9) 

If  the  magnet  is  suspended  so  as  to  be  free  to  turn  about  a 
vertical  axis,  as  in  the  case  of  an  ordinary  compass  needle,  let 
the  azimuth  of  the  axis  of  the  magnet  be  </>,  and  let  it  be  inclined 
6  to  the  horizontal  plane.  Let  the  force  of  terrestrial  magnetism 
be  in  a  direction  whose  azimuth  is  6  and  dip  £  then 

a  =  4pcosCcos5,     j3  =  £  cos  f  sin  5,     y  =  £  sin  f;        (10) 

I  —  cos  0  cos  0,        m  =  cos  0  sin  $,         n  =  sin  0  ;  (11) 

whence          W=  —K$  (cos  f  cos  0  Cos  (<£  —  5)  -f  sin  f  sin  6).  (12) 

The  moment  of  the  force  tending  to  increase  <f>  by  turning  the 
magnet  round  a  vertical  axis  is 

—  —  =—  KJQ  cos  £cos0  sin  ($  —  6).  (13) 

d  (p 

On  the  Expansion  of  the  Potential  of  a  Magnet  in  Solid  Harmonics. 
391.]  Let  Fbe  the  potential  due  to  a  unit  pole  placed  at  the 
point  (f,  r?,  C).     The  value  of  Fat  the  point  x,y,  z  is 


This  expression  may  be  expanded  in  terms  of  spherical  harmonics, 
with  their  centre  at  the  origin.     We  have  then 

F=F0+F1+F2  +  &c.,  (2) 

where     F0=  -,  r  being  the  distance  of  (f,  17,  C)  from  the  origin,  (3) 


(4) 

)  (f  a  +  ^  +  H  ,  (5) 

^2-  2f5 

&c. 

To  determine  the  value  of  the  potential  energy  when  the  magnet 
is  placed  in  the  field  of  force  expressed  by  this  potential,  we  have 
to  integrate  the  expression  for  Fin  equation  (3)  of  Art.  389  with 
respect  to  a,  y  and  z,  considering  £  r?,  f  and  r  as  constants. 

If  we  consider  only  the  terms  introduced  by  F0,  T\  and  F"2  the 
result  will  depend  on  the  following  volume-integrals, 
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lK-\\\Adxdydz,  mK=j]JBdxdydz,  nK=  jj]  Cdxdydz-,  (6) 
dxdydz,  M=jjJBydg&dydz,  N=  /  //  Czdxdydz\  (7) 
z  +  Cy)dxdydz,  Q  =  JJJ  (Cx  +  Az)dxdydz, 

t  (8) 


L  = 


We  thus  find  for  the  value  of  the  potential  energy  of  the  magnet 
placed  in  "presence  of  the  unit  pole  at  the  point  (£,  77,  £), 


+  &c. 

This  expression  may  also  be  regarded  as  the  potential  energy  of 
the  unit  pole  in  presence  of  the  magnet,  or  more  simply  as  the 
potential  at  the  point  f,  77,  £  due  to  the  magnet. 

On  the  Centre  of  a  Magnet  and  its  Primary  and  Secondary  Axes. 

392.]  This  expression  maybe  simplified  by  altering  the  directions 
of  the  coordinates  and  the  position  of  the  origin.  In  the  first 
place,  we  shall  make  the  direction  of  the  axis  of  x  parallel  to  the 
axis  of  the  magnet.  This  is  equivalent  to  making 

1=1,     m=Q,     n  =  0.  (10) 

If  we  change  the  origin  of  coordinates  to  the  point  (#',,/,  /),  the 

directions  of  the  axes  remaining  unchanged,  the  volume-integrals 

IK,  mK  and  nK  will  remain  unchanged,  but  the  others  will  be 

altered  as  follows  : 

L'=L-lKx,  M'=M-mKy',  N'=N-nKz'-,    (11) 

F=P-K(mz'  +  ny')>  Q'=  Q-Kfraf+M),  R'=R-K(ly'  +mx'}.     (12) 

If  we  now  make  the  direction  of  the  axis  of  x  parallel  to  the 
axis  of  the  magnet,  and  put 

,     2L-M-N  ,     E  ,      Q  ' 

«=         2K        >         *=K'         *=T  (13) 

then  for  the  new  axes  M  and  N  have  their  values  unchanged,  and 

the  value  of  If  becomes  \  (M+N).     P  remains  unchanged,  and  Q 

and  R  vanish.     We  may  therefore  write  the  potential  thus, 


r3 


'' 
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We  have  thus  found  a  point,  fixed  with  respect  to  the  magnet, 
such  that  the  second  term  of  the  potential  assumes  the  most  simple 
form  when  this  point  is  taken  as  origin  of  coordinates.  This  point 
we  therefore  define  as  the  centre  of  the  magnet,  and  the  axis 
drawn  through  it  in  the  direction  formerly  defined  as  the  direction 
of  the  magnetic  axis  may  be  defined  as  the  principal  axis  of  the 
magnet. 

We  may  simplify  the  result  still  more  by  turning  the  axes  of  y 

and  z  round  that  of  x  through  half  the  angle  whose  tangent  is 

p 
j=  —  ^..     This   will  cause  P  to  become  zero,  and  the  final  form 

of  the  potential  may  be  written 


This  is  the  simplest  form  of  the  first  two  terms  of  the  potential 
of  a  magnet.  When  the  axes  of  y  and  z  are  thus  placed  they  may 
be  called  the  Secondary  axes  of  the  magnet. 

We  may  also  determine  the  centre  of  a  magnet  by  finding  the 
position  of  the  origin  of  coordinates,  for  which  the  surface-integral 
of  the  square  of  the  second  term  of  the  potential,  extended  over 
a  sphere  of  unit  radius,  is  a  minimum. 

The  quantity  which  is  to  be  made  a  minimum  is,  by  Art.  141, 

4(L2  +  M*  +  N2-MN-NL-LM)+3(P*+Q*+&).        (16) 
The  changes  in  the  values  of  this  quantity  due  to  a  change  of 
position  of  the  origin  maybe  deduced  from  equations  (11)  and  (12). 
.,  Hence  the  conditions  of  a  minimum  are 

21  (2L—  M-N)  +  3nQ  +  3mR  =  0,  \ 
2m(2M-N-L)  +  3lR+3nP  =  0,  I  (17) 

2n(2N-L-M)  +  3mP  +  3lQ  =  0.) 
If  we  assume  I  =  1>  m  =  0,  n=Q,  these  conditions  become 

2£-J/-7\T=0,     Q  =  0,     21  =  0,  (18) 

which  are  the  conditions  made  use  of  in   the  previous  investi 
gation. 

This  investigation  may  be  compared  with  that  by  which  the 
potential  of  a  system  of  gravitating  matter  is  expanded.  In  the 
latter  case,  the  most  convenient  point  to  assume  as  the  origin 
is  the  centre  of  gravity  of  the  system,  and  the  most  convenient 
axes  are  the  principal  axes  of  inertia  through  that  point. 

In  the  case  of  the  magnet,  the  point  corresponding  to  the  centre 
of  gravity  is  at  an  infinite  distance  in  the  direction  of  the  axis, 
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and  the  point  which  we  call  the  centre  of  the  magnet  is  a  point 
having  different  properties  from  those  of  the  centre  of  gravity. 
The  quantities  I/,  M,  N  correspond  to  the  moments  of  inertia, 
and  P,  Q,  R  to  the  products  of  inertia  of  a  material  body,  except 
that  I/,  M  and  N  are  not  necessarily  positive  quantities. 

When  the  centre  of  the  magnet  is  taken  as  the  origin,  the 
spherical  harmonic  of  the  second  order  is  of  the  sectorial  form, 
having  its  axis  coinciding  with  that  of  the  magnet,  and  this  is 
true  of  no  other  point. 

When  the  magnet  is  symmetrical  on  all  sides  of  this  axis,  as 
in  the  case  of  a  figure  of  revolution,  the  term  involving  the  harmonic 
of  the  second  order  disappears  entirely. 

393.]  At  all  parts  of  the  earth's  surface,  except  some  parts  of 
the  Polar  regions,  one  end  of  a  magnet  points  towards  the  north, 
or  at  least  in  a  northerly  direction,  and  the  other  in  a  southerly 
direction.  In  speaking  of  the  ends  of  a  magnet  we  shall  adopt  the 
popular  method  of  calling  the  end  which  points  to  the  north  the 
north  end  of  the  magnet.  When,  however,  we  speak  in  the 
language  of  the  theory  of  magnetic  fluids  we  shall  use  the  words 
Boreal  and  Austral.  Boreal  magnetism  is  an  imaginary  kind  of 
matter  supposed  to  be  most  abundant  in  the  northern  parts  of 
the  earth,  and  Austral  magnetism  is  the  imaginary  magnetic 
matter  which  prevails  in  the  southern  regions  of  the  earth.  The 
magnetism  of  the  north  end  of  a  magnet  is  Austral,  and  that  of 
the  south  end  is  Boreal.  When  therefore  we  speak  of  the  north 
and  south  ends  of  a  magnet  we  do  not  compare  the  magnet  with 
the  earth  as  the  great  magnet,  but  merely  express  the  position 
which  the  magnet  endeavours  to  take  up  when  free  to  move.  When, 
on  the  other  hand,  we  wish  to  compare  the  distribution  of  ima 
ginary  magnetic  fluid  in  the  magnet  with  that  in  the  earth  we  shall 
use  the  more  grandiloquent  words  Boreal  and  Austral  magnetism. 

394.]  In  speaking  of  a  field  of  magnetic  force  we  shall  use  the 
phrase  Magnetic  North  to  indicate  the  direction  in  which  the 
north  end  of  a  compass  needle  would  point  if  placed  in  the  field 
of  force. 

In  speaking  of  a  line  of  magnetic  force  we  shall  always  suppose 
it  to  be  traced  from  magnetic  south  to  magnetic  north,  and  shall 
call  this  direction  positive.  In  the  same  way  the  direction  of 
magnetization  of  a  magnet  is  indicated  by  a  line  drawn  from  the 
south  end  of  the  magnet  towards  the  north  end,  and  the  end  of 
the  magnet  which  points  north  is  reckoned  the  positive  end. 

c  2, 
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We  shall  consider  Austral  magnetism,  that  is,  the  magnetism  of 
that  end  of  a  magnet  which  points  north,  as  positive.  If  we  denote 
its  numerical  value  by  m,  then  the  magnetic  potential 


and  the  positive  direction  of  a  line  of  force  is  that  in  which   V 
diminishes. 


*• 


CHAPTEE  II. 

MAGNETIC    FORCE    AND    MAGNETIC    INDUCTION, 

395.]  WE  have  already  (Art.  385)  determined  the  magnetic 
potential  at  a  given  point  due  to  a  magnet,  the  magnetization  of 
which  is  given  at  every  point  of  its  substance,  and  we  have  shewn 
that  the  mathematical  result  may  be  expressed  either  in  terms 
of  the  actual  magnetization  of  every  element  of  the  magnet,  or 
in  terms  of  an  imaginary  distribution  of  '  magnetic  matter,'  partly 
condensed  on  the  surface  of  the  magnet  and  partly  diffused  through 
out  its  substance. 

The  magnetic  potential,  as  thus  defined,  is  found  by  the  same 
mathematical  process,  whether  the  given  point  is  outside  the  magnet 
or  within  it.  The  force  exerted  on  a  unit  magnetic  pole  placed 
at  any  point  outside  the  magnet  is  deduced  from  the  potential  by 
the  same  process  of  differentiation  as  in  the  corresponding  electrical 
problem.  If  the  components  of  this  force  are  a,  /3,  y, 

_clV_  _  _d7  _d7f  . 

To  determine  by  experiment  the  magnetic  force  at  a  point  within 
the  magnet  we  must  begin  by  removing  part  of  the  magnetized 
substance,  so  as  to  form  a  cavity  within  which  we  are  to  place  the 
magnetic  pole.  The  force  acting  on  the  pole  will  depend,  in  general, 
on  the  form  of  this  cavity,  and  on  the  inclination  of  the  walls  of 
the  cavity  to  the  direction  of  magnetization.  Hence  it  is  necessary, 
in  order  to  avoid  ambiguity  in  speaking  of  the  magnetic  force 
within  a  magnet,  to  specify  the  form  and  position  of  the  cavity 
within  which  the  force  is  to  be  measured.  It  is  manifest  that 
when  the  form  and  position  of  the  cavity  is  specified,  the  point 
within  it  at  which  the  magnetic  pole  is  placed  must  be  regarded  as 
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no  longer  within  the  substance  of  the  magnet,,  and  therefore  the 
ordinary  methods  of  determining  the  force  become  at  once  applicable. 

396.]  Let  us  now  consider  a  portion  of  a  magnet  in  which  the 
direction  and  intensity  of  the  magnetization  are  uniform.  Within 
this  portion  let  a  cavity  be  hollowed  out  in  the  form  of  a  cylinder, 
the  axis  of  which  is  parallel  to  the  direction  of  magnetization,  and 
let  a  magnetic  pole  of  unit  strength  be  placed  at  the  middle  point 
of  the  axis. 

Since  the  generating  lines  of  this  cylinder  are  in  the  direction 
of  magnetization,  there  will  be  no  superficial  distribution  of  mag 
netism  on  the  curved  surface,  and  since  the  circular  ends  of  the 
cylinder  are  perpendicular  to  the  direction  of  magnetization,  there 
will  be  a  uniform  superficial  distribution,  of  which  the  surface- 
density  is  /for  the  negative  end,  and  —/for  the  positive  end. 

Let  the  length  of  the  axis  of  the  cylinder  be  2  b,  and  its  radius  a. 
Then  the  force  arising  from  this  superficial  distribution  on  a 
magnetic  pole  placed  at  the  middle  point  of  the  axis  is  that  due 
to  the  attraction  of  the  disk  on  the  positive  side,  and  the  repulsion 
of  the  disk  on  the  negative  side.  These  two  forces  are  equal  and 
in  the  same  direction,  and  their  sum  is 

(2) 


From  this  expression  it  appears  that  the  force  depends,  not  on 
the  absolute  dimensions  of  the  cavity,  but  on  the  ratio  of  the  length 
to  the  diameter  of  the  cylinder.  Hence,  however  small  we  make  the 
cavity,  the  force  arising  from  the  surface  distribution  on  its  walls 
will  remain,  in  general,  finite. 

397.]  We  have  hitherto  supposed  the  magnetization  to  be  uniform 
and  in  the  same  direction  throughout  the  whole  of  the  portion  of 
the  magnet  from  which  the  cylinder  is  hollowed  out.  When  the 
magnetization  is  not  thus  restricted,  there  will  in  general  be  a 
distribution  of  imaginary  magnetic  matter  through  the  substance 
of  the  magnet.  The  cutting  out  of  the  cylinder  will  remove  part 
of  this  distribution,  but  since  in  similar  solid  figures  the  forces  at 
corresponding  points  are  proportional  to  the  linear  dimensions  of 
the  figures,  the  alteration  of  the  force  on  the  magnetic  pole  due 
to  the  volume-density  of  magnetic  matter  will  diminish  indefinitely 
as  the  size  of  the  cavity  is  diminished,  while  the  effect  due  to 
the  surface-density  on  the  walls  of  the  cavity  remains,  in  general, 
finite. 

If,  therefore,  we  assume  the  dimensions  of  the  cylinder  so  small 
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that  the  magnetization  of  the  part  removed  may  be  regarded  as 
everywhere  parallel  to  the  axis  of  the  cylinder,  and  of  constant 
magnitude  /,  the  force  on  a  magnetic  pole  placed  at  the  middle 
point  of  the  axis  of  the  cylindrical  hollow  will  be  compounded 
of  two  forces.  The  first  of  these  is  that  due  to  the  distribution 
of  magnetic  matter  on  the  outer  surface  of  the  magnet,  and 
throughout  its  interior,  exclusive  of  the  portion  hollowed  out.  The 
components  of  this  force  are  a,  ft  and  y,  derived  from  the  potential 
by  equations  (l).  The  second  is  the  force  R,  acting  along  the  axis 
of  the  cylinder  in  the  direction  of  magnetization.  The  value  of 
this  force  depends  on  the  ratio  of  the  length  to  the  diameter  of  the 
cylindric  cavity. 

398.]    Case  I.  Let  this  ratio  be  very  great,  or  let  the  diameter 
of  the  cylinder  be  small  compared  with  its  length.     Expanding  the 

expression  for  R  in  terms  of  •=- ,  we  find 

(3) 


a  quantity  which  vanishes  when  the  ratio  of  b  to  a  is  made  infinite. 

Hence,  when  the  cavity  is  a  very  narrow  cylinder  with  its  axis  parallel 

to  the  direction  of  magnetization,  the  magnetic  force  within  the 

cavity  is  not  affected  by  the  surface  distribution  on  the  ends  of  the 

cylinder,  and  the  components  of  this  force  are  simply  a,  /3,  y,  where 

dV  dV  dV  ... 

a=-^'      *—  55-      y=-^'  W 

"We  shall  define  the  force  within  a  cavity  of  this  form  as  the 

magnetic   force  within  the  magnet.     Sir  William  Thomson   has 

called  this  the  Polar  definition  of  magnetic  force.     When  we  have 

occasion   to   consider   this   force   as  a  vector  we   shall  denote  it 

*>y  £• 

399.]    Case  II.    Let  the  length  of  the  cylinder  be  very  small 
compared  with  its  diameter,  so  that  the  cylinder  becomes  a  thin 

disk.     Expanding  the  expression  for  R  in  terms  of  -,  it  becomes 


the  ultimate  value  of  which,  when  the  ratio  of  a  to  I  is  made 
infinite,  is  47r/. 

Hence,  when  the  cavity  is  in  the  form  of  a  thin  disk,  whose  plane 
is  normal  to  the  direction  of  magnetization,  a  unit  magnetic  pole 
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placed  at  the  middle  of  the  axis  experiences  a  force  47r7  in  the 
direction  of  magnetization  arising1  from  the  superficial  magnetism 
on  the  circular  surfaces  of  the  disk  *. 

Since  the  components  of  /  are  A,  B  and  (?,  the  components  of 
this  force  are  47r^,  4.-nB,  and  47r(7.  This  must  be  compounded 
with  the  force  whose  components  are  a,  /3,  y. 

400.]  Let  the  actual  force  on  the  unit  pole  be  denoted  by  the 
vector  33,  and  its  components  by  a,  b  and  c,  then 
a  =  a  +  47r^,  \ 

6  =  /3  + 47r£,l  (6) 

c  =  y  +  lirC.  ) 

We  shall  define  the  force  within  a  hollow  disk,  whose  plane  sides 
are  normal  to  the  direction  of  magnetization,  as  the  Magnetic 
Induction  within  the  magnet.  Sir  William  Thomson  has  called 
this  the  Electromagnetic  definition  of  magnetic  force. 

The  three  vectors,  the  magnetization  3,  the  magnetic  force  »£), 
and  the  magnetic  induction  33  are  connected  by  the  vector  equation 

^3.  (7) 


Line-Integral  of  Magnetic  Force. 

401.]  Since  the  magnetic  force,  as  defined  in  Art.  398,  is  that 
due  to  the  distribution  of  free  magnetism  on  the  surface  and  through 
the  interior  of  the  magnet,  and  is  not  affected  by  the  surface- 
magnetism  of  the  cavity,  it  may  be  derived  directly  from  the 
general  expression  for  the  potential  of  the  magnet,  and  the  line- 
integral  of  the  magnetic  force  taken  along  any  curve  from  the 
point  A  to  the  point  B  is 

where  VA  and  VB  denote  the  potentials  at  A  and  B  respectively. 

*  On  the  force  within  cavities  of  other  forms. 

1.  Any   narrow   crevasse.      The   force    arising    from  the    surface-magnetism    is 
4iirl  cos  e  in  the  direction  of  the  normal  to  the  plane  of  the  crevasse,  where  e  is  the 
angle  between  this  normal  and  the  direction  of  magnetization.     When  the  crevasse 
is  parallel  to  the  direction  of  magnetization  the  force  is  the  magnetic  force  ,jp ;  when 
the   crevasse  is   perpendicular   to  the   direction  of  magnetization  the  force  is  the 
magnetic  induction  93. 

2.  In   an   elongated   cylinder,   the   axis   of   which   makes  an   angle  €   with   the 
direction  of  magnetization,  the  force  arising  from  the  surface-magnetism  is  2rrl  sin  e, 
perpendicular  to  the  axis  in  the   plane  containing  the   axis  and  the  direction  of 
magnetization. 

3.  In  a  sphere  the  force  arising  from  surface-magnetism  is  f  Tr/in  the  direction  of 
magnetization. 
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Surface-Integral  of  Magnetic  Induction. 

402.]  The  magnetic  induction  through  the  surface  S  is  defined 
as  the  value  of  the  integral 

(9) 


where  23  denotes  the  magnitude  of  the  magnetic  induction  at  the 
element  of  surface  dS,  and  e  the  angle  between  the  direction  of 
the  induction  and  the  normal  to  the  element  of  surface,  and  the 
integration  is  to  be  extended  over  the  whole  surface,  which  may 
be  either  closed  or  bounded  by  a  closed  curve. 

If  a,  ft,  c  denote  the  components  of  the  magnetic  induction,  and 
I,  m,  n  the  direction-cosines  of  the  normal,  the  surface-integral 
may  be  written  /•/• 

q  =       (la  +  ml  +  nc)dS.  (10) 

If  we  substitute  for  the  components  of  the  magnetic  induction 
their  values  in  terms  of  those  of  the  magnetic  force,  and  the 
magnetization  as  given  in  Art.  400.,  we  find 

(11) 

We  shall  now  suppose  that  the  surface  over  which  the  integration 
extends  is  a  closed  one,  and  we  shall  investigate  the  value  of  the 
two  terms  on  the  right-hand  side  of  this  equation. 

Since  the  mathematical  form  of  the  relation  between  magnetic 
force  and  free  magnetism  is  the  same  as  that  between  electric 
force  and  free  electricity,  we  may  apply  the  result  given  in  Art.  77 
to  the  first  term  in  the  value  of  Q  by  substituting  a,  /3,  y,  the 
components  of  magnetic  force,  for  X,  Y,  Z,  the  components  of 
electric  force  in  Art.  77,  and  M>  the  algebraic  sum  of  the  free 
magnetism  within  the  closed  surface,  for  e,  the  algebraic  sum  of 
the  free  electricity. 

We  thus  obtain  the  equation 


(la 


(12) 


Since  every  magnetic  particle  has  two  poles,  which  are  equal 
in  numerical  magnitude  but  of  opposite  signs,  the  algebraic  sum 
of  the  magnetism  of  the  particle  is  zero.  Hence,  those  particles 
which  are  entirely  within  the  closed  surface  8  can  contribute 
nothing  to  the  algebraic  sum  of  the  magnetism  within  S.  The 
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value  of  M  must  therefore  depend  only  on  those  magnetic  particles 
which  are  cut  by  the  surface  S. 

Consider  a  small  element  of  the  magnet  of  length  s  and  trans 
verse  section  P,  magnetized  in  the  direction  of  its  length,  so  that 
the  strength  of  its  poles  is  m.  The  moment  of  this  small  magnet 
will  be  ms,  and  the  intensity  of  its  magnetization,  being  the  ratio 
of  the  magnetic  moment  to  the  volume,  will  be 

/=?•  (-) 

Let  this  small  magnet  be  cut  by  the  surface  S,  so  that  the 
direction  of  magnetization  makes  an  angle  e'  with  the  normal 
drawn  outwards  from  the  surface,  then  if  dS  denotes  the  area  of 
the  section,  P=dScost'.  (14) 

The  negative  pole  —  m  of  this  magnet  lies  within  the  surface  8. 

Hence,  if  we  denote  by  dM  the  part  of  the  free  magnetism 
within  S  which  is  contributed  by  this  little  magnet, 


dS.  (15) 

To  find  If,  the  algebraic  sum  of  the  free  magnetism  within  the 
closed  surface  S,  we  must  integrate  this  expression  over  the  closed 
surface,  so  that 


or  writing  A,  S,  C  for  the  components  of  magnetization,  and  /, 
for  the  direction-cosines  of  the  normal  drawn  outwards, 


(16) 

This  gives  us  the  value  of  the  integral  in  the  second  term  of 
equation  (11).  The  value  of  Q  in  that  equation  may  therefore 
be  found  in  terms  of  equations  (12)  and  (16), 

Q  =  4rf-47rJf=0,  (17) 

or,  the  surface-integral  of  the  magnetic  induction  through  any  closed 
surface  is  zero. 

403.]  If  we  assume  as  the  closed  surface  that  of  the  differential 
element  of  volume  dx  dy  dz,  we  obtain  the  equation 

^  +  ^  +  Jl  =  0.  (18) 

dx      dy       dz 

This  is  the  solenoidal  condition  which  is  always  satisfied  by  the 
components  of  the  magnetic  induction. 


405.]  LINES   OF   MAGNETIC   INDUCTION.  27 

Since  the  distribution  of  magnetic  induction  is  solenoidal,  the 
induction  through  any  surface  bounded  by  a  closed  curve  depends 
only  on  the  form  and  position  of  the  closed  curve,  and  not  on  that 
of  the  surface  itself. 

404.]  Surfaces  at  every  point  of  which 

la  +  mb  +  nc  =  0  (19) 

are  called  Surfaces  of  no  induction,  and  the  intersection  of  two  such 
surfaces  is  called  a  Line  of  induction.  The  conditions  that  a  curve, 
s,  may  be  a  line  of  induction  are 


a  ds      b  ds      c  ds 

A  system  of  lines  of  induction  drawn  through  every  point  of  a 
closed  curve  forms  a  tubular  surface  called  a  Tube  of  induction. 

The  induction  across  any  section  of  such  a  tube  is  the  same. 
If  the  induction  is  unity  the  tube  is  called  a  Unit  tube  of  in 
duction. 

All  that  Faraday  *  says  about  lines  of  magnetic  force  and  mag 
netic  sphondyloids  is  mathematically  true,  if  understood  of  the 
lines  and  tubes  of  magnetic  induction. 

The  magnetic  force  and  the  magnetic  induction  are  identical 
outside  the  magnet,  but  within  the  substance  of  the  magnet  they 
must  be  carefully  distinguished.  In  a  straight  uniformly  mag 
netized  bar  the  magnetic  force  due  to  the  magnet  itself  is  from 
the  end  which  points  north,  which  we  call  the  positive  pole,  towards 
the  south  end  or  negative  pole,  both  within  the  magnet  and  in 
the  space  without. 

The  magnetic  induction,  on  the  other  hand,  is  from  the  positive 
pole  to  the  negative  outside  the  magnet,  and  from  the  negative 
pole  to  the  positive  within  the  magnet,  so  that  the  lines  and  tubes 
of  induction  are  re-entering  or  cyclic  figures. 

The  importance  of  the  magnetic  induction  as  a  physical  quantity 
will  be  more  clearly  seen  when  we  study  electromagnetic  phe 
nomena.  When  the  magnetic  field  is  explored  by  a  moving  wire, 
as  in  Faraday's  Exp.  Res.  3076,  it  is  the  magnetic  induction  and 
not  the  magnetic  force  which  is  directly  measured. 

The  Vector-Potential  of  Magnetic  Induction. 

405.]    Since,  as  we  have  shewn  in  Art.  403,  the  magnetic  in 
duction  through  a  surface  bounded  by  a  closed  curve  depends  on 
*  Exp.  Res.,  series  xxviii. 
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the  closed  curve,  and  not  on  the  form  of  the  surface  which  is 
bounded  by  it,  it  must  be  possible  to  determine  the  induction 
through  a  closed  curve  by  a  process  depending-  only  on  the  nature 
of  that  curve,  and  not  involving  the  construction  of  a  surface 
forming  a  diaphragm  of  the  curve. 

This  may  be  done  by  finding  a  vector  SI  related  to  23,  the  magnetic 
induction,  in  such  a  way  that  the  line-integral  of  SI,  extended  round 
the  closed  curve,  is  equal  to  the  surface-integral  of  8,  extended 
over  a  surface  bounded  by  the  closed  curve. 

If,  in  Art.  24,  we  write  F,  G,  E  for  the  components  of  SI,  and 
a,  bj  c  for  the  components  of  23,  we  find  for  the  relation  between 
these  components 

dH     dG  dF     dH  dG      dF 

a  =  -j r-»      &  =  -5 ;-»      c=-7 7-'          (21) 

dy        dz  dz        dx  dx       dy 

The  vector  SI,  whose  components  are  F,  G,  H,  is  called  the  vector- 
potential  of  magnetic  induction. 

If  a  magnetic  molecule  whose  moment  is  m  and  the  direction  of 
whose  axis  of  magnetization  is  (A,  ju,  v)  be  at  the  origin  of  co 
ordinates,  the  potential  at  a  point  (#,  y,  z)  distant  r  from  the  origin 
is,  by  Art.  387, 

d          d          d  \  1 
— +  /x— -fz;— -)-; 
dx        dy        dz }  r 

f.    d2  d2  d\l 

/.     c  —  m(K-r^--\-^  -J-J-+  V-T*)-> 
^    dxclz        dydz        dz*'  r 

which,  by  Laplace's  equation,  may  be  thrown  into  the  form 

d    ,    d          d  ^  1          d   ,    d          d  ^  1 

m^r  (^-3 v-j-) m~T-  (v-j f*j-J  -' 

dx  ^    dz         dx'  r          dy  ^  dy         dz'  r 

«/  t/ 

The  quantities  #,  b  may  be  dealt  with  in  a  similar  manner.    Hence 

/    d          d  \  1 

F=  m  (v-j ju-y-j  -, 

\   dy     r dz'  r 

_  m(\*.z—vy} 

^ 

From  this  expression  G  and  //  may  be  found  by  symmetry.  We 
thus  see  that  the  vector-potential  at  a  given  point,  due  to  a 
magnetized  particle  placed  at  the  origin,  is  numerically  equal  to 
the  magnetic  moment  of  the  particle  divided  by  the  square  of  the 
radius  vector  and  multiplied  by  the  sine  of  the  angle  between  the 
axis  of  magnetization  and  the  radius  vector,  and  the  direction  of 
the  vector-potential  is  perpendicular  to  the  plane  of  the  axis  of 
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magnetization  and  the  radius  vector,  and  is  such  that  to  an  eye 
looking  in  the  positive  direction  along  the  axis  of  magnetization 
the  vector-potential  is  drawn  in  the  direction  of  rotation  of  the 
hands  of  a  watch. 

Hence,  for  a  magnet  of  any  form  in  which  A,  H,  C  are  the 
components  of  magnetization  at  the  point  xyz,  the  components 
of  the  vector-potential  at  the  point  £  t\  £  are 

" 


where  p  is  put,  for  conciseness,  for  the  reciprocal  of  the  distance 
between  the  points  (f,  77,  f)  and  (#,  y,  z\  and  the  integrations  are 
extended  over  the  space  occupied  by  the  magnet. 

406.]    The    scalar,    or   ordinary,   potential    of    magnetic   force, 
Art.  385,  becomes  when  expressed  in  the  same  notation, 


Remembering  that  ~  =  —  ~,  and  that  the  integral 


has  the  value  —  4ir(A)  when  the  point  (f,  17,  C)  is  included  within 
the  limits  of  integration,  and  is  zero  when  it  is  not  so  included^ 
(A)  being  the  value  of  A  at  the  point  (£,  17,  C),  we  find  for  the  value 
of  the  ^-component  of  the  magnetic  induction, 


____ 
~ 


The  first  term  of  this  expression  is  evidently  —  -jj ,  or  a,  the 
component  of  the  magnetic  force. 
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The  quantity  under  the  integral  sign  in  the  second  term  is  zero 
for  every  element  of  volume  except  that  in  which  the  point  (f  ,  TJ,  f  ) 
is  included.  If  the  value  of  A  at  the  point  (f,  17,  f)  is  (A),  the 
value  of  the  second  term  is  easily  proved  to  be  4  TT  (A),  where  (A)  is 
evidently  zero  at  all  points  outside  the  magnet. 

We  may  now  write  the  value  of  the  ^-component  of  the  magnetic 
induction  «  =  a  4-  4  TT  (A),  (25) 

an  equation  which  is  identical  with  the  first  of  those  given  in 
Art.  400.  The  equations  for  b  and  c  will  also  agree  with  those 
of  Art.  400. 

We  have  already  seen  that  the  magnetic  force  <gj  is  derived  from 
the  scalar  magnetic  potential  V  by  the  application  of  Hamilton's 
operator  V,  so  that  we  may  write,  as  in  Art.  17, 

£=-VF,  (26) 

and  that  this  equation  is  true  both  without  and  within  the  magnet. 

It  appears  from  the  present  investigation  that  the  magnetic 
induction  8  is  derived  from  the  vector-potential  21  by  the  appli 
cation  of  the  same  operator,  and  that  the  result  is  true  within  the 
magnet  as  well  as  without  it. 

The  application  of  this  operator  to  a  vector-function  produces, 
in  general,  a  scalar  quantity  as  well  as  a  vector.  The  scalar  part, 
however,  which  we  have  called  the  convergence  of  the  vector- 
function,  vanishes  when  the  vector-function  satisfies  the  solenoidal 
condition  dF  dG  dH  __  ,  * 

Jt  +  ^  +  TC 

By  differentiating  the  expressions  for  F,  G,  Hin  equations  (22),  we 
find  that  this  equation  is  satisfied  by  these  quantities. 

We  may  therefore  write  the  relation  between  the  magnetic 
induction  and  its  vector-potential 


which  may  be  expressed  in  words  by  saying  that  the  magnetic 
induction  is  the  curl  of  its  vector-potential.     See  Art.  25. 
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CHAPTER  III. 

MAGNETIC   SOLENOIDS    AND   SHELLS*. 

On  Particular  Forms  of  Magnets. 

407.]  IF  a  long  narrow  filament  of  magnetic  matter  like  a  wire 
is  magnetized  everywhere  in  a  longitudinal  direction,  then  the 
product  of  any  transverse  section  of  the  filament  into  the  mean 
intensity  of  the  magnetization  across  it  is  called  the  strength  of 
the  magnet  at  that  section.  If  the  filament  were  cut  in  two  at 
the  section  without  altering  the  magnetization,  the  two  surfaces, 
when  separated,  would  be  found  to  have  equal  and  opposite  quan 
tities  of  superficial  magnetization,  each  of  which  is  numerically 
equal  to  the  strength  of  the  magnet  at  the  section. 

A  filament  of  magnetic  matter,  so  magnetized  that  its  strength 
is  the  same  at  every  section,  at  whatever  part  of  its  length  the 
section  be  made,  is  called  a  Magnetic  Solenoid. 

If  m  is  the  strength  of  the  solenoid,  ds  an  element  of  its  length, 
r  the  distance  of  that  element  from  a  given  point,  and  e  the  angle 
which  r  makes  with  the  axis  of  magnetization  of  the  element,  the 
potential  at  the  given  point  due  to  the  element  is 

m  ds  cos  €       m  dr   7 

2 =  -s-y-  «f. 

r1  r2  ds 

Integrating  this  expression  with  respect  to  s,  so  as  to  take  into 
account  all  the  elements  of  the  solenoid,  the  potential  is  found 
to  be  /IK 

F=«»(i--V 

Vji    v 

i\  being  the  distance  of  the  positive  end  of  the  solenoid,  and  r2 
that  of  the  negative  end  from  the  point  where  V  exists. 

Hence  the  potential  due  to  a  solenoid,  and  consequently  all  its 
magnetic  effects,  depend  only  on  its  strength  and  the  position  of 

*  See  Sir  W.  Thomson's  '  Mathematical  Theory  of  Magnetism,'  Phil.  Trans.,  1850, 
or  Reprint. 
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its  ends,  and  not  at  all  on  its  form,  whether  straight  or  curved, 
between  these  points. 

Hence  the  ends  of  a  solenoid  may  be  called  in  a  strict  sense 
its  poles. 

If  a  solenoid  forms  a  closed  curve  the  potential  due  to  it  is  zero 
at  every  point,  so  that  such  a  solenoid  can  exert  no  magnetic 
action,  nor  can  its  magnetization  be  discovered  without  breaking 
it  at  some  point  and  separating  the  ends. 

If  a  magnet  can  be  divided  into  solenoids,  all  of  which  either 
form  closed  curves  or  have  their  extremities  in  the  outer  surface 
of  the  magnet,  the  magnetization  is  said  to  be  solenoidal,  and, 
since  the  action  of  the  magnet  depends  entirely  upon  that  of  the 
ends  of  the  solenoids,  the  distribution  of  imaginary  magnetic  matter 
will  be  entirely  superficial. 

Hence  the  condition  of  the  magnetization  being  solenoidal  is 
dA      dB      dC 

I      t      — —    Q 

dx       dy       dz 

where  J,  B,  C  are  the  components  of  the  magnetization  at   any 
point  of  the  magnet. 

408.]  A  longitudinally  magnetized  filament,  of  which  the  strength 
varies  at  different  parts  of  its  length,  may  be  conceived  to  be  made 
up  of  a  bundle  of  solenoids  of  different  lengths,  the  sum  of  the 
strengths  of  all  the  solenoids  which  pass  through  a  given  section 
being  the  magnetic  strength  of  the  filament  at  that  section.  Hence 
any  longitudinally  magnetized  filament  may  be  called  a  Complex 
Solenoid. 

If  the  strength  of  a  complex  solenoid  at  any  section  is  m,  then 
the  potential  due  to  its  action  is 

F=  /  -=  -T-  ds  where  m  is  variable, 


f 

J 


"  rx        7*2      J  r  ds 
This  shews  that  besides  the  action  of  the  two  ends,  which  may 
in  this  case  be  of  different  strengths,  there  is  an  action  due  to  the 
distribution  of  imaginary  magnetic  matter  along  the  filament  with 
a  linear  density  dm 

A=~~^" 

Magnetic  SJiells. 
409.]    If  a  thin   shell  of  magnetic  matter  is  magnetized  in  a 
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direction  everywhere  normal  to  its  surface,  the  intensity  of  the 
magnetization  at  any  place  multiplied  by  the  thickness  of  the 
sheet  at  that  place  is  called  the  Strength  of  the  magnetic  shell 
at  that  place. 

If  the  strength  of  a  shell  is  everywhere  equal,  it  is  called  a 
Simple  magnetic  shell ;  if  it  varies  from  point  to  point  it  may  be 
conceived  to  be  made  up  of  a  number  of  simple  shells  superposed 
and  overlapping  each  other.  It  is  therefore  called  a  Complex 
magnetic  shell. 

Let  dS  be  an  element  of  the  surface  of  the  shell  at  Q,  and  4> 
the  strength  of  the  shell,  then  the  potential  at  any  point,  P,  due 
to  the  element  of  the  shell,  is 

d7=  3>-2dScos€, 

where  e  is  the  angle  between  the  vector  QP,  or  r  and  the  normal 
drawn  from  the  positive  side  of  the  shell. 

But  if  da  is  the  solid  angle  subtended  by  dS  at  the  point  P 

r2d<a  =  dS  cos  e, 

whence  dF=  <&  du>, 

and  therefore  in  the  case  of  a  simple  magnetic  shell 

F=4>co, 

or,  the  .potential  due  to  a  magnetic  shell  at  any  point  is  the  product 
of  Us  strength  into  the  solid  angle  subtended  by  its  edge  at  the 
given  point  *. 

410.]  The  same  result  may  be  obtained  in  a  different  way  by 
supposing  the  magnetic  shell  placed  in  any  field  of  magnetic  force, 
and  determining  the  potential  energy  due  to  the  position  of  the 
shell. 

If  V  is  the  potential  at  the  element  dS,  then  the  energy  due  to 

this  element  is  $jr       #jr       d7^  . 

4>  (l^-  +  m  —  +n-F-)  dS, 
\  dx         dy         dz' 

or,  the  product  of  the  strength  of  the  shell  into  the  part  of  the 
surface-integral  of  V  due  to  the  element  dS  of  the  shell. 

Hence,  integrating  with  respect  to  all  such  elements,  the  energy 
due  to  the  position  of  the  shell  in  the  field  is  equal  to  the  product 
of  the  strength  of  the  shell  and  the  surface-integral  of  the  magnetic 
induction  taken  over  the  surface  of  the  shell. 

Since  this  surface-integral  is  the  same  for  any  two  surfaces  which 

*  This  theorem  is  due  to  Gauss,  General  Theory  of  Terrestrial  Magnetism,  §  38. 
VOL.  II.  D 


34  MAGNETIC    SOLENOIDS   AND    SHELLS.  [411. 

have  the  same  bounding  edge  and  do  not  include  between  them 
any  centre  of  force,  the  action  of  the  magnetic  shell  depends  only 
on  the  form  of  its  edge. 

Now  suppose  the  field  of  force  to  be  that  due  to  a  magnetic 
pole  of  strength  m.  We  have  seen  (Art.  76,  Cor.)  that  the  surface- 
integral  over  a  surface  bounded  by  a  given  edge  is  the  product 
of  the  strength  of  the  pole  and  the  solid  angle  subtended  by  the 
edge  at  the  pole.  Hence  the  energy  due  to  the  mutual  action 
of  the  pole  and  the  shell  is 


and  this  (by  Green's  theorem,  Art.  100)  is  equal  to  the  product 
of  the  strength  of  the  pole  into  the  potential  due  to  the  shell  at 
the  pole.  The  potential  due  to  the  shell  is  therefore  <£>co. 

411.]  If  a  magnetic  pole  m  starts  from  a  point  on  the  negative 
surface  of  a  magnetic  shell,  and  travels  along  any  path  in  space  so  as 
to  come  round  the  edge  to  a  point  close  to  where  it  started  but  on 
the  positive  side  of  the  shell,  the  solid  angle  will  vary  continuously, 
and  will  increase  by  4-Tr  during  the  process.  The  work  done  by 
the  pole  will  be  47rcl>77z,  and  the  potential  at  any  point  on  the 
positive  side  of  the  shell  will  exceed  that  at  the  neighbouring  point 
on  the  negative  side  by  47r<J>. 

If  a  magnetic  shell  forms  a  closed  surface,  the  potential  outside 
the  shell  is  everywhere  zero,  and  that  in  the  space  within  is 
everywhere  47r<J>,  being  positive  when  the  positive  side  of  the  shell 
is  inward.  Hence  such  a  shell  exerts  no  action  on  any  magnet 
placed  either  outside  or  inside  the  shell. 

412.]  If  a  magnet  can  be  divided  into  simple  magnetic  shells, 
either  closed  or  having  their  edges  on  the  surface  of  the  magnet, 
the  distribution  of  magnetism  is  called  Lamellar.  If  <£  is  the 
sum  of  the  strengths  of  all  the  shells  traversed  by  a  point  in 
passing  from  a  given  point  to  a  point  xyz  by  a  line  drawn  within 
the  magnet,  then  the  conditions  of  lamellar  magnetization  are 

A  -  d(b       7?  _  d$      n  -d<b 

**•    -    ~7         )  •**     -    ~T          }  *•*    -    ~~J  -  * 

ax  ay  dz 

The  quantity,  $,  which  thus  completely  determines  the  magnet 
ization  at  any  point  may  be  called  the  Potential  of  Magnetization. 
It  must  be  carefully  distinguished  from  the  Magnetic  Potential. 

413.]  A  magnet  which  can  be  divided  into  complex  magnetic 
shells  is  said  to  have  a  complex  lamellar  distribution  of  mag 
netism.  The  condition  of  such  a  distribution  is  that  the  lines  of 
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magnetization  must  be  such  that  a  system  of  surfaces  can  be  drawn 
cutting  them  at  right  angles.  This  condition  is  expressed  by  the 
well-known  equation 

.  (dC      dB^  fdA      dC\        ^  ,dB      dA^ 

A(-7  --  -T-)  +  5  (_--_)  +  £(-  --  —  )  =  0. 
\dy       dz'  \dz       dz  /  V#       dy  ' 

Forms  of  the  Potentials  of  Solenoidal  and  Lamellar  Magnets. 
414.]  The  general  expression  for  the  scalar  potential  of  a  magnet 


where  p  denotes  the  potential  at  (x,  y,  z)  due  to  a  unit  magnetic 
pole  placed  at  (f,  r?,  f),  or  in  other  words,  the  reciprocal  of  the 
distance  between  (f,  r?,  f  ),  the  point  at  which  the  potential  is 
measured,  and  (#,  y,  z),  the  position  of  the  element  of  the  magnet 
to  which  it  is  due. 

This  quantity  may  be  integrated  by  parts,  as  in  Arts.  96,  386. 


where  I,  m,  n  are  the  direction  -cosines  of  the  normal  drawn  out 
wards  from  dS,  an  element  of  the  surface  of  the  magnet. 

When  the  magnet  is  solenoidal  the  expression  under  the  integral 
sign  in  the  second  term  is  zero  for  every  point  within  the  magnet, 
so  that  the  triple  integral  is  zero,  and  the  scalar  potential  at  any 
point,  whether  outside  or  inside  the  magnet,  is  given  by  the  surface- 
integral  in  the  first  term. 

The  scalar  potential  of  a  solenoidal  magnet  is  therefore  com 
pletely  determined  when  the  normal  component  of  the  magnet 
ization  at  every  point  of  the  surface  is  known,  and  it  is  independent 
of  the  form  of  the  solenoids  within  the  magnet. 

415.]  In  the  case  of  a  lamellar  magnet  the  magnetization  is 
determined  by  <£,  the  potential  of  magnetization,  so  that 

A  -d(*>          »-***          r     d^ 

A.    -    T:  —  »  JJ  -  -=  —  )  O    =   -7—  • 

ax  ay  dz 

The  expression  for  V  may  therefore  be  written 


dx       dy  dy       dz  dz' 
Integrating  this  expression  by  parts,  we  find 


D  2, 
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The  second  term  is  zero  unless  the  point  (f,  77,  f  )  is  included  in 
the  magnet,  in  which  case  it  becomes  47r(4>)  where  (0)  is  the  value 
of  (p  at  the  point  (f,  77,  (  ).  The  surface-integral  may  be  expressed  in 
terms  of  r,  the  line  drawn  from  (x,  y,  z)  to  (f,  77,  £),  and  0  the  angle 
which  this  line  makes  with  the  normal  drawn  outwards  from  dS, 
so  that  the  potential  may  be  written 


where  the  second  term  is  of  course  zero  when  the  point  (f,  77,  f  )  is 
not  included  in  the  substance  of  the  magnet. 

The  potential,  V,  expressed  by  this  equation,  is  continuous  even 
at  the  surface  of  the  magnet,  where  $  becomes  suddenly  zero,  for 
if  we  write 


and  if  1^  is  the  value  of  H  at  a  point  just  within  the  surface,  and 
ii2  that  at  a  point  close  to  the  first  but  outside  the  surface, 
&2  =  1^  +  477(0), 

or  r2  =  rv 

The  quantity  &  is  not  continuous  at  the  surface  of  the  magnet. 
The  components  of  magnetic  induction  are  related  to  12  by  the 

equations 

d£l  d£l  d£l 

a—  --  j—i       0=  --  -7—  >       c—  --  —  • 
dx  ay  dz 

416.]  In  the  case  of  a  lamellar  distribution  of  magnetism  we 
may  also  simplify  the  vector-potential  of  magnetic  induction. 
Its  ^-component  may  be  written 


By  integration  by  parts  we  may  put  this   in  the  form  of  the 
surface-integral 


- 

The  other  components  of  the  vector-potential  may  be  written 
down  from  these  expressions  by  making  the  proper  substitutions. 

On  Solid  Angles. 
417.]  We  have  already  proved  that  at  any  point  P  the  potential 
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due  to  a  magnetic  shell  is  equal  to  the  solid  angle  subtended  by 
the  edge  of  the  shell  multiplied  by  the  strength  of  the  shell.  As 
we  shall  have  occasion  to  refer  to  solid  angles  in  the  theory  of 
electric  currents,  we  shall  now  explain  how  they  may  be  measured. 

Definition.  The  solid  angle  subtended  at  a  given  point  by  a 
closed  curve  is  measured  by  the  area  of  a  spherical  surface  whose 
centre  is  the  given  point  and  whose  radius  is  unity,  the  outline 
of  which  is  traced  by  the  intersection  of  the  radius  vector  with  the 
sphere  as  it  traces  the  closed  curve.  This  area  is  to  be  reckoned 
positive  or  negative  according  as  it  lies  on  the  left  or  the  right- 
hand  of  the  path  of  the  radius  vector  as  seen  from  the  given  point. 

Let  (f,  I],  f  )  be  the  given  point,  and  let  (x,  y,  z)  be  a  point  on 
the  closed  curve.  The  coordinates  a?,  y^  z  are  functions  of  s,  the 
length  of  the  curve  reckoned  from  a  given  point.  They  are  periodic 
functions  of  $,  recurring  whenever  s  is  increased  by  the  whole  length 
of  the  closed  curve. 

We  may  calculate  the  solid  angle  o>  directly  from  the  definition 
thus.  Using  spherical  coordinates  with  centre  at  (f,  r\,  £),  and 
putting 

x  —  £  —  r  sin  6  cos  <p,    y—  17  =  r  sin0  sin<£,     z—£=rcosO, 
we  find  the  area  of  any  curve  on  the  sphere  by  integrating 

o>  =  /(I—  cos6)d<j>, 
or,  using  the  rectangular  coordinates, 


the  integration  being  extended  round  the  curve  s. 

If  the  axis  of  z  passes  once  through  the  closed  curve  the  first 
term  is  2  IT.  If  the  axis  of  z  does  not  pass  through  it  this  term 
is  zero. 

418.]  This  method  of  calculating  a  solid  angle  involves  a  choice 
of  axes  which  is  to  some  extent  arbitrary,  and  it  does  not  depend 
solely  on  the  closed  curve.  Hence  the  following  method,  in  which 
no  surface  is  supposed  to  be  constructed,  may  be  stated  for  the  sake 
of  geometrical  propriety. 

As  the  radius  vector  from  the  given  point  traces  out  the  closed 
curve,  let  a  plane  passing  through  the  given  point  roll  on  the 
closed  curve  so  as  to  be  a  tangent  plane  at  each  point  of  the  curve 
in  succession.  Let  a  line  of  unit-length  be  drawn  from  the  given 
point  perpendicular  to  this  plane.  As  the  plane  rolls  round  the 
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closed  curve  the  extremity  of  the  perpendicular  will  trace  a  second 
closed  curve.  Let  the  length  of  the  second  closed  curve  be  o-,  then 
the  solid  angle  subtended  by  the  first  closed  curve  is 

0)   =   2-77  — (7. 

This  follows  from  the  well-known  theorem  that  the  area  of  a 
closed  curve  on  a  sphere  of  unit  radius,  together  with  the  circum 
ference  of  the  polar  curve,  is  numerically  equal  to  the  circumference 
of  a  great  circle  of  the  sphere. 

This  construction  is  sometimes  convenient  for  calculating  the 
solid  angle  subtended  by  a  rectilinear  figure.  For  our  own  purpose, 
which  is  to  form  clear  ideas  of  physical  phenomena,  the  following 
method  is  to  be  preferred,  as  it  employs 'no  constructions  which  do 
not  flow  from  the  physical  data  of  the  problem. 

419.]  A  closed  curve  s  is  given  in  space,  and  we  have  to  find 
the  solid  angle  subtended  by  s  at  a  given  point  P. 

If  we  consider  the  solid  angle  as  the  potential  of  a  magnetic  shell 
of  unit  strength  whose  edge  coincides  with  the  closed  curve,  we 
must  define  it  as  the  work  done  by  a  unit  magnetic  pole  against 
the  magnetic  force  while  it  moves  from  an  infinite  distance  to  the 
point  P.  Hence,  if  or  is  the  path  of  the  pole  as  it  approaches  the 
point  P,  the  potential  must  be  the  result  of  a  line-integration  along 
this  path.  It  must  also  be  the  result  of  a  line-integration  along 
the  closed  curve  s.  The  proper  form  of  the  expression  for  the  solid 
angle  must  therefore  be  that  of  a  double  integration  with  respect 
to  the  two  curves  s  and  a-. 

When  P  is  at  an  infinite  distance,  the  solid  angle  is  evidently 
zero.  As  the  point  P  approaches,  the  closed  curve,  as  seen  from 
the  moving  point,  appears  to  open  out,  and  the  whole  solid  angle 
may  be  conceived  to  be  generated  by  the  apparent  motion  of  the 
different  elements  of  the  closed  curve  as  the  moving  point  ap 
proaches. 

As  the  point  P  moves  from  P  to  P'  over  the  element  da,  the 
element  QQ'  of  the  closed  curve,  which  we  denote  by  ds,  will 
change  its  position  relatively  to  P,  and  the  line  on  the  unit  sphere 
corresponding  to  QQ'  will  sweep  over  an  area  on  the  spherical 
surface,  which  we  may  write 

d  CD  =  IT  ds  da-.  ( 1 ) 

To  find  IT  let  us  suppose  P  fixed  while  the  closed  curve  is  moved 
parallel  to  itself  through  a  distance  da-  equal  to  PP'  but  in  the 
opposite  direction.  The  relative  motion  of  the  point  P  will  be  the 
same  as  in  the  real  case. 
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During  this  motion  the  element  QQ'  will  generate  an  area  in 
the  form  of  a  parallelogram  whose  sides  are  parallel  and  equal 
to  Q  Q'  and  PP'.  If  we  construct  a  pyramid  on  this  parallelogram 
as  base  with  its  vertex  at  P,  the  solid  angle  of  this  pyramid  will 
be  the  increment  da  which  we  are  in  search  of. 

To  determine  the  value  of  this  solid 
angle,  let  0  and  Of  be  the  angles  which 
els  and  da-  make  with  PQ  respect 
ively,  and  let  <t>  be  the  angle  between 
the  planes  of  these  two  angles,  then 
the  area  of  the  projection  of  the 
parallelogram  ds .  dcr  on  a  plane  per 
pendicular  to  PQ  or  r  will  be 

ds  da  sin  0  sin  &  sin  cp, 
and  since  this  is  equal  to  r2  da,  we  find 


Hence 


=  n  ds  d(j  =  -g  sin  0  sin  0'  sin  <£  ds  d  <r. 
IT  =  -g  sin  0  sin  0'sin  0. 


(2) 
(3) 


420.]  We  may  express  the  angles  0,  6',  and  <j>  in  terms  of  r, 
and  its  differential  coefficients  with  respect  to  *  and  cr,  for 


dr 


sin  0  sin 
We  thus  find  the  following  value  for  n 2, 


cos  0  =  -—  >      cos  0'=  -=-  >      and 
ds  dcr 


cos      = 


ds  dcr 


,d2r 
^dsdcr 


(5) 


A  third  expression  for  TI  in  terms  of  rectangular  coordinates 
may  be  deduced  from  the  consideration  that  the  volume  of  the 
pyramid  whose  solid  angle  is  da>  and  whose  axis  is  r  is 


But  the  volume  of  this  pyramid  may  also  be  expressed  in  terms 
of  the  projections  of  r,  ds,  and  da-  on  the  axis  of  x,  y  and  z,  as 
a  determinant  formed  by  these  nine  projections,  of  which  we  must 
take  the  third  part.  We  thus  find  as  the  value  of  IT, 


1  -7-  >          "^—  '  ~T~ 


t  £. 

n-y, 

c-*, 

~7~  ' 

dcr 

dri 
dcr 

dcr 

dx 

*' 

dy 
d»' 

dz 

(6) 
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This  expression  gives  the  value  of  O  free  from  the  ambiguity  of 
sign  introduced  by  equation  (5). 

421.]  The  value  of  o>,  the  solid  angle  subtended  by  the  closed 
curve  at  the  point  P,  may  now  be  written 


,  (7) 

where  the  integration  with  respect  to  s  is  to  be  extended  completely 
round  the  closed  curve,  and  that  with  respect  to  a-  from  A  a  fixed 
point  on  the  curve  to  the  point  P.  The  constant  co0  is  the  value 
of  the  solid  angle  at  the  point  A.  It  is  zero  if  A  is  at  an  infinite 
distance  from  the  closed  curve. 

The  value  of  co  at  any  point  P  is  independent  of  the  form  of 
the  curve  between  A  and  P  provided  that  it  does  not  pass  through 
the  magnetic  shell  itself.  If  the  shell  be  supposed  infinitely  thin, 
and  if  P  and  P/  are  two  points  close  together,  but  P  on  the  positive 
and  P/  on  the  negative  surface  of  the  shell,  then  the  curves  AP  and 
AP'  must  lie  on  opposite  sides  of  the  edge  of  the  shell,  so  that  PAPf 
is  a  line  which  with  the  infinitely  short  line  P'P  forms  a  closed 
circuit  embracing  the  edge.  The  value  of  cu  at  P  exceeds  that  at  P' 
by  4  TT,  that  is,  by  the  surface  of  a  sphere  of  radius  unity. 

Hence,  if  a  closed  curve  be  drawn  so  as  to  pass  once  through 
the  shell,  or  in  other  words,  if  it  be  linked  once  with  the  edge 

of  the  shell,  the  value  of  the  integral  /  /  n  ds  da-  extended  round 

both  curves  will  be  4  TT. 

This  integral  therefore,  considered  as  depending  only  on  the 
closed  curve  s  and  the  arbitrary  curve  AP,  is  an  instance  of  a 
function  of  multiple  values,  since,  if  we  pass  from  A  to  P  along 
different  paths  the  integral  will  have  different  values  according 
to  the  number  of  times  which  the  curve  AP  is  twined  round  the 
curve  s. 

If  one  form  of  the  curve  between  A  and  P  can  be  transformed 
into  another  by  continuous  motion  without  intersecting  the  curve 
s,  the  integral  will  have  the  same  value  for  both  curves,  but  if 
during  the  transformation  it  intersects  the  closed  curve  n  times  the 
values  of  the  integral  will  differ  by  4Trn. 

If  s  and  or  are  any  two  closed  curves  in  space,  then,  if  they  are 
not  linked  together,  the  integral  extended  once  round  both  is 
zero. 

If  they  are  intertwined  n  times  in  the  same  direction,  the  value 
of  the  integral  is  1-nn.  It  is  possible,  however,  for  two  curves 


422.]  VECTOR-POTENTIAL   OF   A    CLOSED    CURVE.  41 

to  be  intertwined  alternately  in  opposite  directions,  so  that  they 
are  inseparably  linked  together  though  the  value  of  the  integral 
is  zero.  See  Fig.  4, 

It  was  the  discovery  by  Gauss  of  this  very  integral,,  expressing 
the  work   done   on   a   magnetic   pole  while   de 
scribing  a  closed  curve  in  presence  of  a  closed 
electric  current,  and  indicating   the   geometrical 
connexion  between  the   two  closed  curves,  that 
led  him  to  lament  the  small  progress  made  in  the 
Geometry  of  Position  since  the  time  of  Leibnitz, 
Euler  and  Vandermonde.     We  have  now,  how 
ever,  some  progress  to  report,  chiefly  due  to  Riemann,  Helmholtz 
and  Listing. 

422.]    Let  us  now  investigate  the  result  of  integrating  with 
respect  to  s  round  the  closed  curve. 

One  of  the  terms  of  II  in  equation  (7)  is 

^—xdif]dz       dri  d   Adz\ 
~^~T(T~ds  ~~  dffd({rdt)' 
If  we  now  write  for  brevity 

T-,       [I  dx          „       fldy.       TT      fl  dz  T  ,  x 

F=     -—ds,     G=    --/-ds,     H=    -  —  ds,  (9) 

J  r  ds  J  r  ds  J  r  ds 

the  integrals  being  taken  once  round  the  closed  curve  s,  this  term 
of  II  may  be  written 


dv  d£  ds' 
and  the  corresponding  term  of  /  lids  will  be 


Collecting  all  the  terms  of  n,  we  may  now  write 


dH       dGd         ,dF      JHdr        -dG 


This  quantity  is  evidently  the  rate  of  decrement  of  a>,  the 
magnetic  potential,  in  passing  along  the  curve  <r,  or  in  other  words, 
it  is  the  magnetic  force  in  the  direction  of  da: 

By  assuming  da-  successively  in  the  direction  of  the  axes  of 
a?,  y  and  3,  we  obtain  for  the  values  of  the  components  of  the 
magnetic  force 
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_  da  _  dH        dG 
~~"~ 


dF 


The  quantities  F,  G,  J7are  the  components  of  the  vector-potential 
of  the  magnetic  shell  whose  strength  is  unity,  and  whose  edge  is 
the  curve  s.  They  are  not,  like  the  scalar  potential  o>,  functions 
having  a  series  of  values,  but  are  perfectly  determinate  for  every 
point  in  space. 

The  vector-potential  at  a  point  P  due  to  a  magnetic  shell  bounded 
by  a  closed  curve  may  be  found  by  the  following  geometrical 
construction  : 

Let  a  point  Q  travel  round  the  closed  curve  with  a  velocity 
numerically  equal  to  its  distance  from  P,  and  let  a  second  point 
R  start  from  a  fixed  point  A  and  travel  with  a  velocity  the  direction 
of  which  is  always  parallel  to  that  of  Q,  but  whose  magnitude  is 
unity.  When  Q  has  travelled  once  round  the  closed  curve  join 
AR,  then  the  line  AR  represents  in  direction  and  in  numerical 
magnitude  the  vector-potential  due  to  the  closed  curve  at  P. 

Potential  Energy  of  a  Magnetic  Shell  placed  in  a  Magnetic  Field. 

423.]  We  have  already  shewn,  in  Art.  410,  that  the  potential 
energy  of  a  shell  of  strength  $  placed  in  a  magnetic  field  whose 
potential  is  T,  is 


where  I,  mt  n  are  the  direction-cosines  of  the  normal  to  the  shell 
drawn  from  the  positive  side,  and  the  surface-integral  is  extended 
over  the  shell. 

Now  this  surface-integral  may  be  transformed  into  a  line-integral 
by  means  of  the  vector-potential  of  the  magnetic  field,  and  we 
mav  write 


where  the  integration  is  extended  once  round  the  closed  curve  * 
which  forms  the  edge  of  the  magnetic  shell,  the  direction  of  (Is 
being  opposite  to  that  of  the  hands  of  a  watch  when  viewed  from 
the  positive  side  of  the  shell. 

If  we  now  suppose  that  the  magnetic  field  is  that  due  to  a 
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second  magnetic  shell  whose  strength  is  $',  we  may  determine  the 
value  of  F  directly  from  the  results  of  Art.  416  or  from  Art.  405. 
If  £',  m',  n  be  the  direction-cosines  of  the  normal  to  the  element  dS' 
of  the  second  shell,  we  have 


where  r  is  the  distance  between  the  element  dS'  and  a  point  on  the 
boundary  of  the  first  shell. 

Now  this  surface-integral  may  be  converted  into  a  line-integral 
round  the  boundary  of  the  second  shell  ;  viz.  it  is 


In  like  manner 


TT        *>  fl  dz'    7  > 

H  =  <b  /  -  -7-7  as  . 
r  J  r  ds 


Substituting  these  values  in  the  expression  for  M  we  find 

(dx  daf       du  dy        dz  dz\          ,  ,     . 

(-r  TT  +  -TT7  +  -r-r/)  fads',          (15) 

>  W5  «<S  #5  #«S  f/5  «5  ' 

where  the  integration  is  extended  once  round  5  and  once  round  /. 
This  expression  gives  the  potential  energy  due  to  the  mutual  action 
of  the  two  shells,  and  is,  as  it  ought  to  be,  the  same  when  s  and  / 
are  interchanged.  This  expression  with  its  sign  reversed,  when  the 
strength  of  each  shell  is  unity,  is  called  the  potential  of  the  two 
closed  curves  s  and  s'.  It  is  a  quantity  of  great  importance  in  the 
theory  of  electric  currents.  If  we  write  €  for  the  angle  between 
the  directions  of  the  elements  els  and  ds,  the  potential  of  s  and  / 
may  be  written 

/  / dsdsf.  (16) 

JJ     r 

It  is  evidently  a  quantity  of  the  dimension  of  a  line. 


CHAPTER  IV. 


INDUCED   MAGNETIZATION. 

424.]  WE  have  hitherto  considered  the  actual  distribution  of 
magnetization  in  a  magnet  as  given  explicitly  among  the  data 
of  the  investigation.  We  have  not  made  any  assumption  as  to 
whether  this  magnetization  is  permanent  or  temporary,  except  in 
those  parts  of  our  reasoning  in  which  we  have  supposed  the  magnet 
broken  up  into  small  portions,  or  small  portions  removed  from 
the  magnet  in  such  a  way  as  not  to  alter  the  magnetization  of 
any  part. 

We  have  now  to  consider  the  magnetization  of  bodies  with 
respect  to  the  mode  in  which  it  may  be  produced  and  changed. 
A  bar  of  iron  held  parallel  to  the  direction  of  the  earth's  magnetic 
force  is  found  to  become  magnetic,  with  its  poles  turned  the  op 
posite  way  from  those  of  the  earth,  or  the  same  way  as  those  of 
a  compass  needle  in  stable  equilibrium. 

Any  piece  of  soft  iron  placed  in  a  magnetic  field  is  found  to  exhibit 
magnetic  properties.  If  it  be  placed  in  a  part  of  the  field  where 
the  magnetic  force  is  great,  as  between  the  poles  of  a-  horse-shoe 
magnet,  the  magnetism  of  the  iron  becomes  intense.  If  the  iron 
is  removed  from  the  magnetic  field,  its  magnetic  properties  are 
greatly  weakened  or  disappear  entirely.  If  the  magnetic  properties 
of  the  iron  depend  entirely  on  the  magnetic  force  of  the  field  in 
which  it  is  placed,  and  vanish  when  it  is  removed  from  the  field, 
it  is  called  Soft  iron.  Iron  which  is  soft  in  the  magnetic  sense 
is  also  soft  in  the  literal  sense.  It  is  easy  to  bend  it  and  give 
it  a  permanent  set,  and  difficult  to  break  it. 

Iron  which  retains  its  magnetic  properties  when  removed  from 
the  magnetic  field  is  called  Hard  iron.  Such  iron  does  not  take 
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up  the  magnetic  state  so  readily  as  soft  iron.  The  operation  of 
hammering,  or  any  other  kind  of  vibration,  allows  hard  iron  under 
the  influence  of  magnetic  force  to  assume  the  magnetic  state  more 
readily,  and  to  part  with  it  more  readily  when  the  magnetizing 
force  is  removed.  Iron  which  is  magnetically  hard  is  also  more 
stiff  to  bend  and  more  apt  to  break. 

The  processes  of  hammering,  rolling,  wire-drawing,  and  sudden 
cooling  tend  to  harden  iron,  and  that  of  annealing  tends  to 
soften  it. 

The  magnetic  as  well  as  the  mechanical  differences  between  steel 
of  hard  and  soft  temper  are  much  greater  than  those  between  hard 
and  soft  iron.  Soft  steel  is  almost  as  easily  magnetized  and  de 
magnetized  as  iron,  while  the  hardest  steel  is  the  best  material 
for  magnets  which  we  wish  to  be  permanent. 

Cast  iron,  though  it  contains  more  carbon  than  steel,  is  not 
so  retentive  of  magnetization. 

If  a  magnet  could  be  constructed  so  that  the  distribution  of  its 
magnetization  is  not  altered  by  any  magnetic  force  brought  to 
act  upon  it,  it  might  be  called  a  rigidly  magnetized  body.  The 
only  known  body  which  fulfils  this  condition  is  a  conducting  circuit 
round  which  a  constant  electric  current  is  made  to  flow. 

Such  a  circuit  exhibits  magnetic  properties,  and  may  therefore  be 
called  an  electromagnet,  but  these  magnetic  properties  are  not 
affected  by  the  other  magnetic  forces  in  the  field.  We  shall  return 
to  this  subject  in  Part  IV. 

All  actual  magnets,  whether  made  of  hardened  steel  or  of  load 
stone,  are  found  to  be  affected  by  any  magnetic  force  which  is 
brought  to  bear  upon  them. 

It  is  convenient,  for  scientific  purposes,  to  make  a  distinction 
between  the  permanent  and  the  temporary  magnetization,  defining 
the  permanent  magnetization  as  that  which  exists  independently 
of  the  magnetic  force,  and  the  temporary  magnetization  as  that 
which  depends  on  this  force.  We  must  observe,  however,  that 
this  distinction  is  not  founded  on  a  knowledge  of  the  intimate 
nature  of  magnetizable  substances:  it  is  only  the  expression  of 
an  hypothesis  introduced  for  the  sake  of  bringing  calculation  to 
bear  on  the  phenomena.  We  shall  return  to  the  physical  theory 
of  magnetization  in  Chapter  VI. 

425.]  At  present  we  shall  investigate  the  temporary  magnet 
ization  on  the  assumption  that  the  magnetization  of  any  particle 
of  the  substance  depends  solely  on  the  magnetic  force  acting  on 
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that  particle.  This  magnetic  force  may  arise  partly  from  external 
causes,  and  partly  from  the  temporary  magnetization  of  neigh 
bouring  particles. 

A  body  thus  magnetized  in  virtue  of  the  action  of  magnetic 
force,  is  said  to  be  magnetized  by  induction,  and  the  magnetization 
is  said  to  be  induced  by  the  magnetizing  force. 

The  magnetization  induced  by  a  given  magnetizing  force  differs 
in  different  substances.  It  is  greatest  in  the  purest  and  softest 
iron,  in  which  the  ratio  of  the  magnetization  to  the  magnetic  force 
may  reach  the  value  32,  or  even  45  *. 

Other  substances,  such  as  the  metals  nickel  and  cobalt,  are 
capable  of  an  inferior  degree  of  magnetization,  and  all  substances 
when  subjected  to  a  sufficiently  strong  magnetic  force,  are  found 
to  give  indications  of  polarity. 

When  the  magnetization  is  in  the  same  direction  as  the  magnetic 
force,  as  in  iron,  nickel,  cobalt,  &c.,  the  substance  is  called  Para 
magnetic,  Ferromagnetic,  or  more  simply  Magnetic.  When  the 
induced  magnetization  is  in  the  direction  opposite  to  the  magnetic 
force,  as  in  bismuth,  &c.,  the  substance  is  said  to  be  Diamagnetic. 

In  all  these  substances  the  ratio  of  the  magnetization  to  the 
magnetic  force  which  produces  it  is  exceedingly  small,  being  only 
about  — TTjVoinT  in  ^ae  case  °f  bismuth,  which  is  the  most  highly 
diamagnetic  substance  known. 

In  crystallized,  strained,  and  organized  substances  the  direction 
of  the  magnetization  does  not  always  coincide  with  that  of  the 
magnetic  force  which  produces  it.  The  relation  between  the  com 
ponents  of  magnetization,  referred  to  axes  fixed  in  the  body,  and 
those  of  the  magnetic  force,  may  be  expressed  by  a  system  of  three 
linear  equations.  Of  the  nine  coefficients  involved  in  these  equa 
tions  we  shall  shew  that  only  six  are  independent.  The  phenomena 
of  bodies  of  this  kind  are  classed  under  the  name  of  Magnecrystallic 
phenomena. 

When  placed  in  a  field  of  magnetic  force,  crystals  tend  to  set 
themselves  so  that  the  axis  of  greatest  paramagnetic,  or  of  least 
diamagnetic,  induction  is  parallel  to  the  lines  of  magnetic  force. 
See  Art.  435. 

In  soft  iron,  the  direction  of  the  magnetization  coincides  with 
that  of  the  magnetic  force  at  the  point,  and  for  small  values  of 
the  magnetic  force  the  magnetization  is  nearly  proportional  to  it. 

*  Thaldn,  Noia  Ada,  Reg.  SM.  Sc.,  Upsal.,  1863. 
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As  the  magnetic  force  increases,  however,  the  magnetization  in 
creases  more  slowly,  and  it  would  appear  from  experiments  described 
in  Chap.  VI,  that  there  is  a  limiting  value  of  the  magnetization, 
beyond  which  it  cannot  pass,  whatever  be  the  value  of  the 
magnetic  force. 

In  the  following  outline  of  the  theory  of  induced  magnetism, 
we  shall  begin  by  supposing  the  magnetization  proportional  to  the 
magnetic  force,  and  in  the  same  line  with  it. 

Definition  of  the  Coefficient  of  Induced  Magnetization. 

426.]  Let  <g)  be  the  magnetic  force,  defined  as  in  Art.  398,  at 
any  point  of  the  body,  and  let  3  be  the  magnetization*  at  that 
point,  then  the  ratio  of  3  to  <£)  is  called  the  Coefficient  of  Induced 
Magnetization. 

Denoting  this  coefficient  by  K,  the  fundamental  equation  of 
induced  magnetism  is 

3  =  «$.  (i) 

The  coefficient  K  is  positive  for  iron  and  paramagnetic  substances, 
and  negative  for  bismuth  and  diamagnetic  substances.  It  reaches 
the  value  32  in  iron,  and  it  is  said  to  be  large  in  the  case  of  nickel 
and  cobalt,  but  in  all  other  cases  it  is  a  very  small  quantity,  not 
greater  than  0.00001. 

The  force  «£)  arises  partly  from  the  action  of  magnets  external 
to  the  body  magnetized  by  induction,  and  partly  from  the  induced 
magnetization  of  the  body  itself.  Both  parts  satisfy  the  condition 
of  having  a  potential. 

427.]  Let  V  be  the  potential  due  to  magnetism  external  to  the 
body,  let  12  be  that  due  to  the  induced  magnetization,  then  if 
U  is  the  actual  potential  due  to  both  causes 

Z7=F+&.  (2) 

Let  the  components  of  the  magnetic  force  <jp,  resolved  in  the 
directions  of  x,  y^  z,  be  a,  (3,  y,  and  let  those  of  the  magnetization 
3  be  A,  B,  C,  then  by  equation  (1), 

A  =  K.a,  \ 

£=K&y  (3) 

C  =  Ky  J 

Multiplying  these  equations  by  dx,  dy}  dz  respectively,  and 
adding,  we  find 

Adx  +  Bdy+Cdz  =  * 
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But  since  a,  /3  and  y  are  derived  from  the  potential  U,  we  may 
write  the  second  member  —  ndU. 

Hence,  if  K  is  constant  throughout  the  substance,  the  first  member 
must  also  be  a  complete  differential  of  a  function  of  #,  y  and  z, 
which  we  shall  call  <£,  and  the  equation  becomes 

d<t>=—KdU,  (4) 

d(f)  d(j>  d<t>  f. 

where         A  =  —^-,      B  —  ~-,      C  =  -=-£•  (5) 

dx  dy  dz 

The  magnetization  is  therefore  lamellar,  as  defined  in  Art.  412. 

It  was  shewn  in  Art.  386  that  if  p  is  the  volume-density  of  free 
magnetism, 

A       dE      dC\ 


which  becomes  in  virtue  of  equations  (3), 
But,  by  Art.  77, 


(da.        dfi       dy 
+         +  ~ 


da       df3       dy  __ 
dx        dy       dz 

Hence  (1  -f  477/<)/3  =  0, 

whence  p  =  0  (6) 

throughout  the  substance,  and  the  magnetization  is  therefore  sole- 
noidal  as  well  as  lamellar.     See  Art.  407. 

There  is  therefore  no  free  magnetism  except  on  the  bounding 
surface  of  the  body.  If  v  be  the  normal  drawn  inwards  from  the 
surface,  the  magnetic  surface-density  is 

d$  fi\ 

*— 3T  (7) 

The  potential  12  due  to  this  magnetization  at  any  point  may 
therefore  be  found  from  the  surface-integral 


a=JJ;dS.  (8) 

The  value  of  £1  will  be  finite  and  continuous  everywhere,  and 
will  satisfy  Laplace's  equation  at  every  point  both  within  and 
without  the  surface.  If  we  distinguish  by  an  accent  the  value 
of  12  outside  the  surface,  and  if  v  be  the  normal  drawn  outwards, 
we  have  at  the  surface 

Q,'=Q,;  (9) 


428.]  POISSON'S  METHOD.  49 

da     da' 

_  +  ^  =  -4^,  by  Art.  78, 


We  may  therefore  write  the  surface-condition 

dV 


Hence  the  determination  of  the  magnetism  induced  in  a  homo 
geneous  isotropic  body,  bounded  by  a  surface  S,  and  acted  upon  by 
external  magnetic  forces  whose  potential  is  V9  may  be  reduced  to 
the  following  mathematical  problem. 

We  must  find  two  functions  £1  and  &  satisfying  the  following 
conditions  : 

Within  the  surface  S,  12  must  be  finite  and  continuous,  and  must 
satisfy  Laplace's  equation. 

Outside  the  surface  S,  X2'  must  be  finite  and  continuous,  it  must 
vanish  at  an  infinite  distance,  and  must  satisfy  Laplace's  equation. 

At  every  point  of  the  surface  itself,  12  =  12',  and  the  derivatives 
of  12,  12'  and  V  with  respect  to  the  normal  must  satisfy  equation 
(10). 

This  method  of  treating  the  problem  of  induced  magnetism  is 
due  to  Poisson.  The  quantity  k  which  he  uses  in  his  memoirs  is  not 
the  same  as  K,  but  is  related  to  it  as  follows  : 

47TK(/fc-l)  +  3>£=   0.  (11) 

The  coefficient  K  which  we  have   here  used  was  introduced  by 
J.  Neumann. 

428.]  The  problem  of  induced  magnetism  may  be  treated  in  a 
different  manner  by  introducing  the  quantity  which  we  have  called, 
with  Faraday,  the  Magnetic  Induction. 

The  relation  between  SB,  the  magnetic  induction,  «£),  the  magnetic 
force,  and  3,  the  magnetization,  is  expressed  by  the  equation 

33  =  £  +  4Tr3.  (12) 

The  equation  which  expresses  the  induced  magnetization  in  terms 
of  the  magnetic  force  is 

3  =  *£.  ('3) 

VOL.  II.  E 
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Hence,  eliminating  3,  we  find 

53  =  (l  +  47r/c)£  (14) 

as  the  relation  between  the  magnetic  induction  and  the  magnetic 
force  in  substances  whose  magnetization  is  induced  by  magnetic 
force. 

In  the  most  general  case  K  may  be  a  function,  not  only  of  the 
position  of  the  point  in  the  substance,  but  of  the  direction  of  the 
vector  ,£),  but  in  the  case  which  we  are  now  considering  K  is  a 
numerical  quantity. 

If  we  next  write  /x  =  1  +  4  TTK,  (15) 

we  may  define  ju  as  the  ratio  of  the  magnetic  induction  to  the 
magnetic  force,  and  we  may  call  this  ratio  the  magnetic  inductive 
capacity  of  the  substance,  thus  distinguishing  it  from  K,  the  co 
efficient  of  induced  magnetization. 

If  we  write  U  for  the  total  magnetic  potential  compounded  of  F, 
the  potential  due  to  external  causes,  and  JO,  for  that  due  to  the 
induced  magnetization,  we  may  express  a,  6,  c,  the  components  of 
magnetic  induction,  and  a,  ft,  y,  the  components  of  magnetic  force, 
as  follows  : 


dU 


(16) 


The  components  0,  #,  c  satisfy  the  solenoidal  condition 

da       dl       do 

y-  +  T-  +  T-=0.  (17) 

dx       dy       dz 

Hence,  the  potential  U  must  satisfy  Laplace's  equation 

d*U      d2U      d2U 

TT  +  T-a-  +  -j-*  =  °  08) 

dx2        dy1        dz2 

at  every  point  where  p  is  constant,  that  is,  at  every  point  within 
the  homogeneous  substance,  or  in  empty  space. 

At  the  surface  itself,  if  v  is  a  normal  drawn  towards  the  magnetic 
substance,  and  v  one  drawn  outwards,  and  if  the  symbols  of  quan 
tities  outside  the  substance  are  distinguished  by  accents,  the  con 
dition  of  continuity  of  the  magnetic  induction  is 

dx      7  dy        dz       .  dx      ,,  dy       ,  dz 

a-j-  +  t-j-  +  c 

dv        dv 


429.]     FARADAY'S  THEORY  OF  MAGNETIC  INDUCTION.         51 

or,  by  equations  (16), 

.dU      ,dU' 


f/,  the  coefficient  of  induction  outside  the  magnet,  will  be  unity 
unless  the  surrounding*  medium  be  magnetic  or  diamagnetic. 

If  we  substitute  for  U  its  value  in  terms  of  Fand  12,  and  for 
H  its  value  in  terms  of  K,  we  obtain  the  same  equation  (10)  as  we 
arrived  at  by  Poisson's  method. 

The  problem  of  induced  magnetism,  when  considered  with  respect 
to  the  relation  between  magnetic  induction  and  magnetic  force, 
corresponds  exactly  with  the  problem  of  the  conduction  of  electric 
currents  through  heterogeneous  media,  as  given  in  Art.  310. 

xThe  magnetic  force  is  derived  from  the  magnetic  potential,  pre 
cisely  as  the  electric  force  is  derived  from  the  electric  potential. 

The  magnetic  induction  is  a  quantity  of  the  nature  of  a  flux, 
and  satisfies  the  same  conditions  of  continuity  as  the  electric 
current  does. 

In  isotropic  media  the  magnetic  induction  depends  on  the  mag 
netic  force  in  a  manner  which  exactly  corresponds  with  that  in 
which  the  electric  current  depends  on  the  electromotive  force. 

The  specific  magnetic  inductive  capacity  in  the  one  problem  corre 
sponds  to  the  specific  conductivity  in  the  other.  Hence  Thomson, 
in  his  Theory  of  Induced  Magnetism  (Reprint,  1872,  p.  484),  has  called 
this  quantity  the  permeability  of  the  medium. 

We  are  now  prepared  to  consider  the  theory  of  induced  magnetism 
from  what  I  conceive  to  be  Faraday's  point  of  view. 

When  magnetic  force  acts  on  any  medium,  whether  magnetic  or 
diamagnetic,  or  n  utral,  it  produces  within  it  a  phenomenon  called 
Magnetic  Induction. 

Magnetic  induction  is  a  directed  quantity  of  the  nature  of  a  flux, 
and  it  satisfies  the  same  conditions  of  continuity  as  electric  currents 
and  other  fluxes  do. 

In  isotropic  media  the  magnetic  force  and  the  magnetic  induction 
are  in  the  same  direction,  and  the  magnetic  induction  is  the  product 
of  the  magnetic  force  into  a  quantity  called  the  coefficient  of 
induction,  which  we  have  expressed  by  ju. 

In  empty  space  the  coefficient  of  induction  is  unity.  In  bodies 
capable  of  induced  magnetization  the  coefficient  of  induction  is 
1  -f  4  TT  K  =  //,  where  K  is  the  quantity  already  defined  as  the  co 
efficient  of  induced  magnetization. 

429.]  Let  IJL,  //  be  the  values  of  jot  on  opposite  sides  of  a  surface 

E  2 
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separating  two  media,  then  if  F,  V  are  the  potentials  in  the  two 
media,  the  magnetic  forces  towards  the  surface  in  the  two  media 

dv    ,  ar 

are  3—  and  -^-r  • 
dv          dv 

The  quantities  of  magnetic  induction  through  the  element   of 

surface  dS  are  a  -=—  dS  and  uf  -7-7-  dS  in  the  two  media  respect 
er  dv 

ively  reckoned  towards  dS. 

Since  the  total  flux  towards  dS  is  zero, 


But  by  the  theory  of  the  potential  near  a  surface  of  density  cr, 
dV      dV' 


-=-          -T^ 

dv       dv 


=   0. 


Hence  -j-  (l—^)  +  ±ii(r  —  0. 

dv  ^       p' 

If  K!  is  the  ratio  of  the  superficial  magnetization  to  the  normal 
force  in  the  first  medium  whose  coefficient  is  u,  we  have 


Hence  KL  will  be  positive  or  negative  according  as  /x  is  greater 
or  less  than  //.     If  we  put  p  =  477*4-  1  and  p  =  47r/c'+  1, 


1 

In  this  expression  K  and  /  are  the  coefficients  of  induced  mag 
netization  of  the  first  and  second  media  deduced  from  experiments 
made  in  air,  and  KJ  is  the  coefficient  of  induced  magnetization  of 
the  first  medium  when  surrounded  by  the  second  medium. 

If  K  is  greater  than  /c,  then  KX  is  negative,  or  the  apparent 
magnetization  of  the  first  medium  is  in  the  opposite  direction  from 
the  magnetizing  force. 

Thus,  if  a  vessel  containing  a  weak  aqueous  solution  of  a  para 
magnetic  salt  of  iron  is  suspended  in  a  stronger  solution  of  the 
same  salt,  and  acted  on  by  a  magnet,  the  vessel  moves  as  if  it 
were  magnetized  in  the  opposite  direction  from  that  in  which  a 
magnet  would  set  itself  if  suspended  in  the  same  place. 

This  may  be  explained  by  the  hypothesis  that  the  solution  in 
the  vessel  is  really  magnetized  in  the  same  direction  as  the  mag 
netic  force,  but  that  the  solution  which  surrounds  the  vessel  is 
magnetized  more  strongly  in  the  same  direction.  Hence  the  vessel 
is  like  a  weak  magnet  placed  between  two  strong  ones  all  mag- 
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netized  in  the  same  direction,  so  that  opposite  poles  are  in  contact. 
The  north  pole  of  the  weak  magnet  points  in  the  same  direction 
as  those  of  the  strong  ones,  but  since  it  is  in  contact  with  the  south 
pole  of  a  stronger  magnet,  there  is  an  excess  of  south  magnetism 
in  the  neighbourhood  of  its  north  pole,  which  causes  the  small 
magnet  to  appear  oppositely  magnetized. 

In  some  substances,  however,  the  apparent  magnetization  is 
negative  even  when  they  are  suspended  in  what  is  called  a  vacuum. 

If  we  assume  /c  =  0  for  a  vacuum,  it  will  be  negative  for  these 
substances.  No  substance,  however,  has  been  discovered  for  which 

K  has  a  negative  value  numerically  greater  that  — ,  and  therefore 
for  all  known  substances  //  is  positive. 

Substances  for  which  K  is  negative,  and  therefore  //,  less  than 
unity,  are  called  Diamagnetic  substances.  Those  for  which  K  is 
positive,  and  //,  greater  than  unity,  are  called  Paramagnetic,  Ferro 
magnetic,  or  simply  magnetic,  substances. 

We  shall  consider  the  physical  theory  of  the  diamagnetic  and 
paramagnetic  properties  when  we  come  to  electromagnetism,  Arts. 
831-845. 

430.]  The  mathematical  theory  of  magnetic  induction  was  first 
given  by  Poisson  *.  The  physical  hypothesis  on  which  he  founded 
his  theory  was  that  of  two  magnetic  fluids,  an  hypothesis  which 
has  the  same  mathematical  advantages  and  physical  difficulties 
as  the  theory  of  two  electric  fluids.  In  order,  however,  to  explain 
the  fact  that,  though  a  piece  of  soft  iron  can  be  magnetized  by 
induction,  it  cannot  be  charged  with  unequal  quantities  of  the 
two  kinds  of  magnetism,  he  supposes  that  the  substance  in  general 
is  a  non-conductor  of  these  fluids,  and  that  only  certain  small 
portions  of  the  substance  contain  the  fluids  under  circumstances 
in  which  they  are  free  to  obey  the  forces  which  act  on  them. 
These  small  magnetic  elements  of  the  substance  contain  each  pre 
cisely  equal  quantities  of  the  two  fluids,  and  within  each  element 
the  fluids  move  with  perfect  freedom,  but  the  fluids  can  never  pass 
from  one  magnetic  element  to  another. 

The  problem  therefore  is  of  the  same  kind  as  that  relating  to 
a  number  of  small  conductors  of  electricity  disseminated  through 
a  dielectric  insulating  medium.  The  conductors  may  be  of  any 
form  provided  they  are  small  and  do  not  touch  each  other. 

If  they  are  elongated  bodies   all  turned  in  the  same  general 

*  Memoires  de  VInstitut,  1824. 
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direction,  or  if  they  are  crowded  more  in  one  direction  than  another, 
the  medium,  as  Poisson  himself  shews,  will  not  be  isotropic.  Poisson 
therefore,  to  avoid  useless  intricacy,  examines  the  case  in  which 
each  magnetic  element  is  spherical,  and  the  elements  are  dissem 
inated  without  regard  to  axes.  He  supposes  that  the  whole  volume 
of  all  the  magnetic  elements  in  unit  of  volume  of  the  substance 
is  k. 

We  have  already  considered  in  Art.  314  the  electric  conductivity 
of  a  medium  in  which  small  spheres  of  another  medium  are  dis 
tributed. 

If  the  conductivity  of  the  medium  is  JJLI)  and  that  of  the  spheres 
fj.2 ,  we  have  found  that  the  conductivity  of  the  composite  system  is 
^  _ 

L 

Putting  /xx  =  1  and  //2  =  oc,  this  becomes 


This  quantity  /ot  is  the  electric  conductivity  of  a  medium  con- 
siting  of  perfectly  conducting  spheres  disseminated  through  a 
medium  of  conductivity  unity,  the  aggregate  volume  of  the  spheres 
in  unit  of  volume  being  k. 

The  symbol  ^  also  represents  the  coefficient  of  magnetic  induction 
of  a  medium,  consisting  of  spheres  for  which  the  permeability  is 
infinite,  disseminated  through  a  medium  for  which  it  is  unity. 

The  symbol  k,  which  we  shall  call  Poisson's  Magnetic  Coefficient, 
represents  the  ratio  of  the  volume  of  the  magnetic  elements  to  the 
whole  volume  of  the  substance. 

The  symbol  K  is  known  as  Neumann's  Coefficient  of  Magnet 
ization  by  Induction.  It  is  more  convenient  than  Poisson's. 

The  symbol  /x  we  shall  call  the  Coefficient  of  Magnetic  Induction. 
Its  advantage  is  that  it  facilitates  the  transformation  of  magnetic 
problems  into  problems  relating  to  electricity  and  heat. 

The  relations  of  these  three  symbols  are  as  follows  : 

47TK 


Zk 


k  = 


M=- — j-y  ps4fffc+l. 

1  ~~~  K 

If  we  put  K  =  32,  the  value  given  by  Thalen's*  experiments  on 

*  Becherches  sur  les  ProprUUs  Maynttiques  dufer,  Nova  Acta,  Upsal,  18(33. 
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soft  iron,  we  find  k  =  iff.  This,  according  to  Poisson's  theory, 
is  the  ratio  of  the  volume  of  the  magnetic  molecules  to  the  whole 
volume  of  the  iron.  It  is  impossible  to  pack  a  space  with  equal 
spheres  so  that  the  ratio  of  their  volume  to  the  whole  space  shall 
be  so  nearly  unity,  and  it  is  exceedingly  improbable  that  so  large 
a  proportion  of  the  volume  of  iron  is  occupied  by  solid  molecules, 
whatever  be  their  form.  This  is  one  reason  why  we  must  abandon 
Poisson's  hypothesis.  Others  will  be  stated  in  Chapter  VI.  Of 
course  the  value  of  Poisson's  mathematical  investigations  remains 
unimpaired,  as  they  do  not  rest  on  his  hypothesis,  but  on  the 
experimental  fact  of  induced  magnetization. 


CHAPTEE  V. 

PARTICULAR   PROBLEMS   IN   MAGNETIC   INDUCTION. 

A  Hollow  Spherical  Shell. 

431.]  THE  first  example  of  the  complete  solution  of  a  problem 
in  magnetic  induction  was  that  given  by  Poisson  for  the  case  of 
a  hollow  spherical  shell  acted  on  by  any  magnetic  forces  whatever. 

For  simplicity  we  shall  suppose  the  origin  of  the  magnetic  forces 
to  be  in  the  space  outside  the  shell. 

If  V  denotes  the  potential  due  to  the  external  magnetic  system, 
we  may  expand  V  in  a  series  of  solid  harmonics  of  the  form 

7=  C080+C1S1r  +  &c.+  CiSii*,  (l) 

where  r  is  the  distance  from  the  centre  of  the  shell,  Si  is  a  surface 
harmonic  of  order  i,  and  Ci  is  a  coefficient. 

This  series  will  be  convergent  provided  /•  is  less  than  the  distance 
of  the  nearest  magnet  of  the  system  which  produces  this  potential. 
Hence,  for  the  hollow  spherical  shell  and  the  space  within  it,  this 
expansion  is  convergent. 

Let  the  external  radius  of  the  shell  be  a.2  and  the  inner  radius  at , 
and  let  the  potential  due  to  its  induced  magnetism  be  XI.  The  form 
of  the  function  H  will  in  general  be  different  in  the  hollow  space, 
in  the  substance  of  the  shell,  and  in  the  space  beyond.  If  we 
expand  these  functions  in  harmonic  series,  then,  confining  our 
attention  to  those  terms  which  involve  the  surface  harmonic  Si: 
we  shall  find  that  if  I2j  is  that  which  corresponds  to  the  hollow 
space  within  the  shell,  the  expansion  of  1^  must  be  in  positive  har 
monics  of  the  form  At  St  r\  because  the  potential  must  not  become 
infinite  within  the  sphere  whose  radius  is  at. 

In  the  substance  of  the  shell,  where  ^  lies  between  aL  and  #2, 
the  series  may  contain  both  positive  and  negative  powers  of  r, 
of  the  form  ^  g.  ri  +  ^  ^  r-(i+ 1). 

Outside  the  shell,  where  r  is  greater  than  #2,  since  the  series 
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must  be  convergent  however  great  r  may  be,  we  must  have  only- 
negative  powers  of  r,  of  the  form 


The  conditions  which  must  be  satisfied  by  the  function  H  are  : 
It  must  be  (l)  finite,  and  (2)  continuous,  and  (3)  must  vanish  at 
an  infinite  distance,  and  it  must  (4)  everywhere  satisfy  Laplace's 
equation. 

On  account  of  (l)  Bl  =  0. 

On  account  of  (2)  when  r  =  al9 

(J1-At)al«+1-St=0,  (2) 

and  when  r  =  a2, 

(Az-A,)a*M  +  B,-B,  =  0.  (3) 

On  account  of  (3)  A3  =  0,  and  the  condition  (4)  is  satisfied 
everywhere,  since  the  functions  are  harmonic. 

But,  besides  these,  there  are  other  conditions  to  be  satisfied  at 
the  inner  and  outer  surface  in  virtue  of  equation  (10),  Art.  427. 

At  the  inner  surface  where  r  =  al9 

dSL  dV  ,.. 

=  0,  (4) 


and  at  the  outer  surface  where  r  —  a2, 


dV 


From  these  conditions  we  obtain  the  equations 

=  0,     (6) 
=  0;    (7) 
and  if  we  put 


we  find 

/•  ,  i  \  /i       fai\  l    Yl  AT"  n      (-\f\\ 
-f-  47TK^4- 1)  (  1  —  (  — )          1   -fl^C^,     ^ifj 

These  quantities  being  substituted  in  the  harmonic  expansions 
give  the  part  of  the  potential  due  to  the  magnetization  of  the  shell. 
The  quantity  2^  is  always  positive,  since  1  -f  4  TT  K  can  never  be 
negative.  Hence  Al  is  always  negative,  or  in  other  words,  the 
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action  of  the  magnetized  shell  on  a  point  within  it  is  always  op 
posed  to  that  of  the  external  magnetic  force,  whether  the  shell  be 
paramagnetic  or  diamagnetic.  The  actual  value  of  the  resultant 
potential  within  the  shell  is 


or          (l^-4:7rK)(2i+l)2NiCiSiri.  (13) 

432.]  When  K  is  a  large  number,  as  it  is  in  the  case  of  soft  iron, 
then,  unless  the  shell  is  very  thin,  the  magnetic  force  within  it 
is  but  a  small  fraction  of  the  external  force. 

In  this  way  Sir  W.  Thomson  has  rendered  his  marine  galvano 
meter  independent  of  external  magnetic  force  by  enclosing  it  in 
a  tube  of  soft  iron. 

433.]  The  case  of  greatest  practical  importance  is  that  in  which 
i  =  1.  In  this  case 

NI  = L , 

9(l+4™)  +  2(47TK)2(l-(~1)y  (14) 


=  -  47TK  f~ 


(15) 


The  magnetic  force  within  the  hollow  shell  is  in  this  case  uniform 
and  equal  to 

Q  (1  _!_  4-rriA 

(16) 


If  we  wish  to  determine  K  by  measuring  the  magnetic  force 
within  a  hollow  shell  and  comparing  it  with  the  external  magnetic 
force,  the  best  value  of  the  thickness  of  the  shell  may  be  found 
from  the  equation 

1   .          1     —  _  .  ( -t  7\ 

a23  ~  2    (47TK)2 

The  magnetic  force  inside  the  shell  is  then  half  of  its  value  outside. 
Since,  in  the  case  of  iron,  K  is  a  number  between  20  and  30,  the 
thickness  of  the  shell  ought  to  be  about  the  hundredth  part  of  its 
radius.  This  method  is  applicable  only  when  the  value  of  K  is 
large.  When  it  is  very  small  the  value  of  Al  becomes  insensible, 
since  it  depends  on  the  square  of  K. 
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For  a  nearly  solid  sphere  with  a  very  small  spherical  hollow, 
9 

^l—    ~~  /  O     I     A 


A  -          47TK 

" 


"  15 


(18) 


The  whole  of  this  investigation  might  have  been  deduced  directly 
from  that  of  conduction  through  a  spherical  shell,  as  given  in 
Art.  312,  by  putting  k±  =  (1  -f  47TK)/£2  in.  the  expressions  there  given, 
remembering  that  A^  and  A2  in  the  problem  of  conduction  are  equi 
valent  to  Ci  -f^  and  Q-f  A2  in  the  problem  of  magnetic  induction. 

434]  The  corresponding  solution  in  two  dimensions  is  graphically 
represented  in  Fig.  XV,  at  the  end  of  this  volume.  The  lines  of 
induction,  which  at  a  distance  from  the  centre  of  the  figure  are 
nearly  horizontal,  are  represented  as  disturbed  by  a  cylindric  rod 
magnetized  transversely  and  placed  in  its  position  of  stable  equi 
librium.  The  lines  which  cut  this  system  at  right  angles  represent 
the  equipotential  surfaces,  one  of  which  is  a  cylinder.  The  large 
dotted  circle  represents  the  section  of  a  cylinder  of  a  paramagnetic 
substance,  and  the  dotted  horizontal  straight  lines  within  it,  which 
are  continuous  with  the  external  lines  of  induction,  represent  the 
lines  of  induction  within  the  substance.  The  dotted  vertical  lines 
represent  the  internal  equipotential  surfaces,  and  are  continuous 
with  the  external  system.  It  will  be  observed  that  the  lines  of 
induction  are  drawn  nearer  together  within  the  substance,  and  the 
equipotential  surfaces  are  separated  farther  apart  by  the  paramag 
netic  cylinder,  which,  in  the  language  of  Faraday,  conducts  the 
lines  of  induction  better  than  the  surrounding  medium. 

If  we  consider  the  system  of  vertical  lines  as  lines  of  induction, 
and  the  horizontal  system  as  equipotential  surfaces,  we  have,  in 
the  first  place,  the  case  of  a  cylinder  magnetized  transversely  and 
placed  in  the  position  of  unstable  equilibrium  among  the  lines  of 
force,  which  it  causes  to  diverge.  In  the  second  place,  considering 
the  large  dotted  circle  as  the  section  of  a  diamagnetic  cylinder, 
the  dotted  straight  lines  within  it,  together  with  the  lines  external 
to  it,  represent  the  effect  of  a  diamagnetic  substance  in  separat 
ing  the  lines  of  induction  and  drawing  together  the  equipotential 
surfaces,  such  a  substance  being  a  worse  conductor  of  magnetic 
induction  than  the  surrounding  medium. 
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Case  of  a  Sphere  in  which  the  Coefficients  of  Magnetization  are 

Different  in  Different  Directions. 

435.]  Let  a,  (3,  y  be  the  components  of  magnetic  force,  and  A,  B, 
C  those  of  the  magnetization  at  any  point,  then  the  most  general 
linear  relation  between  these  quantities  is  given  by  the  equations 
A  =  ria  +  p3(3+q2y,\ 

B  =  &a+r2p  +  PlyA  (1) 

C  =  p2<L+qlP  +  r^} 

where  the  coefficients  r,  p,  q  are  the  nine  coefficients  of  magnet 
ization. 

Let  us  now  suppose  that  these  are  the  conditions  of  magnet 
ization  within  a  sphere  of  radius  #,  and  that  the  magnetization  at 
every  point  of  the  substance  is  uniform  and  in  the  same  direction, 
having  the  components  A,  B,  C. 

Let  us  also  suppose  that  the  external  magnetizing  force  is  also 
uniform  and  parallel  to  one  direction,  and  has  for  its  components 

x,  r,  z. 

The  value  of  V  is  therefore 

r  =  -(Xai+Yy  +  Zz)t  (2) 

and  that  of  -Q',  the  potential  of  the  magnetization  outside  the  sphere, 
is,  by  Art.  391,  4w  as 

.  (3) 


The  value  of  12,  the  potential  of  the  magnetization  within  the 

sphere,  is  4- 

.  (4) 


The  actual  potential  within  the  sphere  is  F+  12,  so  that  we  shall 
have  for  the  components  of  the  magnetic  force  within  the  sphere 


(5) 

y  =  Z-$itC. 
Hence 


C=  r^ 

(6) 


Solving  these  equations,  we  find 

+q2'Z,\ 

)  (7) 
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where  &*    =  ^  +  3*  fa  ^^^  +  ^-#1  &)  +  ($*)*#,  . 

--»-*  (         ,  . 


&c.,  / 

where  D  is  the  determinant  of  the  coefficients  on  the  right  side  of 
equations  (6),  and  D'  that  of  the  coefficients  on  the  left. 

The  new  system  of  coefficients  p',  q',  /  will  be  symmetrical  only 
when  the  system  p,  q,  r  is  symmetrical,  that  is,  when  the  co 
efficients  of  the  form  jo  are  equal  to  the  corresponding  ones  of 
the  form  q. 

436.]  *  The  moment  of  the  couple  tending  to  turn  the  sphere  about 
the  axis  of  x  from  y  towards  z  is  found  by  considering  the  forces  on 
an  elementary  volume  and  taking  their  sum  for  the  whole  sphere. 
The  result  is 


-A'7)}.    (9) 

If  we  make 


this  corresponds  to  a  magnetic  force  F  in  the  plane  of  yz,  and 
inclined  to  y  at  an  angle  0.  If  we  now  turn  the  sphere  while  this 
force  remains  constant  the  work  done  in  turning  the  sphere  will 


pir 

be  / 


Ldd  in  each  complete  revolution.     But  this  is  equal  to 


Hence,  in  order  that  the  revolving  sphere  may  not  become  an 
inexhaustible  source  of  energy,  p^=  q^  and  similarly  /?/=  q2'  and 

These  conditions  shew  that  in  the  original  equations  the  coeffi 
cient  of  B  in  the  third  equation  is  equal  to  that  of  C  in  the  second, 

*  [The  equality  of  the  coefficients  p  and  q  may  be  shewn  as  follows :  Let  the  forces 
acting  on  the  sphere  turn  it  about  a  diameter  whose  direction-cosines  are  A  a  v 
through  an  angle  80;  then,  if  W  denote  the  energy  of  the  sphere,  we  have,  by 
Art.  436, 

-8W=  $ira?{(ZB-  YC}  \  +  (ZC-ZA^  +  (YA-XB)  v]  86. 

But  if  the  axes  of  coordinates  be  fixed  in  the  sphere  we  have  in  consequence  of  the 
rotation 

Hence  we  may  put 

That  the  revolving  sphere  may  not  become  a  source  of  energy,  the  expression  on  the 
right  hand  of  the  last  equation  must  be  a  perfect  differential.  Hence,  since  A,  B,  C 
are  linear  functions  of  X,  F,  Z,  it  follows  that  W  is  a  quadratic  function  of  X,  Y,  Z, 
and  the  required  result  is  at  once  deduced. 

See  also   Sir  W.  Thomson's  Keprint  of  Papers  on  Electricity   and  Magnetism, 
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and  so  on.  Hence,  the  system  of  equations  is  symmetrical,  and  the 
equations  become  when  referred  to  the  principal  axes  of  mag 
netization,  r  . 


-n 

- 


(11) 


The  moment  of  the  couple  tending  to  turn  the  sphere  round  the 
axis  of  x  is 


In  most  cases  the  differences  between  the  coefficients  of  magnet 
ization  in  different  directions  are  very  small,  so  that  we  may  put 

Z-l^L-na*.  (13) 


This  is  the  force  tending  to  turn  a  crystalline  sphere  about  the 
axis  of  x  from  y  towards  z.  It  always  tends  to  place  the  axis  of 
greatest  magnetic  coefficient  (or  least  diamagnetic  coefficient)  parallel 
to  the  line  of  magnetic  force. 

The   corresponding   case   in   two  dimensions   is  represented  in 

i%.  xvi.  ; 

If  we  suppose  the  upper  side  of  the  figure  to  be  towards  the 
north,  the  figure  represents  the  lines  of  force  and  equipotential 
surfaces  as  disturbed  by  a  transversely  magnetized  cylinder  placed 
with  the  north  side  eastwards.  The  resultant  force  tends  to  turn 
the  cylinder  from  east  to  north.  The  large  dotted  circle  represents 
a  section  of  a  cylinder  of  a  crystalline  substance  which  has  a  larger 
coefficient  of  induction  along  an  axis  from  north-east  to  south  -west 
than  along  an  axis  from  north-west  to  south-east.  The  dotted  lines 
within  the  circle  represent  the  lines  of  induction  and  the  equipotential 
surfaces,  which  in  this  case  are  not  at  right  angles  to  each  other. 
The  resultant  force  on  the  cylinder  is  evidently  to  turn  it  from  east 
to  north. 

437.]  The  case  of  an  ellipsoid  placed  in  a  field  of  uniform  and 
parallel  magnetic  force  has  been  solved  in  a  very  ingenious  manner 
by  Poisson. 

If  7  is  the  potential  at  the  point  (x,  y,  z),  due  to  the  gravitation 

of  a  body  of  any  form  of  uniform  density  p,  then  —  ^—  is  the 
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potential  of  the  magnetism  of  the  same  body  if  uniformly  mag 
netized  in  the  direction  of  x  with  the  intensity  I  =  p. 

dV 
For  the  value  of  —  -=—  bx  at  any  point  is  the  excess  of  the  value 

of  r,  the  potential  of  the  body,  above  7',  the  value  of  the  potential 
when  the  body  is  moved  —  bx  in  the  direction  of  as. 

If  we  supposed  the  body  shifted  through  the  distance  —  bx,  and 
its  density  changed  from  p  to  -  p  (that  is  to  say,  made  of  repulsive 

instead  of  attractive  matter,)  then  —  —  bx  would  be  the  potential 

clx 

due  to  the  two  bodies. 

Now  consider  any  elementary  portion  of  the  body  containing  a 
volume  bv.  Its  quantity  is  pbv,  and  corresponding  to  it  there  is 
an  element  of  the  shifted  body  whose  quantity  is  —  pbv  at  a 
distance  —  bat.  The  effect  of  these  two  elements  is  equivalent  to 
that  of  a  magnet  of  strength  pbv  and  length  8  a?.  The  intensity 
of  magnetization  is  found  by  dividing  the  magnetic  moment  of  an 
element  by  its  volume.  The  result  is  pbx. 

Hence  —  —  bx  is  the  magnetic  potential  of  the  body  magnetized 

with  the  intensity  pbx  in  the  direction  of  a?,  and  —  -=-  is  that  of 

dx 

the  body  magnetized  with  intensity  p.- 

This  potential  may  be  also  considered  in  another  light.  The 
body  was  shifted  through  the  distance  —  bx  and  made  of  density 
—  p.  Throughout  that  part  of  space  common  to  the  body  in  its 
two  positions  the  density  is  zero,  for,  as  far  as  attraction  is  con 
cerned,  the  two  equal  and  opposite  densities  annihilate  each  other. 
There  remains  therefore  a  shell  of  positive  matter  on  one  side  and 
of  negative  matter  on  the  other,  and  we  may  regard  the  resultant 
potential  as  due  to  these.  The  .thickness  of  the  shell  at  a  point 
where  the  normal  drawn  outwards  makes  an  angle  e  with  the  axis 
of  as  is  b  x  cos  €  and  its  density  is  p.  The  surface -density  is  therefore 

pbx  cos  e,  and,  in  the  case  in  which  the  potential  is  —  ^— ,  the 
surface-density  is  p  cos  e. 

In  this  way  we  can  find  the  magnetic  potential  of  any  body 
uniformly  magnetized  parallel  to  a  given  direction.  Now  if  this 
uniform  magnetization  is  due  to  magnetic  induction,  the  mag 
netizing  force  at  all  points  within  the  body  must  also  be  uniform 
and  parallel. 

This  force  consists  of  two  parts,  one  due  to  external  causes,  and 
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the  other  due  to  the  magnetization  of  the  body.  If  therefore  the 
external  magnetic  force  is  uniform  and  parallel,  the  magnetic  force 
due  to  the  magnetization  must  also  be  uniform  and  parallel  for 
all  points  within  the  body. 

Hence,  in  order  that  this  method  may  lead  to  a  solution  of  the 

dV 
problem  of  magnetic  induction,  j-  must  be  a  linear  function  of 

the  coordinates  #,  y,  z  within  the  body,  and  therefore  7  must  be 
a  quadratic  function  of  the  coordinates. 

Now  the  only  cases  with  which  we  are  acquainted  in  which  7 
is  a  quadratic  function  of  the  coordinates  within  the  body  are  those 
in  which  the  body  is  bounded  by  a  complete  surface  of  the  second 
degree,  and  the  only  case  in  which  such  a  body  is  of  finite  dimen 
sions  is  when  it  is  an  ellipsoid.  We  shall  therefore  apply  the 
method  to  the  case  of  an  ellipsoid. 

Let  —  +  —  +  — =1  (l) 

a2      lr      c2 

be  the  equation  of  the  ellipsoid,  and  let  <£0  denote  the  definite  integral 

<*{*') 


r. 


Then  if  we  make 


the  value  of  the  potential  within  the  ellipsoid  will  be 

ro  =  -|(Z02  +  3f/+^2)  +  const.  (4) 

If  the  ellipsoid  is  magnetized  with  uniform  intensity  /  in  a 
direction  making  angles  whose  cosines  are  I,  m,  n  with  the  axes 
of  x,  y,  z,  so  that  the  components  of  magnetization  are 

A  =  11,         B  =  Im,         C  =  In, 
the  potential  due  to  this  magnetization  within  the  ellipsoid  will  be 

Q=—I(Llx  +  Mmy  +  Nnz).  (5) 

If  the  external  magnetizing  force  is  «£),  and  if  its  components 
are  Jf,  Y,  Z,  its  potential  will  be 

7=-(Xv+Yy  +  Zz).  (6) 

The  components  of  the  actual  magnetizing  force  at  any  point 
within  the  body  are  therefore 

X+Al,         Y+BM,        Z+CN.  (7) 

*  See  Thomson  and  Tait's  Natural  Philosophy,  §  522. 


438.] 
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65 


The  most  general  relations  between  the  magnetization  and  the 
magnetizing-  force  are  given  by  three  linear  equations,  involving 
nine  coefficients.  It  is  necessary,  however,  in  order  to  fulfil  the 
condition  of  the  conservation  of  energy,  that  in  the  case  of  magnetic 
induction  three  of  these  should  be  equal  respectively  to  other  three, 
so  that  we  should  have 

A  =  K  l  (X+  AL)  +  /3  (  Y+  BM)  +  K\  (Z+  CN\ 


(8) 
C  =  K'2  (X+AL)  +  K\  (Y+BM)  +  K  3  (Z+  CN). 

From  these  equations  we  may  determine  A,  JB  and  C  in  terms 
of  X,  Y,  Z,  and  this  will  give  the  most  general  solution  of  the 
problem. 

The  potential  outside  the  ellipsoid  will  then  be  that  due  to  the 
magnetization  of  the  ellipsoid  together  with  that  due  to  the  external 
magnetic  force. 

438.]  The  only  case  of  practical  importance  is  that  in  which 


K\  =  *'2  =  K'3  =  0. 


We  have  then         A  = 


B  = 


C  = 


1  — , 


1  — 


l-K3N 


r, 
z. 


(9) 


(10) 


If  the  ellipsoid  has  two  axes  equal,  and  is  of  the  planetary  or 
flattened  form,  a 

=  7fz^; 

i      ^T^~         . 

=  -47r(^ -3~  sm-V), 

1-62 


e*  e* 

I  — 


sin-1^— 


.     ') 
If  the  ellipsoid  is  of  the  ovary  or  elongated  form 


(H) 

(12) 


In  the  case  of  a  sphere,  when  e  =  0, 


(13) 


(14) 


(15) 
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In  the  case  of  a  very  flattened  planetoid  L  becomes  in  the  limit 

equal  to  —  47r,  and  M  and  N  become  —  7i2-- 

c 

In  the  case  of  a  very  elongated  ovoid  L  and  M  approximate 
to  the  value  —  2  TT,  while  N  approximates  to  the  form 


and  vanishes  when  e  —  1. 

It  appears  from  these  results  that  — 

(1)  When  K,  the   coefficient   of  magnetization,   is  very  small, 
whether  positive  or  negative,  the  induced  magnetization  is  nearly 
equal  to  the   magnetizing   force   multiplied  by  K,  and  is   almost 
independent  of  the  form  of  the  body. 

(2)  When  K  is  a  large  positive  quantity,  the  magnetization  depends 
principally  on  the  form  of  the  body,  and  is  almost  independent  of 
the  precise  value  of  K,  except  in  the  case  of  a  longitudinal  force 
acting  on  an  ovoid  so  elongated  that  NK.  is  a  small  quantity  though 
K  is  large. 

(3)  If  the  value  of   K    could  be  negative  and  equal  to  —  we 

should  have  an  infinite  value  of  the  magnetization  in  the  case  of 
a  magnetizing  force  acting  normally  to  a  flat  plate  or  disk.  The 
absurdity  of  this  result  confirms  what  we  said  in  Art.  428. 

Hence,  experiments  to  determine  the  value  of  K  may  be  made 
on  bodies  of  any  form,  provided  K  is  very  small,  as  it  is  in  the  case 
of  all  diamagnetic  bodies,  and  all  magnetic  bodies  except  iron, 
nickel,  and  cobalt. 

If,  however,  as  in  the  case  of  iron,  K  is  a  large  number,  experi 
ments  made  on  spheres  or  flattened  figures  are  not  suitable  to 
determine  K  ;  for  instance,  in  the  case  of  a  sphere  the  ratio  of  the 
magnetization  to  the  magnetizing  force  is  as  1  to  4.22  if  K  =  30, 
as  it  is  in  some  kinds  of  iron,  and  if  K  were  infinite  the  ratio  would 
be  as  1  to  4.19,  so  that  a  very  small  error  in  the  determination 
of  the  magnetization  would  introduce  a  very  large  one  in  the 
value  of  K. 

But  if  we  make  use  of  a  piece  of  iron  in  the  form  of  a  very 
elongated  ovoid,  then,  as  long  as  NK  is  of  moderate  value  com 
pared  with  unity,  we  may  deduce  the  value  of  K  from  a  determination 
of  the  magnetization,  and  the  smaller  the  value  of  N  the  more 
accurate  will  be  the  value  of  /c. 

In  fact,  if  NK  be  made  small  enough,  a  small  error  in  the  value 
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of  N  itself  will  not  introduce  much  error,  so  that  we  may  use  any 
elongated  body,  such  as  a  wire  or  long  rod,  instead  of  an  ovoid. 

We  must  remember,  however,  that  it  is  only  when  the  product 
NK  is  small  compared  with  unity  that  this  substitution  is  allowable. 
In  fact  the  distribution  of  magnetism  on  a  long  cylinder  with  flat 
ends  does  not  resemble  that  on  a  long  ovoid,  for  the  free  mag 
netism  is  very  much  concentrated  towards  the  ends  of  the  cylinder, 
whereas  it  varies  directly  as  the  distance  from  the  equator  in  the 
case  of  the  ovoid. 

The  distribution  of  electricity  on  a  cylinder,  however,  is  really 
comparable  with  that  on  an  ovoid,  as  we  have  already  seen, 
Art.  152. 

These  results  also  enable  us  to  understand  why  the  magnetic' 
moment  of  a  permanent  magnet  can  be  made  so  much  greater  when 
the  magnet  has  an  elongated  form.  If  we  were  to  magnetize  a 
disk  with  intensity  /  in  a  direction  normal  to  its  surface,  and  then 
leave  it  to  itself,  the  interior  particles  would  experience  a  constant 
demagnetizing  force  equal  to  4  TT  /,  and  this,  if  not  sufficient  of 
itself  to  destroy  part  of  the  magnetization,  would  soon  do  so  if 
aided  by  vibrations  or  changes  of  temperature. 

If  we  were  to  magnetize  a  cylinder  transversely  the  demagnet 
izing  force  would  be  only  2irl. 

If  the  magnet  were  a  sphere  the  demagnetizing  force  would 
be  |TT/. 

In  a  disk  magnetized  transversely  the  demagnetizing  force  is 

7i2  -/,  and   in  an  elongated  ovoid  magnetized  longitudinally   it 

c  a?  2c 

is  least  of  all,  being  4  TT  -^  I  log  —  • 
c  a 

Hence  an  elongated  magnet  is  less  likely  to  lose  its  magnetism 
than  a  short  thick  one. 

The  moment  of  the  force  acting  on  an  ellipsoid  having  different 
magnetic  coefficients  for  the  three  axes  which  tends  to  turn  it  about 
the  axis  of  #,  is 


Hence,  if  *2  and  *3  are  small,  this  force  will  depend  principally 
on  the  crystalline  quality  of  the  body  and  not  on  its  shape,  pro 
vided  its  dimensions  are  not  very  unequal,  but  if  *2  and  *3  are 
considerable,  as  in  the  case  of  iron,  the  force  will  depend  principally 
on  the  shape  of  the  body,  and  it  will  turn  so  as  to  set  its  longer 
axis  parallel  to  the  lines  of  force. 

F  a 
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If  a  sufficiently  strong,  yet  uniform,  field  of  magnetic  force  could 
be  obtained,  an  elongated  isotropic  diamagnetic  body  would  also 
set  itself  with  its  longest  dimension  parallel  to  the  lines  of  magnetic 
force. 

439.]  The  question  of  the  distribution  of  the  magnetization  of 
an  ellipsoid  of  revolution  under  the  action  of  any  magnetic  forces 
has  been  investigated  by  J.  Neumann*.  Kirchhoff  f  has  extended 
the  method  to  the  case  of  a  cylinder  of  infinite  length  acted  on  by 
any  force. 

Green,  in  the  17th  section  of  his  Essay,  has  given  an  invest 
igation  of  the  distribution  of  magnetism  in  a  cylinder  of  finite 
length  acted  on  by  a  uniform  external  force  parallel  to  its  axis. 
Though  some  of  the  steps  of  this  investigation  are  not  very 
rigorous,  it  is  probable  that  the  result  represents  roughly  the 
actual  magnetization  in  this  most  important  case.  It  certainly 
expresses  very  fairly  the  transition  from  the  case  of  a  cylinder 
for  which  K  is  a  large  number  to  that  in  which  it  is  very  small, 
but  it  fails  entirely  in  the  case  in  which  K  is  negative,  as  in 
diamagnetic  substances. 

Green  finds  that  the  linear  density  of  free  magnetism  at  a 
distance  as  from  the  middle  of  a  cylinder  whose  radius  is  a  and 
whose  length  is  2/,  is 


X  = 


px 

ea  —  e 


where  p  is  a  numerical  quantity  to  be  found  from  the  equation 
0.231863  —  2  logep  +  2  p  = 


n  K  jj 


The  following  are  a  few  of  the  corresponding  values  of  p  and  K. 


K 

p                                  K 

P 

00 

0 

11.802 

0.07 

336.4 

0.01 

9.137 

0.08 

62.02 

0.02 

7.517 

0.09 

48.416 

0.03 

6.319 

0.10 

29.475 

0.04 

0.1427 

1.00 

20.185 

0.05 

0.0002 

10.00 

14.794 

0.06 

0.0000 

00 

negative 

imaginary 

*  CreUe,lad.  xxxvii  (1848). 
f  Crelle,  bd.  xlviii  (1854). 
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When  the  length  of  the  cylinder  is  great  compared  with  its 
radius,  the  whole  quantity  of  free  magnetism  on  either  side  of 
the  middle  of  the  cylinder  is,  as  it  ought  to  be, 


Of  this  \pM  is  on  the  flat  end  of  the  cylinder,  and  the  distance 
of  the  centre  of  gravity  of  the  whole  quantity  M  from  the  end 

of  the  cylinder  is  -  • 
P 

When  K  is  very  small  p  is  large,  and  nearly  the  whole  free 
magnetism  is  on  the  ends  of  the  cylinder.  As  K  increases  p 
diminishes,  and  the  free  magnetism  is  spread  over  a  greater  distance 
from  the  ends.  When  K  is  infinite  the  free  magnetism  at  any 
point  of  the  cylinder  is  simply  proportional  to  its  distance  from 
the  middle  point,  the  distribution  being  similar  to  that  of  free 
electricity  on  a  conductor  in  a  field  of  uniform  force. 

440.]  In  all  substances  except  iron,  nickel,  and  cobalt,  the  co 
efficient  of  magnetization  is  so  small  that  the  induced  magnetization 
of  the  body  produces  only  a  very  slight  alteration  of  the  forces  in 
the  magnetic  field.  We  may  therefore  assume,  as  a  first  approx 
imation,  that  the  actual  magnetic  force  within  the  body  is  the  same 
as  if  the  body  had  not  been  there.  The  superficial  magnetization 

dV  dV 

of  the  body  is  therefore,  as  a  first  approximation,  K  -=— ,  where  y- 

is  the  rate  of  increase  of  the  magnetic  potential  due  to  the  external 
magnet  along  a  normal  to  the  surface  drawn  inwards.  If  we 
now  calculate  the  potential  due  to  this  superficial  distribution,  we 
may  use  it  in  proceeding  to  a  second  approximation. 

To  find  the  mechanical  energy  due  to  the  distribution  of  mag 
netism  on  this  first  approximation  we  must  find  the  surface-integral 

>£u 

dv 

taken  over  the  whole  surface  of  the  body.  Now  we  have  shewn  in 
Art.  100  that  this  is  equal  to  the  volume-integral 


taken  through  the  whole  space  occupied  by  the  body,  or,  if  R  is  the 
resultant  magnetic  force, 


Kow  since  the  work  done  by  the  magnetic  force  on  the  body 
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during  a  displacement  fix  is  Xbx  where  Zis  the  mechanical  force 
in  the  direction  of  x,  and  since 

=  constant, 


=  *///«  1? 


which  shews  that  the  force  acting  on  the  body  is  as  if  every  part 
of  it  tended  to  move  from  places  where  R2  is  less  to  places  where 
it  is  greater  with  a  force  which  on  every  unit  of  volume  is 

d.R2 

i  K—  •=  -- 
dx 

If  K  is  negative,  as  in  diamagnetic  bodies,  this  force  is,  as  Earaday 
first  shewed,  from  stronger  to  weaker  parts  of  the  magnetic  field. 
Most  of  the  actions  observed  in  the  case  of  diamagnetic  bodies 
depend  on  this  property. 

Skip's  Magnetism. 

441.]  Almost  every  part  of  magnetic  science  finds  its  use  in 
navigation.  The  directive  action  of  the  earth's  magnetism  on  the 
compass  needle  is  the  only  method  of  ascertaining  the  ship's  course 
-when  the  sun  and  stars  are  hid.  The  declination  of  the  needle  from 
the  true  meridian  seemed  at  first  to  be  a  hindrance  to  the  appli 
cation  of  the  compass  to  navigation,  but  after  this  difficulty  had 
been  overcome  by  the  construction  of  magnetic  charts  it  appeared 
likely  that  the  declination  itself  would  assist  the  mariner  in  de 
termining  his  ship's  place. 

The  greatest  difficulty  in  navigation  had  always  been  to  ascertain 
the  longitude  ;  but  since  the  declination  is  different  at  different 
points  on  the  same  parallel  of  latitude,  an  observation  of  the  de 
clination  together  with  a  knowledge  of  the  latitude  would  enable 
the  mariner  to  find  his  position  on  the  magnetic  chart. 

But  in  recent  times  iron  is  so  largely  used  in  the  construction  of 
ships  that  it  has  become  impossible  to  use  the  compass  at  all  without 
taking  into  account  the  action  of  the  ship,  as  a  magnetic  body, 
on  the  needle. 

To  determine  the  distribution  of  magnetism  in  a  mass  of  iron 
of  any  form  under  the  influence  of  the  earth's  magnetic  force, 
even  though  not  subjected  to  mechanical  strain  or  other  disturb 
ances,  is,  as  we  have  seen,  a  very  difficult  problem. 

In  this  case,  however,  the  problem  is  simplified  by  the  following 
considerations. 
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The  compass  is  supposed  to  be  placed  with  its  centre  at  a  fixed 
point  of  the  ship,  and  so  far  from  any  iron  that  the  magnetism 
of  the  needle  does  not  induce  any  perceptible  magnetism  in  the 
ship.  The  size  of  the  compass  needle  is  supposed  so  small  that 
we  may  regard  the  magnetic  force  at  any  point  of  the  needle  as 
the  same. 

The  iron  of  the  ship  is  supposed  to  be  of  two  kinds  only. 

(1)  Hard  iron,  magnetized  in  a  constant  manner. 

(2)  Soft  iron,  the  magnetization  of  which  is  induced  by  the  earth 
or  other  magnets. 

In  strictness  we  must  admit  that  the  hardest  iron  is  not  only 
capable  of  induction  but  that  it  may  lose  part  of  its  so-called 
permanent  magnetization  in  various  ways. 

The  softest  iron  is  capable  of  retaining  what  is  called  residual 
magnetization.  The  actual  properties  of  iron  cannot  be  accurately 
represented  by  supposing  it  compounded  of  the  hard  iron  and  the 
soft  iron  above  denned.  But  it  has  been  found  that  when  a  ship 
is  acted  on  only  by  the  earth's  magnetic  force,  and  not  subjected 
to  any  extraordinary  stress  of  weather,  the  supposition  that  the 
magnetism  of  the  ship  is  due  partly  to  permanent  magnetization 
and  partly  to  induction  leads  to  sufficiently  accurate  results  when 
applied  to  the  correction  of  the  compass. 

The  equations  on  which  the  theory  of  the  variation  of  the  com 
pass  is  founded  were  given  by  Poisson  in  the  fifth  volume  of  the 
Memoires  cle  VInstitut,  p.  533  (1824). 

The  only  assumption  relative  to  induced  magnetism  which  is 
involved  in  these  equations  is,  that  if  a  magnetic  force  X  due  to 
external  magnetism  produces  in  the  iron  of  the  ship  an  induced 
magnetization,  and  if  this  induced  magnetization  exerts  on  the 
compass  needle  a  disturbing  force  whose  components  are  X',  Y' }  Z', 
then,  if  the  external  magnetic  force  is  altered  in  a  given  ratio,,  the 
components  of  the  disturbing  force  will  be  altered  in  the  same  ratio. 

It  is  true  that  when  the  magnetic  force  acting  on  iron  is  very 
great  the  induced  magnetization  is  no  longer  proportional  to  the 
external  magnetic  force,  but  this  want  of  proportionality  is  quite 
insensible  for  magnetic  forces  of  the  magnitude  of  those  due  to  the 
earth's  action. 

Hence,  in  practice  we  may  assume  that  if  a  magnetic  force 
whose  value  is  unity  produces  through  the  intervention  of  the  iron 
of  the  ship  a  disturbing  force  at  the  compass  needle  whose  com 
ponents  are  a  in  the  direction  of  #,  d  in  that  of  y,  and  g  in  that  of  z, 
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the  components  of  the  disturbing  force  due  to  a  force  X  in  the 
direction  of  x  will  be  a X,  dX,  and  g X. 

If  therefore  we  assume  axes  fixed  in  the  ship,  so  that  x  is  towards 
the  ship's  head,  y  to  the  starboard  side,  and  z  towards  the  keel, 
and  if  X,  J",  Z  represent  the  components  of  the  earth's  magnetic 
force  in  these  directions,  and  X',  Y',  Z'  the  components  of  the  com 
bined  magnetic  force  of  the  earth  and  ship  on  the  compass  needle, 
X'  =  X+a X+t>  Y+  cZ+P,  } 
Y'=Y+dX+eY+fZ+Q,{  (l) 

Z'  =  Z+gX+hY+kZ+R.  ) 

In  these  equations  a,  6,  c,  d,  e,  y,  g}  A,  k  are  nine  constant  co 
efficients  depending  on  the  amount,  the  arrangement,  and  the 
capacity  for  induction  of  the  soft  iron  of  the  ship. 

P,  Q,  and  R  are  constant  quantities  depending  on  the  permanent 
magnetization  of  the  ship. 

It  is  evident  that  these  equations  are  sufficiently  general  if 
magnetic  induction  is  a  linear  function  of  magnetic  force,  for  they 
are  neither  more  nor  less  than  the  most  general  expression  of  a 
vector  as  a  linear  function  of  another  vector. 

It  may  also  be  shewn  that  they  are  not  too  general,  for,  by  a 
proper  arrangement  of  iron,  any  one  of  the  coefficients  may  be 
made  to  vary  independently  of  the  others. 

Thus,  a  long  thin  rod  of  iron  under  the  action  of  a  longitudinal 
magnetic  force  acquires  poles,  the  strength  of  each  of  which  is 
numerically  equal  to  the  cross  section  of  the  rod  multiplied  by 
the  magnetizing  force  and  by  the  coefficient  of  induced  magnet 
ization.  A  magnetic  force  transverse  to  the  rod  produces  a  much 
feebler  magnetization,  the  effect  of  which  is  almost  insensible  at 
a  distance  of  a  few  diameters. 

If  a  long  iron  rod  be  placed  fore  and  aft  with  one  end  at  a 
distance  x  from  the  compass  needle,  measured  towards  the  ship's 
head,  then,  if  the  section  of  the  rod  is  A,  and  its  coefficient  of 
magnetization  K,  the  strength  of  the  pole  will  be  AnX,  and,  if 

o 

A  =  — ,  the  force  exerted  by  this  pole  on  the  compass  needle 

K 

will  be  aX.  The  rod  may  be  supposed  so  long  that  the  effect  of 
the  other  pole  on  the  compass  may  be  neglected. 

We  have  thus  obtained  the  means  of  giving  any  required  value 
to  the  coefficient  a. 

If  we  place  another  rod  of  section  B  with  one  extremity  at  the 
same  point,  distant  x  from  the  compass  toward  the  head  of  the 
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vessel,  and  extending  to  starboard  to  such  a  distance  that  the 
distant  pole  produces  no  sensible  effect  on  the  compass,  the  dis 
turbing  force  due  to  this  rod  will  be  in  the  direction  of  #,  and 

B&Y  fix* 

equal  to  — ^~ ,  or  if  .Z?  =  —  ,  the  force  will  be  bY. 

OC  K 

This  rod  therefore  introduces  the  coefficient  5. 

A  third  rod  extending  downwards  from  the  same  point  will 
introduce  the  coefficient  c. 

The  coefficients  d,  e,  f  may  be  produced  by  three  rods  extending 
to  head,  to  starboard,  and  downward  from  a  point  to  starboard  of 
the  compass,  and  g^Ji^lc  by  three  rods  in  parallel  directions  from 
a  point  below  the  compass. 

Hence  each  of  the  nine  coefficients  can  be  separately  varied  by 
means  of  iron  rods  properly  placed. 

The  quantities  P,  Q,  R  are  simply  the  components  of  the  force 
on  the  compass  arising  from  the  permanent  magnetization  of  the 
ship  together  with  that  part  of  the  induced  magnetization  which 
is  due  to  the  action  of  this  permanent  magnetization. 

A  complete  discussion  of  the  equations  (l),  and  of  the  relation 
between  the  true  magnetic  course  of  the  ship  and  the  course  as 
indicated  by  the  compass,  is  given  by  Mr.  Archibald  Smith  in  the 
Admiralty  Manual  of  the  Deviation  of  the  Compass. 

A  valuable  graphic  method  of  investigating  the  problem  is  there 
given.  Taking  a  fixed  point  as  origin,  a  line  is  drawn  from  this 
point  representing  in  direction  and  magnitude  the  horizontal  part 
of  the  actual  magnetic  force  on  the  compass-needle.  As  the  ship 
is  swung  round  so  as  to  bring  her  head  into  different  azimuths 
in  succession,  the  extremity  of  this  line  describes  a  curve,  each 
point  of  which  corresponds  to  a  particular  azimuth. 

Such  a  curve,  by  means  of  which  the  direction  and  magnitude  of 
the  force  on  the  compass  is  given  in  terms  of  the  magnetic  course 
of  the  ship,  is  called  a  Dygogram. 

There  are  two  varieties  of  the  Dygogram.  In  the  first,  the  curve 
is  traced  on  a  plane  fixed  in  space  as  the  ship  turns  round.  In 
the  second  kind,  the  curve  is  traced  on  a  plane  fixed  with  respect 
to  the  ship. 

The  dygogram  of  the  first  kind  is  the  Limayon  of  Pascal,  that 
of  the  second  kind  is  an  ellipse.  For  the  construction  and  use  of 
these  curves,  and  for  many  theorems  as  interesting  to  the  mathe 
matician  as  they  are  important  to  the  navigator,  the  reader  is 
referred  to  the  Admiralty  Manual  of  the  Deviation  of  the  Compass. 


CHAPTER    VI. 

WEBER'S  THEORY  OF  INDUCED  MAGNETISM. 

442.]  WE  have  seen  that  Poisson  supposes  the  magnetization  of 
iron  to  consist  in  a  separation  of  the  magnetic  fluids  within  each 
magnetic  molecule.  If  we  wish  to  avoid  the  assumption  of  the 
existence  of  magnetic  fluids,  we  may  state  the  same  theory  in 
another  form,  by  saying  that  each  molecule  of  the  iron,  when  the 
magnetizing  force  acts  on  it,  becomes  a  magnet. 

Weber's  theory  differs  from  this  in  assuming  that  the  molecules 
of  the  iron  are  always  magnets,  even  before  the  application  of 
the  magnetizing  force,  but  that  in  ordinary  iron,  the  magnetic 
axes  of  the  molecules  are  turned  indifferently  in  every  direction, 
so  that  the  iron  as  a  whole  exhibits  no  magnetic  properties. 

When  a  magnetic  force  acts  on  the  iron  it  tends  to  turn  the 
axes  of  the  molecules  all  in  one  direction,  and  so  to  cause  the  iron, 
as  a  whole,  to  become  a  magnet. 

If  the  axes  of  all  the  molecules  were  set  parallel  to  each  other, 
the  iron  would  exhibit  the  greatest  intensity  of  magnetization  of 
which  it  is  capable.  Hence  Weber's  theory  implies  the  existence 
of  a  limiting  intensity  of  magnetization,  and  the  experimental 
evidence  that  such  a  limit  exists  is  therefore  necessary  to  the 
theory.  Experiments  shewing  an  approach  to  a  limiting  value  of 
magnetization  have  been  made  by  Joule  *  and  by  J.  Miiller  f. 

The  experiments  of  Beetz  J  on  electrotype  iron  deposited  under 
the  action  of  magnetic  force  furnish  the  most  complete  evidence 
of  this  limit, — 

A  silver  wire  was  varnished,   and  a  very  narrow  line  on  the 

*  Annals  of  Electricity,  iv.  p.  131,  1839  ;  Phil.  Mag.  [4]  ii.  p.  316. 
t  Pogg.,  Ann.  Ixxix.  p.  337, 1850. 
£  Pogg.  cxi.  1860. 


443-]  THE   MOLECULES   OF  IRON   ARE   MAGNETS.  75 

metal  was  laid  bare  by  making  a  fine  longitudinal  scratch  on  the 
varnish.  The  wire  was  then  immersed  in  a  solution  of  a  salt  of 
iron,  and  placed  in  a  magnetic  field  with  the  scratch  in  the  direction 
of  a  line  of  magnetic  force.  By  making  the  wire  the  cathode  of 
an  electric  current  through  the  solution,  iron  was  deposited  on 
the  narrow  exposed  surface  of  the  wire,  molecule  by  molecule.  The 
filament  of  iron  thus  formed  was  then  examined  magnetically.  Its 
magnetic  moment  was  found  to  be  very  great  for  so  small  a  mass 
of  iron,  and  when  a  powerful  magnetizing  force  was  made  to  act 
in  the  same  direction  the  increase  of  temporary  magnetization  was 
found  to  be  very  small,  and  the  permanent  magnetization  was  not 
altered.  A  magnetizing  force  in  the  reverse  direction  at  once 
reduced  the  filament  to  the  condition  of  iron  magnetized  in  the 
ordinary  way. 

Weber's  theory,  which  supposes  that  in  this  case  the  magnetizing 
force  placed  the  axis  of  each  molecule  in  the  same  direction  during 
the  instant  of  its  deposition,  agrees  very  well  with  what  is 
observed. 

Beetz  found  that  when  the  electrolysis  is  continued  under  the 
action  of  the  magnetizing  force  the  intensity  of  magnetization 
of  the  subsequently  deposited  iron  diminishes.  The  axes  of  the 
molecules  are  probably  deflected  from  the  line  of  magnetizing 
force  when  they  are  being  laid  down  side  by  side  with  the  mole 
cules  already  deposited,  so  that  an  approximation  to  parallelism 
can  be  obtained  only  in  the  case  of  a  very  thin  filament  of  iron. 

If,  as  Weber  supposes,  the  molecules  of  iron  are  already  magnets, 
any  magnetic  force  sufficient  to  render  their  axes  parallel  as  they 
are  electrolytically  deposited  will  be  sufficient  to  produce  the  highest 
intensity  of  magnetization  in  the  deposited  filament. 

If,  on  the  other  hand,  the  molecules  of  iron  are  not  magnets, 
but  are  only  capable  of  magnetization,  the  magnetization  of  the 
deposited  filament  will  depend  on  the  magnetizing  force  in  the 
same  way  in  which  that  of  soft  iron  in  general  depends  on 
it.  The  experiments  of  Beetz  leave  no  room  for  the  latter  hy 
pothesis. 

443.]  We  shall  now  assume,  with  Weber,  that  in  every  unit  of 
volume  of  the  iron  there  are  n  magnetic  molecules,  and  that  the 
magnetic  moment  of  each  is  m.  If  the  axes  of  all  the  molecules 
were  placed  parallel  to  one  another,  the  magnetic  moment  of  the 
unit  of  volume  would  be 

M  =  nmt 


76  WEBER'S  THEORY  OF  INDUCED  MAGNETISM.       [443. 

and  this  would  be  the  greatest  intensity  of  magnetization  of  which 
the  iron  is  capable. 

In  the  unmagnetized  state  of  ordinary  iron  Weber  supposes  the 
axes  of  its  molecules  to  be  placed  indifferently  in  all  directions. 

To  express  this,  we  may  suppose  a  sphere  to  be  described,  and 
a  radius  drawn  from  the  centre  parallel  to  the  direction  of  the  axis 
of  each  of  the  n  molecules.  The  distribution  of  the  extremities  of 
these  radii  will  express  that  of  the  axes  of  the  molecules.  In 
the  case  of  ordinary  iron  these  n  points  are  equally  distributed 
over  every  part  of  the  surface  of  the  sphere,  so  that  the  number 
of  molecules  whose  axes  make  an  angle  less  than  a  with  the  axis 

of  as  is  n 

~(l-cosa), 

and  the  number  of  molecules  whose  axes  make  angles  with  that 
of  #,  between  a  and  a  -f  da  is  therefore 

n    . 

-  sin  ad  a. 

This  is  the  arrangement  of  the  molecules  in  a  piece  of  iron  which 
has  never  been  magnetized. 

Let  us  now  suppose  that  a  magnetic  force  X  is  made  to  act 
on  the  iron  in  the  direction  of  the  axis  of  as,  and  let  us  consider 
a  molecule  whose  axis  was  originally  inclined  a  to  the  axis  of  so. 

If  this  molecule  is  perfectly  free  to  turn,  it  will  place  itself  with 
its  axis  parallel  to  the  axis  of  SB,  and  if  all  the  molecules  did  so, 
the  very  slightest  magnetizing  force  would  be  found  sufficient 
to  develope  the  very  highest  degree  of  magnetization.  This,  how 
ever,  is  not  the  case. 

The  molecules  do  not  turn  with  their  axes  parallel  to  #,  and 
this  is  either  because  each  molecule  is  acted  on  by  a  force  tending 
to  preserve  it  in  its  original  direction,  or  because  an  equivalent 
effect  is  produced  by  the  mutual  action  of  the  entire  system  of 
molecules. 

Weber  adopts  the  former  of  these  suppositions  as  the  simplest, 
and  supposes  that  each  molecule,  when  deflected,  tends  to  return 
to  its  original  position  with  a  force  which  is  the  same  as  that 
which  a  magnetic  force  D,  acting  in  the  original  direction  of  its 
axis,  would  produce. 

The  position  which  the  axis  actually  assumes  is  therefore  in  the 
direction  of  the  resultant  of  X  and  D. 

Let  APB  represent  a  section  of  a  sphere  whose  radius  represents, 
on  a  certain  scale,  the  force  D. 
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Let  the  radius  OP  be  parallel  to  the  axis  of  a  particular  molecule 
in  its  original  position. 

Let  80  represent  on  the  same  scale  the  magnetizing-  force  X 
which  is  supposed  to  act  from  8  towards  0.  Then,  if  the  molecule 
is  acted  on  by  the  force  X  in  the  direction  SO,  and  by  a  force 
D  in  a  direction  parallel  to  OP,  the  original  direction  of  its  axis, 
its  axis  will  set  itself  in  the  direction  SP,  that  of  the  resultant 
of  X  and  D. 

Since  the  axes  of  the  molecules  are  originally  in  all  directions, 
P  may  be  at  any  point  of  the  sphere  indifferently.  In  Fig,  5,  in 
which  X  is  less  than  D,  SP,  the  final  position  of  the  axis,  may  be 
in  any  direction  whatever,  but  not  indifferently,  for  more  of  the 
molecules  will  have  their  axes  turned  towards  A  than  towards  B. 
In  Fig.  6,  in  which  X  is  greater  than  D,  the  axes  of  the  molecules 
will  be  all  confined  within  the  cone  STT'  touching  the  sphere. 


Fig.  5. 


Fig.  6. 


Hence  there  are  two  different  cases  according  as  X  is  less  or 
greater  than  D. 

Let      o  =  AOP,  the  original  inclination  of  the  axis  of  a  molecule 

to  the  axis  of  x. 
0  =  ASP,  the  inclination  of  the  axis  when  deflected  by 

the  force  X. 

j3  =  SPO,  the  angle  of  deflexion. 
SO  =  X,  the  magnetizing  force. 

OP  —  D,  the  force  tending  towards  the  original  position, 
SP  =  R,  the  resultant  of  X  and  D. 

m  =  magnetic  moment  of  the  molecule. 

Then  the  moment  of  the  statical  couple  due  to  X,  tending  to 
diminish  the  angle  0,  is 

mL  =  mXsinO, 

and  the  moment  of  the  couple  due  to  D,  tending  to  increase  0,  is 

mL  —  mD  sin/3. 
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Equating  these  values,  and  remembering  that  /3  =  a— d,  we  find 

D  sin  a 
=  X+Dcosa 
to  determine  the  direction  of  the  axis  after  deflexion. 

We  have  next  to  find  the  intensity  of  magnetization  produced 
in  the  mass  by  the  force  JL,  and  for  this  purpose  we  must  resolve 
the  magnetic  moment  of  every  molecule  in  the  direction  of  #,  and 
add  all  these  resolved  parts. 

The  resolved  part  of  the  moment  of  a  molecule  in  the  direction 
of  x  is  m  cos  0. 

The  number  of  molecules  whose  original  inclinations  lay  between 

a  and  a  -f  d  a  is  ^ 

-  sin  a  da. 

We  have  therefore  to  integrate 

_       f*  mn  .        , 

1=        cos0sma»a,  (2) 

•^  o      2 

remembering  that  0  is  a  function  of  a. 

We  may  express  both  0  and  a  in  terms  of  72,  and  the  expression 
to  be  integrated  becomes 

AM  M 

(3) 


the  general  integral  of  which  is 

.  (4) 


In  the  first  case,  that  in  which  X  is  less  than  J),  the  limits  of 
integration  are  R  =  D  +  X  and  R  =  D  -X.  In  the  second  case, 
in  which  X  is  greater  than  D,  the  limits  are  2i  =  X+D  and 
R  =  X-D. 

O    /yyi  M 

When  X  is  less  than  D,  J=--=TX.  (5) 


o 
When  X  is  equal  to  D,  /  =  -  mn.  (6) 


3  D 

2 

3 


1  Dz 
When  X  is  greater  than  D,         I  =  mn  (l  —  -  -=% )  ;  (7) 

and  when  X  becomes  infinite          /=  mn.  (8) 

According  to  this  form  of  the  theory,  which   is  that  adopted 

by  Weber  *,  as  the  magnetizing  force  increases  from  0  to  D,  the 

*  There  is  some  mistake  in  the  formula  given  by  Weber  (Trans.  Acad.  Sax.  i. 
p.  572  (1852),  or  Pogg.,  Ann.  Ixxxvii.  p.  167  (1852)  as  the  result  of  this  integration, 
the  steps  of  which  are  not  given  by  him.  His  formula  is 

X          ^*  +    Z2D2  +    I>* 
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magnetization  increases  in  the  same  proportion.  When  the  mag 
netizing  force  attains  the  value  D,  the  magnetization  is  two-thirds 
of  its  limiting  value.  When  the  magnetizing  force  is  further  in 
creased,  the  magnetization,  instead  of  increasing  indefinitely,  tends 
towards  a  finite  limit. 


Fig.  7. 

The  law  of  magnetization  is  expressed  in  Fig.  7,  where  the  mag 
netizing  force  is  reckoned  from  0  towards  the  right,  and  the  mag 
netization  is  expressed  by  the  vertical  ordinates.  Weber's  own 
experiments  give  results  in  satisfactory  accordance  with  this  law. 
It  is  probable,  however,  that  the  value  of  D  is  not  the  same  for 
all  the  molecules  of  the  same  piece  of  iron,  so  that  the  transition 
from  the  straight  line  from  0  to  E  to  the  curve  beyond  E  may  not 
be  so  abrupt  as  is  here  represented. 

444.]  The  theory  in  this  form  gives  no  account  of  the  residual 
magnetization  which  is  found  to  exist  after  the  magnetizing  force 
is  removed.  I  have  therefore  thought  it  desirable  to  examine  the 
results  of  making  a  further  assumption  relating  to  the  conditions 
under  which  the  position  of  equilibrium  of  a  molecule  may  be 
permanently  altered. 

Let  us  suppose  that  the  axis  of  a  magnetic  molecule,  if  deflected 
through  any  angle  ft  less  than  ft,  will  return  to  its  original 
position  when  the  deflecting  force  is  removed,  but  that  if  the 
deflexion  ft  exceeds  ft,  then,  when  the  deflecting  force  is  removed, 
the  axis  will  not  return  to  its  original  position,  but  will  be  per 
manently  deflected  through  an  angle  ft  — ft,  which  may  be  called 
the  permanent  set  of  the  molecule. 

This  assumption  with  respect  to  the  law  of  molecular  deflexion 
is  not  to  be  regarded  as  founded  on  any  exact  knowledge  of  the 
intimate  structure  of  bodies,  but  is  adopted,  in  our  ignorance  of 
the  true  state  of  the  case,  as  an  assistance  to  the  imagination  in 
following  out  the  speculation  suggested  by  Weber. 

(9) 
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then,  if  the  moment  of  the  couple  acting1  on  a  molecule  is  less  than 
mJj,  there  will  be  no  permanent  deflexion,  but  if  it  exceeds  mL 
there  will  be  a  permanent  change  of  the  position  of  equilibrium. 

To  trace  the  results  of  this  supposition,  describe  a  sphere  whose 
centre  is  0  and  radius  OL  =  L. 

As  long  as  X  is  less  than  L  everything  will  be  the  same  as 
in  the  case  already  considered,  but  as  soon  as  X  exceeds  L  it  will 
begin  to  produce  a  permanent  deflexion  of  some  of  the  molecules. 

Let  us  take  the  case  of  Fig.  8,  in  which  X  is  greater  than  L 
but  less  than  D.  Through  8  as  vertex  draw  a  double  cone  touching 
the  sphere  L.  Let  this  cone  meet  the  sphere  D  in  P  and  Q.  Then 
if  the  axis  of  a  molecule  in  its  original  position  lies  between  OA 
and  OP,  or  between  OB  and  OQ,  it  will  be  deflected  through  an 
angle  less  than  /30,  and  will  not  be  permanently  deflected.  But  if 


Fig.  8. 


Fig.  9. 


the  axis  of  the  molecule  lies  originally  between  OP  and  OQ,  then 
a  couple  whose  moment  is  greater  than  L  will  act  upon  it  and 
will  deflect  it  into  the  position  SP}  and  when  the  force  X  ceases 
to  act  it  will  not  resume  its  original  direction,  but  will  be  per 
manently  set  in  the  direction  OP. 

Let  us  put 

L  =  Zsin  00     where     00  =  PSA  or  QSS, 

then  all  those  molecules  whose  axes,  on  the  former  hypotheses, 
would  have  values  of  6  between  00  and  n—00  will  be  made  to  have 
the  value  00  during  the  action  of  the  force  X. 

During  the  action  of  the  force  X3  therefore,  those  molecules 
whose  axes  when  deflected  lie  within  either  sheet  of  the  double 
cone  whose  semivertical  angle  is  00  will  be  arranged  as  in  the 
former  case,  but  all  those  whose  axes  on  the  former  theory  would 
lie  outside  of  these  sheets  will  be  permanently  deflected,  so  that 
their  axes  will  form  a  dense  fringe  round  that  sheet  of  the  cone 
which  lies  towards  A. 
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As  X  increases,  the  number  of  molecules  belonging  to  the  cone 
about  £  continually  diminishes,  and  when  X  becomes  equal  to  D 
all  the  molecules  have  been  wrenched  out  of  their  former  positions 
of  equilibrium,  and  have  been  forced  into  the  fringe  of  the  cone 
round  A,  so  that  when  X  becomes  greater  than  D  all  the  molecules 
form  part  of  the  cone  round  A  or  of  its  fringe. 

When  the  force  X  is  removed,  then  in  the  case  in  which  X  is 
less  than  L  everything  returns  to  its  primitive  state.  When  X 
is  between  L  and  D  then  there  is  a  cone  round  A  whose  angle 


and  another  cone  round  B  whose  angle 

Boq  =  e0-(30. 

Within  these  cones  the  axes  of  the  molecules  are  distributed 
uniformly.  But  all  the  molecules,  the  original  direction  of  whose 
axes  lay  outside  of  both  these  cones,  have  been  wrenched  from  their 
primitive  positions  and  form  a  fringe  round  the  cone  about  A. 

If  X  is  greater  than  D,  then  the  cone  round  B  is  completely 
dispersed,  and  all  the  molecules  which  formed  it  are  converted  into 
the  fringe  round  A,  and  are  inclined  at  the  angle  00  +  /30. 

445.]    Treating  this  case  in  the  same  way  as  before  *,  we  find 

*  [The  results  given  in  the  text  may  be  obtained,  with  one  slight  exception,  by 
the  processes  given  below,  the  statement  of  the  modified  theory  of  Art.  444  being  as 
follows  :  The  axis  of  a  magnetic  molecule,  if  deflected  through  an  angle  0  less  than  /30 
will  return  to  its  original  position  when  the  deflecting  force  is  removed  ;  but  when 
the  deflexion  exceeds  £0  the  force  tending  to  oppose  the  deflexion  gives  way  and 
permits  the  molecule  to  be  deflected  into  the  same  direction  as  those  whose  deflexion 
is  £„,  and  when  the  deflecting  force  is  removed  the  molecule  takes  up  a  direction 
parallel  to  that  of  the  molecule  whose  deflexion  was  £0.  Tins  direction  may  be 
called  the  permanent  set  of  the  molecules. 

In  the  case  X  >  L  <  D,  the  expression  J  for  the  magnetic  moment  consists  of  two 
parts,  the  first  of  which  is  due  to  the  molecules  within  the  cones  A  OP,  BOQ,  and  is  to 
be  found  precisely  as  in  Art.  443,  due  regard  being  had  to  the  limits  of  integration. 
Referring  to  Fig.  8  we  find  for  the  second  part,  according  to  the  above  statement  of 
the  theory 


The  two  parts  together  when  reduced  give  the  result  in  the  text. 

When  X  >  D,  the  integral  again  consists  of  two  parts,  one  of  which  is  to  be  taken 
over  the  cone  A  OP  as  in  Art.  443.     The  second  part  is,  (Fig.  9), 

|mn  cos  ASP  x  Pr°Jection  £sp  °*  SA  . 

The  value  of  I  in  this  case,  when  reduced,  differs  from  the  value  given  in  the  text 
in  the  third  term,  viz.  :  we  have  then  -  -         instead  of  —  -  —  .     The  effect  of  this 

O   JL  o  X. 

change  on  the  table  of  numerical  values  given  in  the  text  will  be  that  when  X  =  6, 
7,  8,  the  corresponding  values  of  /  will  be  889,  917,  930.     These  changes  do  not 
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for  the  intensity  of  the  temporary  magnetization  during  the  action 
of  the  force  X,  which  is  supposed  to  act  on  iron  which  has  never 

before  been  magnetized, 

2  X 

When  X  is  less  than  L,      I  —  -  M-=r  • 

o         JLJ 

When  X  is  equal  to  L,       I  =  -  M  -=-  • 

3  Jj 

When  X  is  between  L  and  D, 


When  X  is  equal  to  D, 


When  X  is  greater  than 
l       1  D        D 


When  X  is  infinite,  I  =  M. 

When  X  is  less  than  L  the  magnetization  follows  the  former 
law,  and  is  proportional  to  the  magnetizing  force.  As  soon  as  X 
exceeds  L  the  magnetization  assumes  a  more  rapid  rate  of  increase 
on  account  of  the  molecules  beginning  to  be  transferred  from  the 
one  cone  to  the  other.  This  rapid  increase,  however,  soon  comes 
to  an  end  as  the  number  of  molecules  forming  the  negative  cone 
diminishes,  and  at  last  the  magnetization  reaches  the  limiting 
value  M. 

If  we  were  to  assume  that  the  values  of  L  and  of  D  are  different 
for  different  molecules,  we  should  obtain  a  result  in  which  the 
different  stages  of  magnetization  are  not  so  distinctly  marked. 

The  residual  magnetization,  1',  produced  by  the  magnetizing  force 
X,  and  observed  after  the  force  has  been  removed,  is  as  follows  : 

When  X  is  less  than  L,  No  residual  magnetization. 

When  X  is  between  L  and  D, 


alter  the  general  character  of  the  curve  of  Temporary  Magnetization  given  in 
Fig.  10. 

The  value  of  I'  in  the  case  of  Fig.  8  is 

(    CAOP  .  C* 

%mn  ]    i         sma  cosoda+  I       sm  a  cos  a  act 

°  Projection  of  QP  on  BA    ) 

+  co*AOPx-  op 

The  value  of  7'  in  the  case  of  Fig.  9  may  be  found  in  like  manner.] 
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When  X  is  equal  to  D, 

'—(-£>'• 

When  X  is  greater  than  D, 


When  X  is  infinite, 


If  we  make 

M=  1000,         L=  3,         D  =  5, 

we  find  the  following  values  of  the  temporary  and  the  residual 
magnetization : — 

Magnetizing  Temporary  Residual 

Force.  Magnetization.  Magnetization. 

XII' 
000 

1  133  0 

2  267  0 

3  400  0 

4  729  280 

5  837  410 

6  864  485 

7  882  537 

8  897  574 

oo  1000  810 

These  results  are  laid  down  in  Fig.  10. 

JU&yn  etization> 


23456789  10 


Fig.  10. 

The  curve  of  temporary  magnetization  is  at  first  a  straight  line 

G  2 
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from  X  =  0  to  X  =  L.     It  then  rises  more  rapidly  till  X  =  D, 
and  as  X  increases  it  approaches  its  horizontal  asymptote. 

The  curve  of  residual  magnetization  begins  when  X  =  L,  and 
approaches  an  asymptote  at  a  distance  =  .81  M. 

It  must  be  remembered  that  the  residual  magnetism  thus  found 
corresponds  to  the  case  in  which,  when  the  external  force  is  removed, 
there  is  no  demagnetizing  force  arising  from  the  distribution  of 
magnetism  in  the  body  itself.  The  calculations  are  therefore  ap 
plicable  only  to  very  elongated  bodies  magnetized  longitudinally. 
In  the  case  of  short,  thick  bodies  the  residual  magnetism  will  be 
diminished  by  the  reaction  of  the  free  magnetism  in  the  same 
way  as  if  an  external  reversed  magnetizing  force  were  made  to 
act  upon  it. 

446.]  The  scientific  value  of  a  theory  of  this  kind,  in  which  we 
make  so  many  assumptions,  and  introduce  so  many  adjustable 
constants,  cannot  be  estimated  merely  by  its  numerical  agreement 
with  certain  sets  of  experiments.  If  it  has  any  value  it  is  because 
it  enables  us  to  form  a  mental  image  of  what  takes  place  in  a 
piece  of  iron  during  magnetization.  To  test  the  theory,  we  shall 
apply  it  to  the  case  in  which  a  piece  of  iron,  after  being  subjected 
to  a  magnetizing  force  XQ9  is  again  subjected  to  a  magnetizing 
force  Xlt 

If  the  new  force  X1  acts  in  the  same  direction  as  that  in  which  XQ 
acted,  which  we  shall  call  the  positive  direction,  then  Xls  if  less 
than  X0,  will  produce  no  permanent  set  of  the  molecules,  and  when 
Xl  is  removed  the  residual  magnetization  will  be  the  same  as 
that  produced  by  Z0.  If  Xl  is  greater  than  J0,  then  it  will  produce 
exactly  the  same  effect  as  if  X0  had  not  acted. 

But  let  us  suppose  X±  to  act  in  the  negative  direction,  and  let  us 
suppose  J0  =  L  cosec  00 ,  and  X1  =  —L  cosec  01 . 

As  Xl  increases  numerically,  0l  diminishes.  The  first  molecules 
on  which  Xl  will  produce  a  permanent  deflexion  are  those  which 
form  the  fringe  of  the  cone  round  A,  and  these  have  an  inclination 
when  undeflected  of  00  +  /30 . 

As  soon  as  ^— /30  becomes  less  than  00  +  /30  the  process  of  de 
magnetization  will  commence.  Since,  at  this  instant,  01  =  00+  2/30, 
X15  the  force  required  to  begin  the  demagnetization,  is  less  than 
X0,  the  force  which  produced  the  magnetization. 

If  the  value  of  D  and  of  L  were  the  same  for  all  the  molecules, 
the  slighest  increase  of  X1  would  wrench  the  whole  of  the  fringe 
of  molecules  whose  axes  have  the  inclination  00  +  /30  into  a  posi- 
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tion  in  which  their  axes  are  inclined  ^!  +  /30  to  the  negative 
axis  OB. 

Though  the  demagnetization  does  not  take  place  in  a  manner  so 
sudden  as  this,  it  takes  place  so  rapidly  as  to  afford  some  confirma 
tion  of  this  mode  of  explaining  the  process. 

Let  us  now  suppose  that  by  giving  a  proper  value  to  the  reverse 
force  Xl  we  have  exactly  demagnetized  the  piece  of  iron. 

The  axes  of  the  molecules  will  not  now  be  arranged  indiffer 
ently  in  all  directions,  as  in  a  piece  of  iron  which  has  never  been 
magnetized,  but  will  form  three  groups. 

(1)  Within  a  cone  of  semiangle  01—j3Q  surrounding  the  positive 
pole,  the  axes  of  the  molecules  remain  in  their  primitive  positions. 

(2)  The  same  is  the  case  within  a  cone  of  semiangle  00— /30 
surrounding  the  negative  pole. 

(3)  The  directions  of  the  axes  of  all  the  other  molecules  form 
a   conical   sheet   surrounding  the   negative   pole,   and  are   at   an 
inclination  Oi  +  j30. 

When  X0  is  greater  than  D  the  second  group  is  absent.  When 
J-i  is  greater  than  L  the  first  group  is  also  absent. 

The  state  of  the  iron,  therefore,  though  apparently  demagnetized, 
is  in  a  different  state  from  that  of  a  piece  of  iron  which  has  never 
been  magnetized. 

To  shew  this,  let  us  consider  the  effect  of  a  magnetizing  force 
X.A  acting  in  either  the  positive  or  the  negative  direction.  The 
first  permanent  effect  of  such  a  force  will  be  on  the  third  group 
of  molecules,  whose  axes  make  angles  =  6l  +  /30  with  the  negative 
axis. 

If  the  force  X2  acts  in  the  negative  direction  it  will  begin  to 
produce  a  permanent  effect  as  soon  as  02  +  /30  becomes  less  than 

01  +  A)»  tha^  *S5  as  soon  as  X2  becomes  greater  than  Xl.     But  if 
X2  acts  in  the  positive  direction  it  will  begin  to  remagnetize  the 
iron  as   soon  as  6.2  —  (3  becomes  less   than   ^-h/^,   that   is,  when 

02  =  ^  +  2/30,  or  while  X2  is  still  much  less  than  Xlt 
It  appears  therefore  from  our  hypothesis  that — 

When  a  piece  of  iron  is  magnetized  by  means  of  a  force  X0,  its 
magnetism  cannot  be  increased  without  the  application  of  a  force 
greater  than  X0.  A  reverse  force,  less  than  XQ)  is  sufficient  to 
diminish  its  magnetization. 

If  the  iron  is  exactly  demagnetized  by  the  reversed  force  Xl ,  then 
it  cannot  be  magnetized  in  the  reversed  direction  without  the 
application  of  a  force  greater  than  X: ,  but  a  positive  force  less  than 
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Xi  is  sufficient  to  begin  to  remagnetize  the  iron  in  its  original 
direction. 

These  results  are  consistent  with  what  has  been  actually  observed 
by  Ritchie*,  Jacobif?  MarianiniJ,  and  Joule §. 

A  very  complete  account  of  the  relations  of  the  magnetization 
of  iron  and  steel  to  magnetic  forces  and  to  mechanical  strains  is 
given  by  Wiedemann  in  his  Galvanismus.  By  a  detailed  com 
parison  of  the  effects  of  magnetization  with  those  of  torsion,  he 
shews  that  the  ideas  of  elasticity  and  plasticity  which  we  derive 
from  experiments  on  the  temporary  and  permanent  torsion  of  wires 
can  be  applied  with  equal  propriety  to  the  temporary  and  permanent 
magnetization  of  iron  and  steel. 

447.]  Matteucci  ||  found  that  the  extension  of  a  hard  iron  bar 
during  the  action  of  the  magnetizing  force  increases  its  temporary 
magnetism.  This  has  been  confirmed  by  Wertheim.  In  the  case 
of  soft  bars  the  magnetism  is  diminished  by  extension. 

The  permanent  magnetism  of  a  bar  increases  when  it  is  extended, 
and  diminishes  when  it  is  compressed. 

Hence,  if  a  piece  of  iron  is  first  magnetized  in  one  direction, 
and  then  extended  in  another  direction,  the  direction  of  magnet 
ization  will  tend  to  approach  the  direction  of  extension.  If  it  be 
compressed,  the  direction  of  magnetization  will  tend  to  become 
normal  to  the  direction  of  compression. 

This  explains  the  result  of  an  experiment  of  Wiedemann's.  A 
current  was  passed  downward  through  a  vertical  wire.  If,  either 
during  the  passage  of  the  current  or  after  it  has  ceased,  the  wire 
be  twisted  in  the  direction  of  a  right-handed  screw,  the  lower  end 
becomes  a  north  pole. 


Fig.  11. 


Fig.  12. 


*  Phil.  Mag.,  1833. 

J  Ann.  de  Chimie  et  de  Physique,  1846. 

||  Ann.  de  Chimie  et  de  Physique,  1858. 


f  Pog.,  Ann.,  1834. 

§  Phil.  Trans.,  1855,  p.  287. 
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Here  the  downward  current  magnetizes  every  part  of  the  wire 
in  a  tangential  direction,  as  indicated  by  the  letters  NS. 

The  twisting  of  the  wire  in  the  direction  of  a  right-handed  screw 
causes  the  portion  ABCD  to  be  extended  along  the  diagonal  AC 
and  compressed  along  the  diagonal  BD.  The  direction  of  magnet 
ization  therefore  tends  to  approach  AC  and  to  recede  from  BD, 
and  thus  the  lower  end  becomes  a  north  pole  and  the  upper  end 
a  south  pole. 

Effect  of  Magnetization  on  the  Dimensions  of  the  Magnet. 

448.]  Joule *,  in  1842,  found  that  an  iron  bar  becomes  length 
ened  when  it  is  rendered  magnetic  by  an  electric  current  in  a 
coil  which  surrounds  it.  He  afterwards  f  shewed,  by  placing  the 
bar  in  water  within  a  glass  tube,  that  the  volume  of  the  iron  is 
not  augmented  by  this  magnetization,  and  concluded  that  its 
transverse  dimensions  were  contracted. 

Finally,  he  passed  an  electric  current  through  the  axis  of  an  iron 
tube,  and  back  outside  the  tube,  so  as  to  make  the  tube  into  a 
closed  magnetic  solenoid,  the  magnetization  being  at  right  angles 
to  the  axis  of  the  tube.  The  length  of  the  axis  of  the  tube  was 
found  in  this  case  to  be  shortened. 

He  found  that  an  iron  rod  under  longitudinal  pressure  is  also 
elongated  when  it  is  magnetized.  When,  however,  the  rod  is 
under  considerable  longitudinal  tension,  the  effect  of  magnetization 
is  to  shorten  it. 

This  was  the  case  with  a  wire  of  a  quarter  of  an  inch  diameter 
when  the  tension  exceeded  600  pounds  weight. 

In  the  case  of  a  hard  steel  wire  the  effect  of  the  magnetizing 
force  was  in  every  case  to  shorten  the  wire,  whether  the  wire  was 
under  tension  or  pressure.  The  change  of  length  lasted  only  as 
long  as  the  magnetizing  force  was  in  action,  no  alteration  of  length 
was  observed  due  to  the  permanent  magnetization  of  the  steel. 

Joule  found  the  elongation  of  iron  wires  to  be  nearly  proportional 
to  the  square  of  the  actual  magnetization,  so  that  the  first  effect 
of  a  demagnetizing  current  was  to  shorten  the  wire. 

On  the  other  hand,  he  found  that  the  shortening  effect  on  wires 
under  tension,  and  on  steel,  varied  as  the  product  of  the  magnet 
ization  and  the  magnetizing  current. 

Wiedemann  found  that  if  a  vertical  wire  is  magnetized  with  its 

*  Sturgeon's  Annals  of  Electricity,  vol.  viii.  p.  219. 
t  Phil.  Mag.,  1847. 
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south  end  uppermost,  and  if  a  current  is  then  passed  downwards 
through  the  wire,  the  lower  end  of  the  wire,  if  free,  twists  in  the 
direction  of  the  hands  of  a  watch  as  seen  from  above,  or,  in  other 
words,  the  wire  becomes  twisted  like  a  right-handed  screw  if  the 
relation  between  the  longitudinal  current  and  the  magnetizing 
current  is  right-handed. 

In  this  case  the  magnetization  due  to  the  action  of  the  current 
on  the  previously  existing  magnetization  is  in  the  direction  of 
a  right-handed  screw  round  the  wire.  Hence  the  twisting  would 
indicate  that  when  the  iron  is  magnetized  it  expands  in  the 
direction  of  magnetization  and  contracts  in  directions  at  right 
angles  to  the  magnetization.  This  agrees  with  Joule's  results. 

For  further  developments  of  the  theory  of  magnetization,  see 
Arts.  832-845. 


CHAPTEB  VII. 


MAGNETIC    MEASUREMENTS. 


449.]  THE  principal  magnetic  measurements  are  the  determina 
tion  of  the  magnetic  axis  and  magnetic  moment  of  a  magnet,  and 
that  of  the  direction  and  intensity  of  the  magnetic  force  at  a  given 
place. 

Since  these  measurements  are  made  near  the  surface  of  the  earth, 
the  magnets  are  always  acted  on  by  gravity  as  well  as  by  terrestrial 
magnetism,  and  since  the  magnets  are  made  of  steel  their  mag 
netism  is  partly  permanent  and  partly  induced.  The  permanent 
magnetism  is  altered  by  changes  of  temperature,  by  strong  in 
duction,  and  by  violent  blows  ;  the  induced  magnetism  varies  with 
every  variation  of  the  external  magnetic  force. 

The  most  convenient  way  of  observing  the  force  acting  on  a 
magnet  is  by  making  the  magnet  free  to  turn  about  a  vertical 
axis.  In  ordinary  compasses  this  is  done  by  balancing  the  magnet 
on  a  vertical  pivot.  The  finer  the  point  of  the  pivot  the  smaller 
is  the  moment  of  the  friction  which  interferes  with  the  action  of 
the  magnetic  force.  For  more  refined  observations  the  magnet 
is  suspended  by  a  thread  composed  of  a  silk  fibre  without  twist, 
either  single,  or  doubled  on  itself  a  sufficient  number  of  times,  and 
so  formed  into  a  thread  of  parallel  fibres,  each  of  which  supports 
as  nearly  as  possible  an  equal  part  of  the  weight.  The  force  of 
torsion  of  such  a  thread  is  much  less  than  that  of  a  metal  wire 
of  equal  strength,  and  it  may  be  calculated  in  terms  of  the  ob 
served  azimuth  of  the  magnet,  which  is  not  the  case  with  the  force 
arising  from  the  friction  of  a  pivot. 

The  suspension  fibre  can  be  raised  or  lowered  by  turning  a 
horizontal  screw  which  works  in  a  fixed  nut.  The  fibre  is  wound 
round  the  thread  of  the  screw,  so  that  when  the  screw  is  turned 
the  suspension  fibre  always  hangs  in  the  same  vertical  line. 
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The  suspension  fibre  carries  a  small  horizontal  divided  circle 
called  the  Torsion-circle,  and  a  stirrup  with  an  index,  which  can 
be  placed  so  that  the  index  coincides  with  any  given  division  of 
the  torsion  circle.  The  stirrup  is  so  shaped  that  the  magnet  bar 
can  be  fitted  into  it  with  its  axis  horizontal,  and  with  any  one 
of  its  four  sides  uppermost. 

To  ascertain  the  zero  of  torsion  a  non-magnetic  body  of  the 

same  weight  as  the  magnet  is  placed 
in  the  stirrup,  and  the  position  of 
the  torsion  circle  when  in  equilibrium 
ascertained. 

The  magnet  itself  is  a  piece  of 
hard-tempered  steel.  According  to 
Gauss  and  Weber  its  length  ought 
to  be  at  least  eight  times  its  greatest 
transverse  dimension.  This  is  neces 
sary  when  permanence  of  the  direc 
tion  of  the  magnetic  axis  within  the 
magnet  is  the  most  important  con 
sideration.  Where  promptness  of  mo 
tion  is  required  the  magnet  should 
be  shorter,  and  it  may  even  be  ad 
visable  in  observing  sudden  altera 
tions  in  magnetic  force  to  use  a  bar 
magnetized  transversely  and  sus 
pended  with  its  longest  dimension 
vertical  *. 

450.]  The  magnet  is  provided  with 
an  arrangement  for  ascertaining  its 
angular  position.  For  ordinary  pur 
poses  its  ends  are  pointed,  and  a 
divided  circle  is  placed  below  the 
ends,  by  which  their  positions  are  read  off  by  an  eye  placed  in  a 
plane  through  the  suspension  thread  and  the  point  of  the  needle. 

For  more  accurate  observations  a  plane  mirror  is  fixed  to  the 
magnet,  so  that  the  normal  to  the  mirror  coincides  as  nearly  as 
possible  with  the  axis  of  magnetization.  This  is  the  method 
adopted  by  Gauss  and  Weber. 

Another  method  is  to  attach  to  one  end  of  the  magnet  a  lens  and 
to  the  other  end  a  scale  engraved  on  glass,  the  distance  of  the  lens 
*  Joule,  Proc.  Phil.  Soc.,  Manchester,  Nov.  29,  1864, 
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from  the  scale  being  equal  to  the  principal  focal  length  of  the  lens. 
The  straight  line  joining  the  zero  of  the  scale  with  the  optical 
centre  of  the  lens  ought  to  coincide  as  nearly  as  possible  with 
the  magnetic  axis. 

As  these  optical  methods  of  ascertaining  the  angular  position 
of  suspended  apparatus  are  of  great  importance  in  many  physical 
researches,  we  shall  here  consider  once  for  all  their  mathematical 
theory. 

Theory  of  the  Mirror  Method. 

We  shall  suppose  that  the  apparatus  whose  angular  position  is 
to  be  determined  is  capable  of  revolving  about  a  vertical  axis. 
This  axis  is  in  general  a  fibre  or  wire  by  which  it  is  suspended. 
The  mirror  should  be  truly  plane,  so  that  a  scale  of  millimetres 
may  be  seen  distinctly  by  reflexion  at  a  distance  of  several  metres 
from  the  mirror. 

The  normal  through  the  middle  of  the  mirror  should  pass  through 
the  axis  of  suspension,  and  should  be  accurately  horizontal.  We 
shall  refer  to  this  normal  as  the  line  of  collimation  of  the  ap 
paratus. 

Having  roughly  ascertained  the  mean  direction  of  the  line  of 
collimation  during  the  experiments  which  are  to  be  made,  a  tele 
scope  is  erected  at  a  convenient  distance  in  front  of  the  mirror,  and 
a  little  above  the  level  of  the  mirror. 

The  telescope  is  capable  of  motion  in  a  vertical  plane,  it  is 
directed  towards  the  suspension  fibre  just  above  the  mirror,  and 
a  fixed  mark  is  erected  in  the  line  of  vision,  at  a  horizontal  distance 
from  the  object  glass  equal  to  twice  the  distance  of  the  mirror 
from  the  object  glass.  The  apparatus  should,  if  possible,  be  so 
arranged  that  this  mark  is  on  a  wall  or  other  fixed  object.  In 
order  to  see  the  mark  and  the  suspension  fibre  at  the  same  time 
through  the  telescope,  a  cap  may  be  placed  over  the  object  glass 
having  a  slit  along  a  vertical  diameter.  This  should  be  removed 
for  the  other  observations.  The  telescope  is  then  adjusted  so  that 
the  mark  is  seen  distinctly  to  coincide  with  the  vertical  wire  at  the 
focus  of  the  telescope.  A  plumb-line  is  then  adjusted  so  as  to 
pass  close  in  front  of  the  optical  centre  of  the  object  glass  and 
to  hang  below  the  telescope.  Below  the  telescope  and  just  behind 
the  plumb-line  a  scale  of  equal  parts  is  placed  so  as  to  be  bisected 
at  right  angles  by  the  plane  through  the  mark,  the  suspension-fibre, 
and  the  plumb-line.  The  sum  of  the  heights  of  the  scale  and  the 
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object  glass  should  be  equal  to  twice  the  height  of  the  mirror  from 
the  floor.  The  telescope  being  now  directed  towards  the  mirror 
will  see  in  it  the  reflexion  of  the  scale.  If  the  part  of  the  scale 
where  the  plumb-line  crosses  it  appears  to  coincide  with  the  vertical 
wire  of  the  telescope,  then  the  line  of  collimation  of  the  mirror 
coincides  with  the  plane  through  the  mark  and  the  optical  centre 
of  the  object  glass.  If  the  vertical  wire  coincides  with  any  other 
division  of  the  scale,  the  angular  position  of  the  line  of  collimation 
is  to  be  found  as  follows  : — 

Let  the  plane  of  the  paper  be  horizontal,  and  let  the  various 
points  be  projected  on  this  plane.  Let  0  be  the  centre  of  the 
object  glass  of  the  telescope,  P  the  fixed  mark :  P  and  the  vertical 
wire  of  the  telescope  are  conjugate  foci  with  respect  to  the  object 
glass.  Let  M  be  the  point  where  9P  cuts  the  plane  of  the  mirror. 
Let  MN  be  the  normal  to  the  mirror ;  then  OMN—  Q  is  the  angle 
which  the  line  of  collimation  makes  with  the  fixed  plane.  Let  MS 
be  a  line  in  the  plane  of  OH  and  MN,  such  that  NMS  =  OMN, 
then  8  will  be  the  part  of  the  scale  which  will  be  seen  by  reflexion 
to  coincide  with  the  vertical  wire  of  the  telescope.  Now,  since 


..--/V 


Fig.  14, 

MN  is  horizontal,  the  projected  angles  OMN  and  NMS  in  the 
figure  are  equal,  and  QMS-  20.  Hence  OS  =  OIftan20. 

We  have  therefore  to  measure  OM  in  terms  of  the  divisions  of 
the  scale ;  then,  if  s0  is  the  division  of  the  scale  which  coincides  with 
the  plumb-line,  and  s  the  observed  division, 

s  —  s0  =  OJ/tan  20, 

whence  0  may  be  found.  In  measuring  OM  we  must  remember 
that  if  the  mirror  is  of  glass,  silvered  at  the  back,  the  virtual  image 
of  the  reflecting  surface  is  at  a  distance  behind  the  front  surface 
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of  the  glass  =  - ,  where  t  is  the  thickness  of  the  glass,  and  /ut  is 

the  index  of  refraction. 

We  must  also  remember  that  if  the  line  of  suspension  does  not 
pass  through  the  point  of  reflexion,  the  position  of  M  will  alter 
with  0.  Hence,  when  it  is  possible,  it  is  advisable  to  make  the 
centre  of  the  mirror  coincide  with  the  line  of  suspension. 

It  is  also  advisable,  especially  when  large  angular  motions  have 
to  be  observed,  to  make  the  scale  in  the  form  of  a  concave  cylindric 
surface,  whose  axis  is  the  line  of  suspension.  The  angles  are  then 
observed  at  once  in  circular  measure  without  reference  to  a  table 
of  tangents.  The  scale  should  be  carefully  adjusted,  so  that  the 
axis  of  the  cylinder  coincides  with  the  suspension  fibre.  The 
numbers  on  the  scale  should  always  run  from  the  one  end  to  the 
other  in  the  same  direction  so  as  to  avoid  negative  readings.  Fig.  15 


Fig.  15. 

represents  the  middle  portion  of  a  scale  to  be  used  with  a  mirror 
and  an  inverting  telescope. 

This  method  of  observation  is  the  best  when  the  motions  are 
slow.  The  observer  sits  at  the  telescope  and  sees  the  image  of 
the  scale  moving  to  right  or  to  left  past  the  vertical  wire  of  the 
telescope.  With  a  clock  beside  him  he  can  note  the  instant  at 
which  a  given  division  of  the  scale  passes  the  wire,  or  the  division 
of  the  scale  which  is  passing  at  a  given  tick  of  the  clock,  and  he 
can  also  record  the  extreme  limits  of  each  oscillation. 

When  the  motion  is  more  rapid  it  becomes  impossible  to  read 
the  divisions  of  the  scale  except  at  the  instants  of  rest  at  the 
extremities  of  an  oscillation.  A  conspicuous  mark  may  be  placed 
at  a  known  division  of  the  scale,  and  the  instant  of  transit  of  this 
mark  may  be  noted. 

When  the  apparatus  is  very  light,  and  the  forces  variable,  the 
motion  is  so  prompt  and  swift  that  observation  through  a  telescope 
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would  be  useless.  In  this  case  the  observer  looks  at  the  scale 
directly,  and  observes  the  motions  of  the  image  of  the  vertical  wire 
thrown  on  the  scale  by  a  lamp. 

It  is  manifest  that  since  the  image  of  the  scale  reflected  by  the 
mirror  and  refracted  by  the  object  glass  coincides  with  the  vertical 
wire,  the  image  of  the  vertical  wire,  if  sufficiently  illuminated,  will 
coincide  with  the  scale.  To  observe  this  the  room  is  darkened,  and 
the  concentrated  rays  of  a  lamp  are  thrown  on  the  vertical  wire 
towards  the  object  glass.  A  bright  patch  of  light  crossed  by  the 
shadow  of  the  wire  is  seen  on  the  scale.  Its  motions  can  be 
followed  by  the  eye,  and  the  division  of  the  scale  at  which  it  comes 
to  rest  can  be  fixed  on  by  the  eye  and  read  off  at  leisure.  If  it  be 
desired  to  note  the  instant  of  the  passage  of  the  bright  spot  past  a 
given  point  on  the  scale,  a  pin  or  a  bright  metal  wire  may  be 
placed  there  so  as  to  flash  out  at  the  time  of  passage. 

By  substituting  a  small  hole  in  a  diaphragm  for  the  cross  wire 
the  image  becomes  a  small  illuminated  dot  moving  to  right  or  left 
on  the  scale,  and  by  substituting  for  the  scale  a  cylinder  revolving 
by  clock  work  about  a  horizontal  axis  and  covered  with  photo 
graphic  paper,  the  spot  of  light  traces  out  a  curve  which  can  be 
afterwards  rendered  visible.  Each  abscissa  of  this  curve  corresponds 
to  a  particular  time,  and  the  ordinate  indicates  the  angular 
position  of  the  mirror  at  that  time.  In  this  way  an  automatic 
system  of  continuous  registration  of  all  the  elements  of  terrestrial 
magnetism  has  been  established  at  Kew  and  other  observatories. 

In  some  cases  the  telescope  is  dispensed  with,  a  vertical  wire 
is  illuminated  by  a  lamp  placed  behind  it,  and  the  mirror  is  a 
concave  one,  which  forms  the  image  of  the  wire  on  the  scale  as 
a  dark  line  across  a  patch  of  light. 

451.]  In  the  Kew  portable  apparatus,  the  magnet  is  made  in 
the  form  of  a  tube,  having  at  one  end  a  lens,  and  at  the  other 
a  glass  scale,  so  adjusted  as  to  be  at  the  principal  focus  of  the  lens. 
Light  is  admitted  from  behind  the  scale,  and  after  passing  through 
the  lens  it  is  viewed  by  means  of  a  telescope. 

Since  the  scale  is  at  the  principal  focus  of  the  lens,  rays  from 
any  division  of  the  scale  emerge  from  the  lens  parallel,  and  if 
the  telescope  is  adjusted  for  celestial  objects,  it  will  shew  the  scale 
in  optical  coincidence  with  the  cross  wires  of  the  telescope.  If  a 
given  division  of  the  scale  coincides  with  the  intersection  of  the 
cross  wires,  then  the  line  joining  that  division  with  the  optical 
centre  of  the  lens  must  be  parallel  to  the  line  of  collimation  of 
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the  telescope.  By  fixing  the  magnet  and  moving  the  telescope,  we 
may  ascertain  the  angular  value  of  the  divisions  of  the  scale,  and 
then,  when  the  magnet  is  suspended  and  the  position  of  the  tele 
scope  known,  we  may  determine  the  position  of  the  magnet  at 
any  instant  by  reading  off  the  division  of  the  scale  which  coincides 
with  the  cross  wires. 

The  telescope  is  supported  on  an  arm  which  is  centred  in  the 
line  of  the  suspension  fibre,  and  the  position  of  the  telescope  is 
read  off  by  verniers  on  the  azimuth  circle  of  the  instrument. 

This  arrangement  is  suitable  for  a  small  portable  magnetometer 
in  which  the  whole  apparatus  is  supported  on  one  tripod,  and  in 
which  the  oscillations  due  to  accidental  disturbances  rapidly 
subside. 

Determination  of  the  Direction  of  the  Axis  of  the  Magnet ',  and  of 
the  Direction  of  Terrestrial  Magnetism. 

452.]  Let  a  system  of  axes  be  drawn  in  a  magnet,  of  which  the 
axis  of  z  is  in  the  direction  of  the  length  of  the  bar,  and  x  and  y 
perpendicular  to  the  sides  of  the  bar  supposed  a  parallelepiped. 

Let  /,  m,  n  and  A,  JJL,  v  be  the  angles  which  the  magnetic  axis 
and  the  line  of  collimation  make  with  these  axes  respectively. 

Let  M  be  the  magnetic  moment  of  the  magnet,  let  //  be  the 
horizontal  component  of  terrestrial  magnetism,  let  Z  be  the  vertical 
component,  and  let  8  be  the  azimuth  in  which  //  acts,  reckoned 
from  the  north  towards  the  west. 

Let  £  be  the  observed  azimuth  of  the  line  of  collimation,  let 
a  be  the  azimuth  of  the  stirrup,  and  /3  the  reading  of  the  index 
of  the  torsion  circle,  then  a — (3  is  the  azimuth  of  the  lower  end 
of  the  suspension  fibre. 

Let  y  be  the  value  of  a— (3  when  there  is  no  torsion,  then  the 
moment  of  the  force  of  torsion  tending  to  diminish  a  will  be 

r(a-/3-y), 

where  r  is  a  coefficient  of  torsion  depending  on  the  nature  of  the 
fibre. 

To  determine  A,  fix  the  stirrup  so  that  y  is  vertical  and  up 
wards,  z  to  the  north  and  x  to  the  west,  and  observe  the  azimuth 
f  of  the  line  of  collimation.  Then  remove  the  magnet,  turn  it 
through  an  angle  IT  about  the  axis  of  z  and  replace  it  in  this 
inverted  position,  and  observe  the  azimuth  f '  of  the  line  of  col 
limation  when  y  is  downwards  and  x  to  the  east, 
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C=a  +  ?-A,  (1) 

f=a-|+X,  (2) 

Hence  X  =  \  +  \  (?_f).  ,         (3) 

Next,  hang  the  stirrup  to  the  suspension  fibre,  and  place  the 
magnet  in  it,  adjusting  it  carefully  so  that  y  may  be  vertical  and 
upwards,  then  the  moment  of  the  force  tending  to  increase  a  is 

MHsmmsm  (d-a- |  +  l}— r  (a-/3-y).  (4) 

But  if  f  is  the  observed  azimuth  of  the  line  of  collimation 

r  =«+£-*,  (5) 

so  that  the  force  may  be  written 

J/#sinmsin(6-C+£-A)-T(£+\-^-/3-y).  (6) 

When  the  apparatus  is  in  equilibrium  this  quantity  is  zero  for 
a  particular  value  of  f 

When  the  apparatus  never  comes  to  rest,  but  must  be  observed 
in  a  state  of  vibration,  the  value  of  f  corresponding  to  the  position 
of  equilibrium  may  be  calculated  by  a  method  which  will  be 
described  in  Art.  735. 

When  the  force  of  torsion  is  small  compared  with  the  moment 
of  the  magnetic  force,  we  may  put  8  —  (-{-1 — A  for  the  sine  of  that 
angle. 

If  we  give  to  /3,  the  reading  of  the  torsion  circle,  two  different 
values,  &  and  £2 ,  and  if  (^  and  f2  are  the  corresponding  values  of  £ 

MHsmm^-Q  =  r  (<Ti-C2-0i  +  &),  (?) 

or,  if  we  put 

^""^2 =  /,     then     T  =  MHsmmr',  (8) 

Cl-C2  —  01  +  #2 

and  equation  (6)  becomes,  dividing  by  MH  sin  m, 

a_f+j_x-/(f+A-!-j8-.y)  =  0.  (9) 

If  we  now  reverse  the  magnet  so  that  y  is  downwards,  and 
adjust  the  apparatus  till  y  is  exactly  vertical,  and  if  f  is  the  new 
value  of  the  azimuth,  and  X  the  corresponding  declination, 

6'-r-m-r'(C'-\  +  |-0-y)  =  o,  (10) 

whence        ~=  i  (C+H  +  K  (f+C'-2  0+  y))-  (n) 
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The  reading-  of  the  torsion  circle  should  now  be  adjusted,  so  that 
the  coefficient  of  /  may  be  as  nearly  as  possible  zero.  For  this 
purpose  we  must  determine  y,  the  value  of  a—  /3  when  there  is  no 
torsion.  This  may  be  done  by  placing  a  non-magnetic  bar  of  the 
same  weight  as  the  magnet  in  the  stirrup,  and  determining  a—  ft 
when  there  is  equilibrium.  Since  /  is  small,  great  accuracy  is  not 
required.  Another  method  is  to  use  a  torsion  bar  of  the  same 
weight  as  the  magnet,  containing  within  it  a  very  small  magnet 

whose  magnetic  moment   is  -  of  that  of  the  principal  magnet. 

*Yl 

Since  r  remains  the  same,  /  will  become  #/,  and  if  ft  and  £/  are 
the  values  of  f  as  found  by  the  torsion  bar, 

*  =  *(Ci  +  Ci')  +  l»i'(Cl  +  C1'-2(P  +  y)).  (12) 

Subtracting  this  equation  from  (11), 


Having  found  the  value  of  /3  +  y  in  this  way,  p,  the  reading  of 
the  torsion  circle,  should  be  altered  till 


0,  (14) 

as  nearly  as  possible  in  the  ordinary  position  of  the  apparatus. 

Then,  since  T  is  a  very  small  numerical  quantity,  and  since  its 
coefficient  is  very  small,  the  value  of  the  second  term  in  the  ex 
pression  for  8  will  not  vary  much  for  small  errors  in  the  values 
of  T  and  y,  which  are  the  quantities  whose  values  are  least  ac 
curately  known. 

The  value  of  8,  the  magnetic  declination,  may  be  found  in  this 
way  with  considerable  accuracy,  provided  it  remains  constant  during 
the  experiments,  so  that  we  may  assume  8'=  8. 

When  great  accuracy  is  required  it  is  necessary  to  take  account 
of  the  variations  of  8  during  the  experiment.  For  this  purpose 
observations  of  another  suspended  magnet  should  be  made  at  the 
same  instants  that  the  different  values  of  f  are  observed,  and  if 
r],  rf  are  the  observed  azimuths  of  the  second  magnet  corresponding 
to  f  and  f  ',  and  if  8  and  8'  are  the  corresponding  values  of  8,  then 


Hence,  to  find  the  value  of  8  we  must  add  to  (11)  a  correction 

i  (*->?'). 

The  declination  at  the  time  of  the  first  observation  is  therefore 


2/3-2y).  (16) 

VOL.  u,  H 
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To  find  the  direction  of  the  magnetic  axis  within  the  magnet 
subtract  (10)  from  (9)  and  add  (15), 

/  =  A+i^_^_l(r7_r70-l4r/(C-C/  +  2A-7r).  (17) 

By  repeating  the  experiments  with  the  bar  on  its  two  edges,  so 
that  the  axis  of  se  is  vertically  upwards  and  downwards,  we  can 
find  the  value  of  m.  If  the  axis  of  collimation  is  capable  of  ad 
justment  it  ought  to  be  made  to  coincide  with  the  magnetic  axis 
as  nearly  as  possible,  so  that  the  error  arising  from  the  magnet  not 
being  exactly  inverted  may  be  as  small  as  possible*. 

On  the  Measurement  of  Magnetic  forces. 

453.]  The  most  important  measurements  of  magnetic  force  are 
those  which  determine  M,  the  magnetic  moment  of  a  magnet, 
and  H,  the  intensity  of  the  horizontal  component  of  terrestrial 
magnetism.  This  is  generally  done  by  combining  the  results  of 
two  experiments,  one  of  which  determines  the  ratio  and  the  other 
the  product  of  these  two  quantities. 

The  intensity  of  the  magnetic  force  due  to  an  infinitely  small 
magnet  whose  magnetic  moment  is  M,  at  a  point  distant  r  from 
the  centre  of  the  magnet  in  the  positive  direction  of  the  axis  of 

the  magnet,  is  ^  _.  2  —  (  1  ) 

r3 

and  is  in  the  direction  of  r.  If  the  magnet  is  of  finite  size  but 
spherical,  and  magnetized  uniformly  in  the  direction  of  its  axis, 
this  value  of  the  force  will  still  be  exact.  If  the  magnet  is  a 
solenoidal  bar  magnet  of  length  2  It, 


If  the  magnet  be  of  any  kind,  provided  its  dimensions  are  all 
small,  compared  with  r, 

+          +  &c.,  (3) 


where  Alt  A2,  &c.  are  coefficients  depending  on  the  distribution  of 
the  magnetization  of  the  bar. 

Let  H  be  the  intensity  of  the  horizontal  part  of  terrestrial 
magnetism  at  any  place.  H  is  directed  towards  magnetic  north. 
Let  r  be  measured  towards  magnetic  west,  then  the  magnetic  force 
at  the  extremity  of  r  will  be  H  towards  the  north  and  R  towards 

*  See  a  Paper  on  'Imperfect  Inversion,'  by  W.  Swan.  Trans.  E.  S.  Edin., 
vol.  xxi  (1855),  p.  319. 
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the  west.     The  resultant  force  will  make  an  angle  0  with  the 
magnetic  meridian,  measured  towards  the  west,  and  such  that 

^R  =  fftane.  (4) 

Hence,  to  determine  -=  we  proceed  as  follows  : — 

The  direction  of  the  magnetic  north  having  been  ascertained,  a 
magnet,  whose  dimensions  should  not  be  too  great,  is  suspended 
as  in  the  former  experiments,  and  the  deflecting  magnet  M  is 
placed  so  that  its  centre  is  at  a  distance  r  from  that  of  the  sus 
pended  magnet,  in  the  same  horizontal  plane,  and  due  magnetic 
east. 

The  axis  of  M  is  carefully  adjusted  so  as  to  be  horizontal  and 
in  the  direction  of  r. 

The  suspended  magnet  is  observed  before  M  is  brought  near 
and  also  after  it  is  placed  in  position.  If  0  is  the  observed  deflexion, 
we  have,  if  we  use  the  approximate  formula  (l), 

M      r3 

or,  if  we  use  the  formula  (3), 

-—   3t  l  l 

2  M  l  r         2  r2  ^  ' 

Here  we  must  bear  in  mind  that  though  the  deflexion  0  can 
be  observed  with  great  accuracy,  the  distance  r  between  the  centres 
of  the  magnets  is  a  quantity  which  cannot  be  precisely  deter 
mined,  unless  both  magnets  are  fixed  and  their  centres  defined 
by  marks. 

This  difficulty  is  overcome  thus  : 

The  magnet  M  is  placed  on  a  divided  scale  which  extends  east 
and  west  on  both  sides  of  the  suspended  magnet.  The  middle 
point  between  the  ends  of  M  is  reckoned  the  centre  of  the  magnet. 
This  point  may  be  marked  on  the  magnet  and  its  position  observed 
on  the  scale,  or  the  positions  of  the  ends  may  be  observed  and 
the  arithmetic  mean  taken.  Call  this  slt  and  let  the  line  of  the 
suspension  fibre  of  the  suspended  magnet  when  produced  cut  the 
scale  at  «?0,  then  r1  =  sI  —  s0,  where  s1  is  known  accurately  and  s0  ap 
proximately.  Let  0j  be  the  deflexion  observed  in  this  position  of  M. 

Now  reverse  M,  that  is,  place  it  on  the  scale  with  its  ends 
reversed,  then  ^  will  be  the  same,  but  M  and  Alt  AB,  &c.  will 
have  their  signs  changed,  so  that  if  02  is  the  deflexion, 

-  \  ^  rf  tan  02  =  1  _  Al  ~  +  A,  -L  _&c.  (7) 

H  2 
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Taking  the  arithmetical  mean  of  (6)  and  (7), 


Now  remove  M  to  the  west  side  of  the  suspended  magnet,  and 
place  it  with  its  centre  at  the  point  marked  2s0—sl  on  the  scale. 
Let  the  deflexion  when  the  axis  is  in  the  first  position  be  03,  and 
when  it  is  in  the  second  04,  then,  as  before, 

i  J^/(tan03-tan04)  =  1+^-L  +^±+850.  (9) 

Let  us  suppose  that  the  true  position  of  the  centre  of  the  sus 
pended  magnet  is  not  s0  but  s0  -f  <r,  then 

(10) 


and  i  (r^  +  V)  =  *"(l  +  +  &o.)  ;  (11) 


o 

and  since  -y  maJ  ^e  neglected  if  the  measurements  are  carefully 

made,  we  are  sure  that  we  may  take  the  arithmetical  mean  of  r-f 
and  r2n  for  rn. 

Hence,  taking  the  arithmetical  mean  of  (8)  and  (9), 
1  If  1 


2  (12) 

or,  making 

-  (tan  el  —  tan  02  +  tan  63  —  tan  04)  =  £,  (13) 


454.]  We  may  now  regard  Z^  and  r  as  capable  of  exact  deter 
mination. 

The  quantity  A2  can  in  no  case  exceed  2  Z2,  where  L  is  half  the 
length  of  the  magnet,  so  that  when  r  is  considerable  compared 
with  L  we  may  neglect  the  term  in  A2  and  determine  the  ratio 
of  If  to  M  at  once.  We  cannot,  however,  assume  that  A2  is  equal 
to  2i2,  for  it  may  be  less,  and  may  even  be  negative  for  a  magnet 
whose  largest  dimensions  are  transverse  to  the  axis.  The  term 
in  A±,  and  all  higher  terms,  may  safely  be  neglected. 

To  eliminate  A^  repeat  the  experiment,  using  distances  r1}  r2,  r3, 
&c.,  and  let  the  values  of  D  be  D^  D2,  D^  &c.,  then 


H 


&c.  &c. 
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If  we  suppose  that  the  probable  errors  of  these  equations  are 
equal,  as  they  will  be  if  they  depend  on  the  determination  of  D 
only,  and  if  there  is  no  uncertainty  about  r}  then,  by  multiplying 
each  equation  by  r~z  and  adding  the  results,  we  obtain  one  equation, 
and  by  multiplying  each  equation  by  r~5  and  adding  we  obtain 
another,  according  to  the  general  rule  in  the  theory  of  the  com 
bination  of  fallible  measures  when  the  probable  error  of  each 
equation  is  supposed  the  same. 

Let  us  write 

2(Dr-3)  for  J01T1-3  +  l)2r2-8  +  l?3r3-3  +  &c., 

and  use  similar  expressions  for  the  sums  of  other  groups  of  symbols, 
then  the  two  resultant  equations  may  be  written 


9  Hf 

2  (Dr*)  =-==-(*  (O  +  4,  S  (»-10)). 


whence 

2  W 


8)]2}  =  2  (Dr~*)  2  (r~1Q)  -  2  (Dr~5)  2  (r~8), 

and     A2  {2  (Dr^)  2  (r-10)  -  2  (Dr~5)  2  (r~8)} 

=  2  (Dr~5)  2  (?-6)-2  (Dr-*)  2  (r~8). 

The  value  of  A2  derived  from  these  equations  ought  to  be  less 
than  half  the  square  of  the  length  of  the  magnet  M.  If  it  is  not 
we  may  suspect  some  error  in  the  observations.  This  method  of 
observation  and  reduction  was  given  by  Gauss  in  the  *  First  Report 
of  the  Magnetic  Association.' 

When  the  observer  can  make  only  two  series  of  experiments  at 

distances  ^  and  r2,  the  values  of  -==-  and  A2  derived  from  these 
experiments  are 


If  dDj  and  §D2  are  the  actual  errors  of  the  observed  deflexions 
DL  and  D2,  the  actual  error  of  the  calculated  result  Q  will  be 
^D_rflDi-r<F*D2f 

Tl         r2 

If  we  suppose  the  errors  8-Z^  and  §D2  to  be  independent,  and 
that  the  probable  value  of  either  is  bD,  then  the  probable  value 
of  the  error  in  the  calculated  value  of  Q  will  be  8  Q,  where 


102  MAGNETIC   MEASUREMENTS.  [455. 

If  we  suppose  that  one  of  these  distances,  say  the  smaller,  is 
given,  the  value  of  the  greater  distance  may  be  determined  so  as 
to  make  bQ  a  minimum.  This  condition  leads  to  an  equation  of 
the  fifth  degree  in  rf,  which  has  only  one  real  root  greater  than 
r22.  From  this  the  best  value  of  ?\  is  found  to  be  ^  =  1.3189r2*. 

If  one  observation  only  is  taken  the  best  distance  is  when 

bD        ,-Sr 
— -  =  va  —  > 
D  °  r 

where  bD  is  the  probable  error  of  a  measurement  of  deflexion,  and 
fir  is  the  probable  error  of  a  measurement  of  distance. 

Method  of  Sines. 

455.]  The  method  which  we  have  just  described  may  be  called 
the  Method  of  Tangents,  because  the  tangent  of  the  deflexion  is 
a  measure  of  the  magnetic  force. 

If  the  line  ^ ,  instead  of  being  measured  east  or  west,  is  adjusted 
till  it  is  at  right  angles  with  the  axis  of  the  deflected  magnet, 
then  R  is  the  same  as  before,  but  in  order  that  the  suspended 
magnet  may  remain  perpendicular  to  r,  the  resolved  part  of  the 
force  H  in  the  direction  of  r  must  be  equal  and  opposite  to  R. 
Hence,  if  0  is  the  deflexion,  R  =  //sin  0. 

This  method  is  called  the  Method  of  Sines.  It  can  be  applied 
only  when  R  is  less  than  //. 

In  the  Kew  portable  apparatus  this  method  is  employed.  The 
suspended  magnet  hangs  from  a  part  of  the  apparatus  which 
revolves  along  with  the  telescope  and  the  arm  for  the  deflecting 
magnet,  and  the  rotation  of  the  whole  is  measured  on  the  azimuth 
circle. 

The  apparatus  is  first  adjusted  so  that  the  axis  of  the  telescope 
coincides  with  the  mean  position  of  the  line  of  collimation  of  the 
magnet  in  its  undisturbed  state.  If  the  magnet  is  vibrating,  the 
true  azimuth  of  magnetic  north  is  found  by  observing  the  ex 
tremities  of  the  oscillation  of  the  transparent  scale  and  making  the 
proper  correction  of  the  reading  of  the  azimuth  circle. 

The  deflecting  magnet  is  then  placed  upon  a  straight  rod  which 
passes  through  the  axis  of  the  revolving  apparatus  at  right  angles 
to  the  axis  of  the  telescope,  and  is  adjusted  so  that  the  axis  of  the 
deflecting  magnet  is  in  a  line  passing  through  the  centre  of  the 
suspended  magnet. 

The  whole  of  the  revolving  apparatus  is  then  moved  till  the  line 

*  See  Airy's  Magnetism. 
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of  collimation  of  the  suspended  magnet  again  coincides  with  the 
axis  of  the  telescope,  and  the  new  azimuth  reading  is  corrected, 
if  necessary,  by  the  mean  of  the  scale  readings  at  the  extremities 
of  an  oscillation. 

The  difference  of  the  corrected  azimuths  gives  the  deflexion,  after 
which  we  proceed  as  in  the  method  of  tangents,  except  that  in  the 
expression  for  D  we  put  sin  d  instead  of  tan  0. 

In  this  method  there  is  no  correction  for  the  torsion  of  the  sus 
pending  fibre,  since  the  relative  position  of  the  fibre,  telescope, 
and  magnet  is  the  same  at  every  observation. 

The  axes  of  the  two  magnets  remain  always  at  right  angles 
in  this  method,  so  that  the  correction  for  length  can  be  more 
accurately  made. 

456.]  Having  thus  measured  the  ratio  of  the  moment  of  the 
deflecting  magnet  to  the  horizontal  component  of  terrestrial  mag 
netism,  we  have  next  to  find  the  product  of  these  quantities,  by 
determining  the  moment  of  the  couple  with  which  terrestrial  mag 
netism  tends  to  turn  the  same  magnet  when  its  axis  is  deflected 
from  the  magnetic  meridian. 

There  are  two  methods  of  making  this  measurement,  the  dy 
namical,  in  which  the  time  of  vibration  of  the  magnet  under  the 
action  of  terrestrial  magnetism  is  observed,  and  the  statical,  in 
which  the  magnet  is  kept  in  equilibrium  between  a  measurable 
statical  couple  and  the  magnetic  force. 

The  dynamical  method  requires  simpler  apparatus  and  is  more 
accurate  for  absolute  measurements,  but  takes  up  a  considerable 
time,  the  statical  method  admits  of  almost  instantaneous  measure 
ment,  and  is  therefore  useful  in  tracing  the  changes  of  the  intensity 
of  the  magnetic  force,  but  it  requires  more  delicate  apparatus,  and 
is  not  so  accurate  for  absolute  measurement. 

Method  of  Vibrations. 

The  magnet  is  suspended  with  its  magnetic  axis  horizontal,  and 
is  set  in  vibration  in  small  arcs.  The  vibrations  are  observed  by 
means  of  any  of  the  methods  already  described. 

A  point  on  the  scale  is  chosen  corresponding  to  the  middle  of 
the  arc  of  vibration.  The  instant  of  passage  through  this  point 
of  the  scale  in  the  positive  direction  is  observed.  If  there  is  suffi 
cient  time  before  the  return  of  the  magnet  to  the  same  point,  the 
instant  of  passage  through  the  point  in  the  negative  direction  is 
also  observed,  and  the  process  is  continued  till  n  + 1  positive  and 
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n  negative  passages  have  been  observed.  If  the  vibrations  are 
too  rapid  to  allow  of  every  consecutive  passage  being  observed, 
every  third  or  every  fifth  passage  is  observed,  care  being  taken  that 
the  observed  passages  are  alternately  positive  and  negative. 

Let   the   observed   times    of  passage  be  T^  T2,  T2n+1,  then  if 

we  put       l(i 

li 


then  Tn+1  is  the  mean  time  of  the  positive  passages,  and  ought 
to  agree  with  T'n+l,  the  mean  time  of  the  negative  passages,  if  the 
point  has  been  properly  chosen.  The  mean  of  these  results  is 
to  be  taken  as  the  mean  time  of  the  middle  passage. 

After  a  large  number  of  vibrations  have  taken  place,  but  before 
the  vibrations  have  ceased  to  be  distinct  and  regular,  the  observer 
makes  another  series  of  observations,  from  which  he  deduces  the 
mean  time  of  the  middle  passage  of  the  second  series. 

By  calculating  the  period  of  vibration  either  from  the  first 
series  of  observations  or  from  the  second,  he  ought  to  be  able  to 
be  certain  of  the  number  of  whole  vibrations  which  have  taken 
place  in  the  interval  between  the  time  of  middle  passage  in  the  two 
series.  Dividing  the  interval  between  the  mean  times  of  middle 
passage  in  the  two  series  by  this  number  of  vibrations,  the  mean 
time  of  vibration  is  obtained. 

The  observed  time  of  vibration  is  then  to  be  reduced  to  the 
time  of  vibration  in  infinitely  small  arcs  by  a  formula  of  the  same 
kind  as  that  used  in  pendulum  observations,  and  if  the  vibrations 
are  found  to  diminish  rapidly  in  amplitude,  there  is  another  cor 
rection  for  resistance,  see  Art.  740.  These  corrections,  however,  are 
very  small  when  the  magnet  hangs  by  a  fibre,  and  when  the  arc  of 
vibration  is  only  a  few  degrees. 

The  equation  of  motion  of  the  magnet  is 


where  0  is  the  angle  between  the  magnetic  axis  and  the  direction 
of  the  force  H,  A  is  the  moment  of  inertia  of  the  magnet  and 
suspended  apparatus,  M  is  the  magnetic  moment  of  the  magnet, 
H  the  intensity  of  the  horizontal  magnetic  force,  and  MHr'  the 
coefficient  of  torsion  :  r'  is  determined  as  in  Art.  452,  and  is  a 
very  small  quantity.  The  value  of  0  for  equilibrium  is 

00  =  T7-^,,  a  very  small  angle, 
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and  the  solution  of  the  equation  for  small  values  of  the  amplitude,  is 

0  =  Ccos  (2TTj  +  a)  +  00, 
where  T  is  the  periodic  time,  and  C  the  amplitude,  and 


whence  we  find  the  value  of  Mil, 


Here  T  is  the  time  of  a  complete  vibration  determined  from 
observation.  A,  the  moment  of  inertia,  is  found  once  for  all  for 
the  magnet,  either  by  weighing  and  measuring  it  if  it  is  of  a 
regular  figure,  or  by  a  dynamical  process  of  comparison  with  a  body 
whose  moment  of  inertia  is  known. 

Combining  this  value  of  MH  with  that  of  ~-  formerly  obtained, 
we  get  I/*  =  (MH)  (g)  = 

^.(Jf^d). 

457.]  We  have  supposed  that  H  and  M  continue  constant  during 
the  two  series  of  experiments.  The  fluctuations  of  H  may  be 
ascertained  by  simultaneous  observations  of  the  bifilar  magnet 
ometer  to  be  presently  described,  and  if  the  magnet  has  been  in 
use  for  some  time,  and  is  not  exposed  during  the  experiments  to 
changes  of  temperature  or  to  concussion,  the  part  of  M  which  de 
pends  on  permanent  magnetism  may  be  assumed  to  be  constant. 
All  steel  magnets,  however,  are  capable  of  induced  magnetism 
depending  on  the  action  of  external  magnetic  force. 

Now  the  magnet  when  employed  in  the  deflexion  experiments 
is  placed  with  its  axis  east  and  west,  so  that  the  action  of  ter 
restrial  magnetism  is  transverse  to  the  magnet,  and  does  not  tend 
to  increase  or  diminish  M.  When  the  magnet  is  made  to  vibrate, 
its  axis  is  north  and  south,  so  that  the  action  of  terrestrial  mag 
netism  tends  to  magnetize  it  in  the  direction  of  the  axis,  and 
therefore  to  increase  its  magnetic  moment  by  a  quantity  kH,  where 
k  is  a  coefficient  to  be  found  by  experiments  on  the  magnet. 

There  are  two  ways  in  which  this  source  of  error  may  be  avoided 
without  calculating  k,  the  experiments  being  arranged  so  that  the 
magnet  shall  be  in  the  same  condition  when  employed  in  deflecting 
another  magnet  and  when  itself  swinging. 
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We  may  place  the  deflecting  magnet  with  its  axis  pointing 
north,  at  a  distance  r  from  the  centre  of  the  suspended  magnet, 
the  line  r  making  an  angle  whose  cosine  is  \/%  with  the  magnetic 
meridian.  The  action  of  the  deflecting  magnet  on  the  suspended 
one  is  then  at  right  angles  to  its  own  direction,  and  is  equal  to 

n  =  ^*L. 

r3 

Here  M  is  the  magnetic  moment  when  the  axis  points  north, 
as  in  the  experiment  of  vibration,  so  that  no  correction  has  to  be 
made  for  induction. 

This  method,  however,  is  extremely  difficult,  owing  to  the  large 
errors  which  would  be  introduced  by  a  slight  displacement  of  the 
deflecting  magnet,  and  as  the  correction  by  reversing  the  deflecting 
magnet  is  not  applicable  here,  this  method  is  not  to  be  followed 
except  when  the  object  is  to  determine  the  coefficient  of  induction. 

The  following  method,  in  which  the  magnet  while  vibrating  is 
freed  from  the  inductive  action  of  terrestrial  magnetism,  is  due  to 
Dr.  J.  P.  Joule  *. 

Two  magnets  are  prepared  whose  magnetic  moments  are  as 
nearly  equal  as  possible.  In  the  deflexion  experiments  these  mag 
nets  are  used  separately,  or  they  may  be  placed  simultaneously 
on  opposite  sides  of  the  suspended  magnet  to  produce  a  greater 
deflexion.  In  these  experiments  the  inductive  force  of  terrestrial 
magnetism  is  transverse  to  the  axis. 

Let  one  of  these  magnets  be  suspended,  and  let  the  other  be 
placed  parallel  to  it  with  its  centre  exactly  below  that  of  the  sus 
pended  magnet,  and  with  its  axis  in  the  same  direction.  The  force 
which  the  fixed  magnet  exerts  on  the  suspended  one  is  in  the 
opposite  direction  from  that  of  terrestrial  magnetism.  If  the  fixed 
magnet  be  gradually  brought  nearer  to  the  suspended  one  the  time 
of  vibration  will  increase,  till  at  a  certain  point  the  equilibrium  will 
cease  to  be  stable,  and  beyond  this  point  the  suspended  magnet 
will  make  oscillations  in  the  reverse  position.  By  experimenting 
in  this  way  a  position  of  the  fixed  magnet  is  found  at  which  it 
exactly  neutralizes  the  effect  of  terrestrial  magnetism  on  the  sus 
pended  one.  The  two  magnets  are  fastened  together  so  as  to  be 
parallel,  with  their  axes  turned  the  same  way,  and  at  the  distance 
just  found  by  experiment.  They  are  then  suspended  in  the  usual 
way  and  made  to  vibrate  together  through  small  arcs. 

*  Proc.  Phil  S.,  Manchester,  March  19,  1867. 
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The  lower  magnet  exactly  neutralizes  the  effect  of  terrestrial 
magnetism  on  the  upper  one,  and  since  the  magnets  are  of  equal 
moment,  the  upper  one  neutralizes  the  inductive  action  of  the  earth 
on  the  lower  one. 

The  value  of  M  is  therefore  the  same  in  the  experiment  of 
vibration  as  in  the  experiment  of  deflexion,  and  no  correction  for 
induction  is  required. 

458.]  The  most  accurate  method  of  ascertaining  the  intensity  of 
the  horizontal  magnetic  force  is  that  which  we  have  just  described. 
The  whole  series  of  experiments,  however,  cannot  be  performed  with 
sufficient  accuracy  in  much  less  than  an  hour,  so  that  any  changes 
in  the  intensity  which  take  place  in  periods  of  a  few  minutes  would 
escape  observation.  Hence  a  different  method  is  required  for  ob 
serving  the  intensity  of  the  magnetic  force  at  any  instant. 

The  statical  method  consists  in  deflecting  the  magnet  by  means 
of  a  statical  couple  acting  in  a  horizontal  plane.  If  L  be  the 
moment  of  this  couple,  M  the  magnetic  moment  of  the  magnet, 
//  the  horizontal  component  of  terrestrial  magnetism,  and  6  the 
deflexion,  MS  sin  6  =  L. 

Hence,  if  L  is  known  in  terms  of  0,  MH  can  be  found. 

The  couple  L  may  be  generated  in  two  ways,  by  the  torsional 
elasticity  of  a  wire,  as  in  the  ordinary  torsion  balance,  or  by  the 
weight  of  the  suspended  apparatus,  as  in  the  bifilar  suspension. 

In  the  torsion  balance  the  magnet  is  fastened  to  the  end  of  a 
vertical  wire,  the  upper  end  of  which  can  be  turned  round,  and  its 
rotation  measured  by  means  of  a  torsion  circle. 

We  have  then 

L  =  T  (a—a0—6)  —  MR  sin  0. 

Here  a0  is  the  value  of  the  reading  of  the  torsion  circle  when  the 
axis  of  the  magnet  coincides  with  the  magnetic  meridian,  and  a  is 
the  actual  reading.  If  the  torsion  circle  is  turned  so  as  to  bring 
the  magnet  nearly  perpendicular  to  the  magnetic  meridian,  so  that 

*  =     -*',     then     ra-a-     + 


or 

2 


By  observing  P,  the  deflexion  of  the  magnet  when  in  equilibrium, 
we  can  calculate  M  H  provided  we  know  T. 

If  we  only  wish  to  know  the  relative  value  of  H  at  different 
times  it  is  not  necessary  to  know  either  M  or  T. 

We  may  easily  determine  r  in  absolute  measure  by  suspending 
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a  non-magnetic  body  from  the  same  wire  and  observing  its  time 
of  oscillation,  then  if  A  is  the  moment  of  inertia  of  this  body,  and 
T  the  time  of  a  complete  vibration, 


The  chief  objection  to  the  use  of  the  torsion  balance  is  that  the 
zero-reading  a0  is  liable  to  change.  Under  the  constant  twisting 
force,  arising  from  the  tendency  of  the  magnet  to  turn  to  the  north, 
the  wire  gradually  acquires  a  permanent  twist,  so  that  it  becomes 
necessary  to  determine  the  zero-reading  of  the  torsion  circle  afresh 
at  short  intervals  of  time. 

Bifilar  Suspension. 

459.]  The  method  of  suspending  the  magnet  by  two  wires  or 
fibres  was  introduced  by  Gauss  and  Weber.  As  the  bifilar  sus 
pension  is  used  in  many  electrical  instruments,  we  shall  investigate 
it  more  in  detail.  The  general  appearance  of  the  suspension  is 
shewn  in  Fig.  16,  and  Fig.  17  represents  the  projection  of  the  wires 
on  a  horizontal  plane. 

AS  and  A'ff  are  the  projections  of  the  two  wires. 

A  A'  and  BB'  are  the  lines  joining  the  upper  and  the  lower  ends 
of  the  wires. 

a  and  I  are  the  lengths  of  the  lines  AA'  and  BB'. 

a  and  /3  their  azimuths. 

W  and  W  the  vertical  components  of  the  tensions  of  the  wires. 

Q  and  Q'  their  horizontal  components. 

Ji  the  vertical  distance  between  AA'  and  BB'. 

The  forces  which  act  on  the  magnet  are  —  its  weight,  the  couple 
arising  from  terrestrial  magnetism,  the  torsion  of  the  wires  (if  any) 
and  their  tensions.  Of  these  the  effects  of  magnetism  and  of 
torsion  are  of  the  nature  of  couples.  Hence  the  resultant  of  the 
tensions  must  consist  of  a  vertical  force,  equal  to  the  weight  of  the 
magnet,  together  with  a  couple.  The  resultant  of  the  vertical 
components  of  the  tensions  is  therefore  along  the  line  whose  pro 
jection  is  0,  the  intersection  of  AA'  and  BB',  and  either  of  these 
lines  is  divided  in  0  in  the  ratio  of  W  to  W. 

The  horizontal  components  of  the  tensions  form  a  couple,  and 
are  therefore  equal  in  magnitude  and  parallel  in  direction.  Calling 
either  of  them  Q,  the  moment  of  the  couple  which  they  form  is 

Z=Q.PP',  f  (1) 

where  PP  is  the  distance  between  the  parallel  lines  AB  and  A'B'. 


459-]  BIFILAR   SUSPENSION.  109 

To  find  the  value  of  L  we  have  the  equations  of  moments 

(2) 

(3) 
(*) 


and  the  geometrical  equation 

(AB  +  A'B')  P^=  ab  sin  (a  -/3), 
whence  we  obtain, 


Fig.  16. 


Fig.  17. 


If  m  is  the  mass  of  the  suspended  apparatus,  and  g  the  intensity 

of  gravity,  W+W'=mg.  (5) 

If  we  also  write  W—W=nmgt  (6) 

we  find  L  =  -  (1  —  n2)  mg  ^-  sin  (a— /3).  (7) 

The  value  of  L  is  therefore  a  maximum  with  respect  to  n  when  n 
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is  zero,  that  is,  when  the  weight  of  the  suspended  mass  is  equally 
borne  by  the  two  wires. 

We  may  adjust  the  tensions  of  the  wires  to  equality  by  observing 
the  time  of  vibration,  and  making  it  a  minimum,  or  we  may  obtain 
a  self-acting  adjustment  by  attaching  the  ends  of  the  wires,  as 
in  Fig.  16,  to  a  pulley,  which  turns  on  its  axis  till  the  tensions 
are  equal. 

The  distance  of  the  upper  ends  of  the  suspension  wires  is  re 
gulated  by  means  of  two  other  pullies.  The  distance  between  the 
lower  ends  of  the  wires  is  also  capable  of  adjustment. 

By  this  adjustment  of  the  tension,  the  couple  arising  from  the 
tensions  of  the  wires  becomes 

...       1  ab 

L  =  -  -7-  mg  sm  (a—  (3). 

The  moment  of  the  couple  arising  from  the  torsion  of  the  wires 
is  of  the  form  T  (y_fi\ 

where  r  is  the  sum  of  the  coefficients  of  torsion  of  the  wires. 

The  wires  ought  to  be  without  torsion  when  a  =  /3,  we  may 
then  make  y  —  a. 

The  moment  of  the  couple  arising  from  the  horizontal  magnetic 
force  is  of  the  form 


where  5  is  the  magnetic  declination,  and  0  is  the  azimuth  of  the 
axis  of  the  magnet.   We  shall  avoid  the  introduction  of  unnecessary 
symbols  without  sacrificing  generality  if  we  assume  that  the  axis  of 
the  magnet  is  parallel  to  BB',  or  that  j3  =  0. 
The  equation  of  motion  then  becomes 

A  —  =  MHsin  (6-0)  +  -  °j  mg  sin  (a—  6)  +T  (a-6).      (8) 

There  are  three  principal  positions  of  this  apparatus. 
(1)  When  a  is  nearly  equal  to  8.    If  7\  is  the  time  of  a  complete 
oscillation  in  this  position,  then 

lab 


(2)  When  a  is  nearly  equal  to  S  +  TT.  If  T2  is  the  time  of  a 
complete  oscillation  in  this  position,  the  north  end  of  the  magnet 
being  now  turned  towards  the  south, 

al  ..  ,     . 

(10) 


The  quantity  on  the  right-hand  of  this  equation  may  be  made 
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as  small  as  we  please  by  diminishing  a  or  b,  but  it  must  not  be 
made  negative,  or  the  equilibrium  of  the  magnet  will  become  un 
stable.  The  magnet  in  this  position  forms  an  instrument  by  which 
small  variations  in  the  direction  of  the  magnetic  force  may  be 
rendered  sensible. 

For  when  8  —  0  is  nearly  equal  to  TT,  sin  (8  —  0)  is  nearly  equal  to 
0—8,  and  we  find 

H1  JT 

6  =  a-Tab  -  (8-°)- 
-—  mg  +  T—MH 

By  diminishing  the  denominator  of  the  fraction  in  the  last  term 
we  may  make  the  variation  of  6  very  large  compared  with  that  of  8. 
We  should  notice  that  the  coefficient  of  8  in  this  expression  is 
negative,  so  that  when  the  direction  of  the  magnetic  force  turns 
in  one  direction  the  magnet  turns  in  the  opposite  direction. 

(3)  In  the  third  position  the  upper  part  of  the  suspension- 
apparatus  is  turned  round  till  the  axis  of  the  magnet  is  nearly 
perpendicular  to  the  magnetic  meridian. 

If  we  make 

0-8  =  ~  +  0',     and     a-0  =  /3-0',  (12) 

the  equation  of  motion  may  be  written 

A~  =^#cos0'+-^^sm(/3_0')  +  r(/3-0').         (13) 
If  there  is  equilibrium  when  H  —  HQ  and  0'=  0, 

MH0+~mffBinp+pT  =  0,  (14) 

and  if  H  is  the  value  of  the  horizontal  force  corresponding  to  a 

small  angle  0', 

1  ab 
I        7-r^cos£  +  r       \ 

*-*l-—  -  » 


In  order  that  the  magnet  may  be  in  stable  equilibrium  it  is 
necessary  that  the  numerator  of  the  fraction  in  the  second  member 
should  be  positive,  but  the  more  nearly  it  approaches  zero,  the 
more  sensitive  will  be  the  instrument  in  indicating  changes  in  the 
value  of  the  intensity  of  the  horizontal  component  of  terrestrial 
magnetism. 

The  statical  method  of  estimating  the  intensity  of  the  force 
depends  upon  the  action  of  an  instrument  which  of  itself  assumes 
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different  positions  of  equilibrium  for  different  values  of  the  force. 
Hence,  by  means  of  a  mirror  attached  to  the  magnet  and  throwing 
a  spot  of  light  upon  a  photographic  surface  moved  by  clockwork, 
a  curve  may  be  traced,  from  which  the  intensity  of  the  force  at  any 
instant  may  be  determined  according  to  a  scale,  which  we  may  for 
the  present  consider  an  arbitrary  one. 

460.]  In  an  observatory,  where  a  continuous  system  of  regis 
tration  of  declination  and  intensity  is  kept  up  either  by  eye  ob 
servation  or  by  the  automatic  photographic  method,  the  absolute 
values  of  the  declination  and  of  the  intensity,  as  well  as  the  position 
and  moment  of  the  magnetic  axis  of  a  magnet,  may  be  determined 
to  a  greater  degree  of  accuracy. 

For  the  declinometer  gives  the  declination  at  every  instant  affected 
by  a  constant  error,  and  the  bifilar  magnetometer  gives  the  intensity 
at  every  instant  multiplied  by  a  constant  coefficient.  In  the  ex 
periments  we  substitute  for  6,  5'  +  50  where  6'  is  the  reading  of  the 
declinometer  at  the  given  instant,  and  60  is  the  unknown  but  con 
stant  error,  so  that  6'  +  50  is  the  true  declination  at  that  instant. 

In  like  manner  for  ff,  we  substitute  CH'  where  R'  is  the  reading 
of  the  magnetometer  on  its  arbitrary  scale,  and  C  is  an  unknown 
but  constant  multiplier  which  converts  these  readings  into  absolute 
measure,  so  that  CH'  is  the  horizontal  force  at  a  given  instant. 

The  experiments  to  determine  the  absolute  values  of  the  quan 
tities  must  be  conducted  at  a  sufficient  distance  from  the  declino 
meter  and  magnetometer,  so  that  the  different  magnets  may  not 
sensibly  disturb  each  other.  The  time  of  every  observation  must 
be  noted  and  the  corresponding  values  of  5'  and  H'  inserted.  The 
equations  are  then  to  be  treated  so  as  to  find  80,  the  constant  error 
of  the  declinometer,  and  C  the  coefficient  to  be  applied  to  the 
reading  of  the  magnetometer.  When  these  are  found  the  readings 
of  both  instruments  may  be  expressed  in  absolute  measure.  The 
absolute  measurements,  however,  must  be  frequently  repeated  in 
order  to  take  account  of  changes  which  may  occur  in  the  magnetic 
axis  and  magnetic  moment  of  the  magnets. 

461.]  The  methods  of  determining  the  vertical  component  of  the 
terrestrial  magnetic  force  have  not  been  brought  to  the  same  degree 
of  precision.  The  vertical  force  must  act  on  a  magnet  which  turns 
about  a  horizontal  axis.  Now  a  body  which  turns  about  a  hori 
zontal  axis  cannot  be  made  so  sensitive  to  the  action  of  small  forces 
as  a  body  which  is  suspended  by  a  fibre  and  turns  about  a  vertical 
axis.  Besides  this,  the  weight  of  a  magnet  is  so  large  compared 
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with  the  magnetic  force  exerted  upon  it  that  a  small  displace 
ment  of  the  centre  of  inertia  by  unequal  dilatation,  &c.  produces 
a  greater  effect  on  the  position  of  the  magnet  than  a  considerable 
change  of  the  magnetic  force. 

Hence  the  measurement  of  the  vertical  force,  or  the  comparison 
of  the  vertical  and  the  horizontal  forces,  is  the  least  perfect  part 
of  the  system  of  magnetic  measurements. 

The  vertical  part  of  the  magnetic  force  is  generally  deduced  from 
the  horizontal  force  by  determining  the  direction  of  the  total  force. 

If  i  be  the  angle  which  the  total  force  makes  with  its  horizontal 
component,  i  is  called  the  magnetic  Dip  or  Inclination,  and  if  H 
is  the  horizontal  force  already  found,  then  the  vertical  force  is 
fftsmi,  and  the  total  force  is  ffseci. 

The  magnetic  dip  is  found  by  means  of  the  Dip  Needle. 

The  theoretical  dip-needle  is  a  magnet  with  an  axis  which  passes 
through  its  centre  of  inertia  perpendicular  to  the  magnetic  axis 
of  the  needle.  The  ends  of  this  axis  are  made  in  the  form  of 
cylinders  of  small  radius,  the  axes  of  which  are  coincident  with  the 
line  passing  through  the  centre  of  inertia.  Ihese  cylindrical  ends 
rest  on  two  horizontal  planes  and  are  free  to  roll  on  them. 

When  the  axis  is  placed  magnetic  east  and  west,  the  needle 
is  free  to  rotate  in  the  plane  of  the  magnetic  meridian,  and  if  the 
instrument  is  in  perfect  adjustment,  the  magnetic  axis  will  set  itself 
in  the  direction  of  the  total  magnetic  force. 

It  is,  however,  practically  impossible  to  adjust  a  dip-needle  so 
that  its  weight  does  not  influence  its  position  of  equilibrium, 
because  its  centre  of  inertia,  even  if  originally  in  the  line  joining 
the  centres  of  the  rolling  sections  of  the  cylindrical  ends,  will  cease 
to  be  in  this  line  when  the  needle  is  imperceptibly  bent  or  un 
equally  expanded.  Besides,  the  determination  of  the  true  centre 
of  inertia  of  a  magnet  is  a  very  difficult  operation,  owing  to  the 
interference  of  the  magnetic  force  with  that  of  gravity. 

Let  us  suppose  one  end  of  the  needle  and  one  end  of  the 
pivot  to  be  marked.  Let  a  line,  real  or  imaginary,  be  drawn  on 
the  needle,  which  we  shall  call  the  Line  of  Collimation.  The 
position  of  this  line  is  read  off  on  a  vertical  circle.  Let  0  be  the 
angle  which  this  line  makes  with  the  radius  to  zero,  which  we  shall 
suppose  to  be  horizontal.  Let  A.  be  the  angle  which  the  magnetic 
axis  makes  with  the  line  of  collimation,  so  that  when  the  needle 
is  in  this  position  the  line  of  collimation  is  inclined  0  +  A  to  the 
horizontal. 
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Let  p  be  the  perpendicular  from  the  centre  of  inertia  on  the  plane 
on  which  the  axis  rolls,  then  p  will  be  a  function  of  0,  whatever 
be  the  shape  of  the  rolling  surfaces.  If  both  the  rolling  sections 
of  the  ends  of  the  axis  are  circular, 

p  =  c—  a  sin(0  +  a)  (l) 

where  a  is  the  distance  of  the  centre  of  inertia  from  the  line  joining 
the  centres  of  the  rolling  sections,  and  a  is  the  angle  which  this 
line  makes  with  the  line  of  collimation. 

If  M  is  the  magnetic  moment,  m  the  mass  of  the  magnet,  and 
g  the  force  of  gravity,  /the  total  magnetic  force,  and  i  the  dip,  then, 
by  the  conservation  of  energy,  when  there  is  stable  equilibrium, 

MIcos(0  +  \—i)  —  mgp  (2) 

must  be  a  maximum  with  respect  to  0,  or 


i)=-.m<?,  (3) 

Cl/O 

=  mga  cos  (0  +  a), 
if  the  ends  of  the  axis  are  cylindrical. 

Also,  if  T  be  the  time  of  vibration  about  the  position  of  equi 
librium,  .  4-n*A  .  . 

MI+m0awi(0  +  a)=  -^-  (4) 

where  A  is  the  moment  of  inertia  of  the  needle  about  its  axis  of 
rotation,  and  6  is  determined  by  (3). 

In  determining  the  dip  a  reading  is  taken  with  the  dip  circle  in 
the  magnetic  meridian  and  with  the  graduation  towards  the  west. 
Let  0X  be  this  reading,  then  we  have 

MI  sin  (0-L  +  X  —  i)  =  mga  cos^  +  a).  (5) 

The  instrument  is  now  turned  about  a  vertical  axis  through  180°, 
so  that  the  graduation  is  to  the  east,  and  if  02  is  the  new  reading, 

J//sin(02  +  X—  TT-H)  =  ^0cos(02  +  a).  (6) 

Taking  (6)  from  (5),  and  remembering  that  0:  is  nearly  equal  to 
i,  and  02  nearly  equal  to  ir  —  it  and  that  A  is  a  small  angle,  such 
that  mga\  may  be  neglected  in  comparison  with  MI, 

MI(0l  —  02  +  ir—2i)  =  2  mg  a  cos  i  cos  a.  (7) 

Now  take  the  magnet  from  its  bearings  and  place  it  in  the 
deflexion  apparatus,  Art.  453,  so  as  to  indicate  its  own  magnetic 
moment  by  the  deflexion  of  a  suspended  magnet,  then 

M=^HD  (8) 

where  D  is  the  tangent  of  the  deflexion. 
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Next,  reverse  the  magnetism  of  the  needle  and  determine  its 
new  magnetic  moment  M',  by  observing  a  new  deflexion,  the  tan 
gent  of  which  is  If  Mf-\  r^HIf,  (9) 

whence  MIf=  M'D.  (10) 

Then  place  it  on  its  bearings  and  take  two  readings,  03  and  04, 
in  which  03  is  nearly  ir  +  it  and  04  nearly  —  i, 

M'Isin(03  +  \'  —  TT  —  i)  —  mgacoa(0z  +  a),  (11) 

M  'I  sin  (04  -f  A7  -M)         =  mg  a  cos  (04  +  a),  (12) 

whence,  as  before, 

M'I(03>—  04—  TT—  2i)  =  2  mg  a  cos  i  cos  a,  (13) 

and  on  adding  (7), 

MI  (0i-02  +  v-2i)  +  M'I(03-04-iT-2i)  =  0,  (14) 

or         J)(0l  —  0z  +  Tr-2i)  +    .Z/(03-04-7r-2;)  =  0,  (15) 

whence  we  find  the  dip 


._. 


i-v 

2D  +  2I/ 

where  D  and  If  are  the  tangents  of  the  deflexions  produced  by  the 
needle  in  its  first  and  second  magnetizations  respectively. 

In  taking  observations  with  the  dip  circle  the  vertical  axis  is 
carefully  adjusted  so  that  the  plane  bearings  upon  which  the  axis  of 
the  magnet  rests  are  horizontal  in  every  azimuth.  The  magnet  being 
magnetized  so  that  the  end  A  dips,  is  placed  with  its  axis  on  the 
plane  bearings,  and  observations  are  taken  with  the  plane  of  the  circle 
in  the  magnetic  meridian,  and  with  the  graduated  side  of  the  circle 
east.  Each  end  of  the  magnet  is  observed  by  means  of  reading 
microscopes  carried  on  an  arm  which  moves  concentric  with  the 
dip  circle.  The  cross  wires  of  the  microscope  are  made  to  coincide 
with  the  image  of  a  mark  on  the  magnet,  and  the  position  of  the 
arm  is  then  read  off  on  the  dip  circle  by  means  of  a  vernier. 

We  thus  obtain  an  observation  of  the  end  A  and  another  of  the 
end  B  when  the  graduations  are  east.  It  is  necessary  to  observe 
both  ends  in  order  to  eliminate  any  error  arising  from  the  axle 
of  the  magnet  not  being  concentric  with  the  dip  circle. 

The  graduated  side  is  then  turned  west,  and  two  more  observa 
tions  are  made. 

The  magnet  is  then  turned  round  so  that  the  ends  of  the  axle 
are  reversed,  and  four  more  observations  are  made  looking  at  the 
other  side  of  the  magnet. 
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The  magnetization  of  the  magnet  is  then  reversed  so  that  the 
end  B  dips,  the  magnetic  moment  is  ascertained,  and  eight  observa 
tions  are  taken  in  this  state,  and  the  sixteen  observations  combined 
to  determine  the  true  dip. 

462.]  It  is  found  that  in  spite  of  the  utmost  care  the  dip,  as  thus 
deduced  from  observations  made  with  one  dip  circle,  differs  per 
ceptibly  from  that  deduced  from  observations  with  another  dip 
circle  at  the  same  place.  Mr.  Broun  has  pointed  out  the  effect 
due  to  ellipticity  of  the  bearings  of  the  axle,  and  how  to  correct 
it  by  taking  observations  with  the  magnet  magnetized  to  different 
strengths. 

The  principle  of  this  method  may  be  stated  thus.  We  shall 
suppose  that  the  error  of  any  one  observation  is  a  small  quantity 
not  exceeding  a  degree.  We  shall  also  suppose  that  some  unknown 
but  regular  force  acts  upon  the  magnet,  disturbing  it  from  its 
true  position. 

If  L  is  the  moment  of  this  force,  00  the  true  dip,  and  6  the 
observed  dip,  then 


(18) 
since  6—  00  is  small. 

It  is  evident  that  the  greater  M  becomes  the  nearer  does  the 
needle  approach  its  proper  position.  Now  let  the  operation  of 
taking  the  dip  be  performed  twice,  first  with  the  magnetization 
equal  to  M^  the  greatest  that  the  needle  is  capable  of,  and  next 
with  the  magnetization  equal  to  M2,  a  much  smaller  value  but 
sufficient  to  make  the  readings  distinct  and  the  error  still  moderate. 
Let  01  and  02  be  the  dips  deduced  from  these  two  sets  of  observa 
tions,  and  let  L  be  the  mean  value  of  the  unknown  disturbing 
force  for  the  eight  positions  of  each  determination,  which  we  shall 
suppose  the  same  for  both  determinations.  Then 

0l)).  (19) 


If  we  find  that  several  experiments  give  nearly  equal  values  for 
L,  then  we  may  consider  that  00  must  be  very  nearly  the  true  value 
of  the  dip. 

463.]  Dr.  Joule  has  recently  constructed  a  new  dip-circle,  in 
which  the  axis  of  the  needle,  instead  of  rolling  on  horizontal  agate 
planes,  is  slung  on  two  filaments  of  silk  or  spider's  thread,  the  ends 
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of  the  filaments  being  attached  to  the  arms  of  a  delicate  balance. 
The  axis  of  the  needle  thus  rolls  on  two  loops  of  silk  fibre,  and 
Dr.  Joule  finds  that  its  freedom  of  motion  is  much  greater  than 
when  it  rolls  on  agate  planes. 

In  Fig.  18,  NS  is  the  needle,  CC'  is  its  axis,  consisting  of  a 
straight  cylindrical  wire,  and  PCQ,  P'C'Q'  are  the  filaments  on  which 
the  axis  rolls.  P  0  Q  is  the 
balance,  consisting  of  a  double 
bent  lever  supported  by  a 
wire,  00,  stretched  horizont 
ally  between  the  prongs  of 
a  forked  piece,  and  having 
a  counterpoise  E  which  can 
be  screwed  up  or  down,  so 
that  the  balance  is  in  neutral 
equilibrium  about  0  0. 

In  order  that  the  needle 
may  be  in  neutral  equilibrium 
as  the  needle  rolls  on  the 
filaments  the  centre  of  gra 
vity  must  neither  rise  nor  fall. 
Hence  the  distance  OC  must 
remain  constant  as  the  needle 
rolls.  This  condition  will  be 
fulfilled  if  the  arms  of  the 
balance  OP  and  OQ  are  equal, 
and  if  the  filaments  are  at 
right  angles  to  the  arms. 

Dr.  Joule  finds  that  the 
needle  should  not  be  more  than 
five  inches  long.  When  it  is  eight  inches  long,  the  bending  of  the 
needle  tends  to  diminish  the  apparent  dip  by  a  fraction  of  a  minute. 
The  axis  of  the  needle  was  originally  of  steel  wire,  straightened  by 
being  brought  to  a  red  heat  while  stretched  by  a  weight,  but 
Dr.  Joule  found  that  with  the  new  suspension  it  is  not  necessary 
to  use  steel  wire,  for  platinum  and  even  standard  gold  are  hard 
enough. 

The  balance  is  attached  to  a  wire  00  about  a  foot  long  stretched 
horizontally  between  the  prongs  of  a  fork.  This  fork  is  turned 
round  in  azimuth  by  means  of  a  circle  at  the  top  of  a  tripod  which 
supports  the  whole.  Six  complete  observations  of  the  dip  can  be 
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obtained  in  one  hour,  and  the  average  error  of  a  single  observation 
is  a  fraction  of  a  minute  of  arc. 

It  is  proposed  that  the  dip  needle  in  the  Cambridge  Physical 
Laboratory  shall  be  observed  by  means  of  a  double  image  instru 
ment,  consisting  of  two  totally  reflecting  prisms  placed  as  in 
Fig.  19  and  mounted  on  a  vertical  graduated  circle,  so  that  the 
plane  of  reflexion  may  be  turned  round  a  horizontal  axis  nearly 
coinciding  with  the  prolongation  of  the  axis  of  the  suspended  dip- 
needle.  The  needle  is  viewed  by  means  of  a  telescope  placed 
behind  the  prisms,  and  the  two  ends  of  the  needle  are  seen  together 
as  in  Fig.  20.  By  turning  the  prisms  about  the  axis  of  the  vertical 
circle,  the  images  of  two  lines  drawn  on  the  needle  may  be  made 
to  coincide.  The  inclination  of  the  needle  is  thus  determined  from 
the  reading  of  the  vertical  circle. 


Fig.  19. 


Fig.  20. 


The  total  intensity  /  of  the  magnetic  force  in  the  line  of  dip  may 
be  deduced  as  follows  from  the  times  of  vibration  Tlt  T2,  T3,  T± 
in  the  four  positions  already  described, 

= 


The  values  of  J^and  M'  must  be  found  by  the  method  of  deflexion 
and  vibration  formerly  described,  and  A  is  the  moment  of  inertia  of 
the  magnet  about  its  axle. 

The  observations  with  a  magnet  suspended  by  a  fibre  are  so 
much  more  accurate  that  it  is  usual  to  deduce  the  total  force  from 
the  horizontal  force  from  the  equation 

/=  If  sec  0, 
where  7  is  the  total  force,  H  the  horizontal  force,  and  0  the  dip. 

464.]  The  process  of  determining  the  dip  being  a  tedious  one,  is 
not  suitable  for  determining  the  continuous  variation  of  the  magnetic 
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force.  The  most  convenient  instrument  for  continuous  observa 
tions  is  the  vertical  force  magnetometer,  which  is  simply  a  magnet 
balanced  on  knife  edges  so  as  to  be  in  stable  equilibrium  with  its 
magnetic  axis  nearly  horizontal. 

If  Z  is  the  vertical  component  of  the  magnetic  force,  M  the 
magnetic  moment,  and  0  the  small  angle  which  the  magnetic  axis 
makes  with  the  horizon 

MZ  =  mga  cos  (a—  0), 

where  m  is  the  mass  of  the  magnet,  g  the  force  of  gravity,  a  the 
distance  of  the  centre  of  gravity  from  the  axis  of  suspension,  and 
a  the  angle  which  the  plane  through  the  axis  and  the  centre  of 
gravity  makes  with  the  magnetic  axis. 

Hence,  for  the  small  variation  of  vertical  force  bZt  there  will  be 
a  variation  of  the  angular  position  of  the  magnet  b  0  such  that 
MbZ  —  mga  sin  (a  —  0)80. 

In  practice  this  instrument  is  not  used  to  determine  the  absolute 
value  of  the  vertical  force,  but  only  to  register  its  small  variations. 

For  this  purpose  it  is  sufficient  to  know  the  absolute  value  of  Z 

when  0=0,  and  the  value  of  -^—  • 

d'  & 

The  value  of  Z,  when  the  horizontal  force  and  the  dip  are  known, 
is  found  from  the  equation  Z  =  7Z~tan00,  where  00  is  the  dip  and 
H  the  horizontal  force. 

To  find  the  deflexion  due  to  a  given  variation  of  Z>  take  a  magnet 
and  place  it  with  its  axis  east  and  west,  and  with  its  centre  at  a 
known  distance  r±  east  or  west  from  the  declinometer,  as  in  ex 
periments  on  deflexion,  and  let  the  tangent  of  deflexion  be  D^ 

Then  place  it  with  its  axis  vertical  and  with  its  centre  at  a 
distance  r2  above  or  below  the  centre  of  the  vertical  force  mag 
netometer,  and  let  the  tangent  of  the  deflexion  produced  in  the 
magnetometer  be  D2.  Then,  if  the  moment  of  the  deflecting 
magnet  is  M,  „_„  ,  D  _  dZ 

AM   —  O.!^    U^  —  ^Jr2  -^2' 
dZ          rT^Vl 

Hence  3TT  =  ^-^Tr' 

dd  r26  D2 

The  actual  value  of  the  vertical  force  at  any  instant  is 


where  ZQ  is  the  value  of  Z  when  0=0. 

For  continuous  observations  of  the  variations  of  magnetic  force 
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at  a  fixed  observatory  the  Unifilar  Declinometer,  the  Bifilar  Hori 
zontal  Force  Magnetometer,  and  the  Balance  Vertical  Force  Mag 
netometer  are  the  most  convenient  instruments. 

At  several  observatories  photographic  traces  are  now  produced  on 
prepared  paper  moved  by  clock  work,  so  that  a  continuous  record  of 
the  indications  of  the  three  instruments  at  every  instant  is  formed. 
These  traces  indicate  the  variation  of  the  three  rectangular  com 
ponents  of  the  force  from  their  standard  values.  The  declinometer 
gives  the  force  towards  mean  magnetic  west,  the  bifilar  magnet 
ometer  gives  the  variation  of  the  force  towards  magnetic  north,  and 
the  balance  magnetometer  gives  the  variation  of  the  vertical  force. 
The  standard  values  of  these  forces,  or  their  values  when  these 
instruments  indicate  their  several  zeros,  are  deduced  by  frequent 
observations  of  the  absolute  declination,  horizontal  force,  and  dip. 


CHAPTER  VIII. 


ON    TERRESTRIAL   MAGNETISM. 

465.]  OUR  knowledge  of  Terrestrial  Magnetism  is  derived  from 
the  study  of  the  distribution  of  magnetic  force  on  the  earth's  sur 
face  at  any  one  time,  and  of  the  changes  in  that  distribution  at 
different  times. 

The  magnetic  force  at  any  one  place  and  time  is  known  when 
its  three  coordinates  are  known.  These  coordinates  may  be  given 
in  the  form  of  the  declination  or  azimuth  of  the  force,  the  dip 
or  inclination  to  the  horizon,  and  the  total  intensity. 

The  most  convenient  method,    however,  for  investigating  the 
general  distribution  of  magnetic  force  on  the  earth's  surface  is  to 
consider  the  magnitudes  of  the  three  components  of  the  force, 
X  =  .fiT  cos  5,  directed  due  north, 
Y  —  ffsin  5,  directed  due  west, 
Z  —  Htan0,  directed  vertically  upwards, 
where  H  denotes  the  horizontal  force,  b  the  declination,   and  0 
the  dip. 

If  V  is  the  magnetic  potential  at  the  earth's  surface,  and  if  we 
consider  the  earth  a  sphere  of  radius  a,  then 

X  =  —  -^~,          F=  —  — -?-—  —  t          Z=  —  —t  (2} 

a  dl  a  cos  I  d\  dr  ^  ' 

where  I  is  the  latitude,  and  A.  the  longitude,  and  r  the  distance 
from  the  centre  of  the  earth. 

A  knowledge  of  V  over  the  surface  of  the  earth  may  be  obtained 
from  the  observations  of  horizontal  force  alone  as  follows. 

Let  VQ  be  the  value  of  V  at  the  true  north  pole,  then,  taking 
the  line-integral  along  any  meridian,  we  find, 

(3) 

for  the  value  of  the  potential  on  that  meridian  at  latitude  L 
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Thus  the  potential  may  be  found  for  any  point  on  the  earth's 
surface  provided  we  know  the  value  of  X,  the  northerly  component 
at  every  point,  and  7J,  the  value  of  Fat  the  pole. 

Since  the  forces  depend  not  on  the  absolute  value  of  V  but 
on  its  derivatives,  it  is  not  necessary  to  fix  any  particular  value 
forJJ. 

The  value  of  V  at  any  point  may  be  ascertained  if  we  know 
the  value  of  X  along  any  given  meridian,  and  also  that  of  T  over 
the  whole  surface. 


Let  K  =  -aXdl+F0,  (4) 

where  the  integration  is  performed  along  the  given  meridian  from 
the  pole  to  the  parallel  I,  then 

F=%—a      YcosldX,  (5) 

Ao 

where  the  integration  is  performed  along  the  parallel  /  from  the 
given  meridian  to  the  required  point. 

These  methods  imply  that  a  complete  magnetic  survey  of  the 
earth's  surface  has  been  made,  so  that  the  values  of  X  or  of  Y 
or  of  both  are  known  for  every  point  of  the  earth's  surface  at  a 
given  epoch.  What  we  actually  know  are  the  magnetic  com 
ponents  at  a  certain  number  of  stations.  In  the  civilized  parts  of 
the  earth  these  stations  are  comparatively  numerous  ;  in  other  places 
there  are  large  tracts  of  the  earth's  surface  about  which  we  have 
no  data. 

Magnetic  Survey. 

466.]  Let  us  suppose  that  in  a  country  of  moderate  size,  whose 
greatest  dimensions  are  a  few  hundred  miles,  observations  of  the 
declination  and  the  horizontal  force  have  been  taken  at  a  con 
siderable  number  of  stations  distributed  fairly  over  the  country. 

Within  this  district  we  may  suppose  the  value  of  V  to  be  re 
presented  with  sufficient  accuracy  by  the  formula 

r=  const.  -«(4/  +  J2A+!^2  +  ^2^  +  i^3\2  +  &c.),     (6) 

whence  X  =  A1  +  BLl  +  £2\,  (?) 

Ycosl  =  A2  +  32l  +  £3\.  (8) 

Let  there  be  n  stations  whose  latitudes  are  llt  12,  ...&c.  and 
longitudes  A15  A2,  &c.,  and  let  X  and  Y  be  found  for  each  station. 

Let  'o  =  i2(0>     and    A0  =  i  2  (A),  (9) 
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1Q  and  A0  may  be  called  the  latitude  and  longitude  of  the  central 
station.     Let 

XQ  =  i  2  (X),     and     70  cos  l0=-2  (7eos  1),  (l  0) 

then  X0  and  70  are  the  values  of  X  and  7  at  the  imaginary  central 
station,  then 

)l  (11) 

x-A0).          (12) 

We  have  w  equations  of  the  form  of  (11)  and  n  of  the  form  (12). 
If  we  denote  the  probable  error  in  the  determination  of  X  by  f, 
and  that  of  T  cos  I  by  rj,  then  we  may  calculate  f  and  77  on 
the  supposition  that  they  arise  from  errors  of  observation  of  H 
and  8. 

Let  the  probable  error  of  H  be  h,  and  that  of  8,  d,  then  since 

*OT=  Gosb.dff—  ffsmb.clb, 

£  2  =  /&2  cos2  5  4-  ^2//2  sin2  5. 
Similarly  ^  =  /&2  sin2  8  +  d2//2  cos2  8. 

If  the  variations  of  X  and  I7"  from  their  values  as  given  by  equa 
tions  of  the  form  (11)  and  (12)  considerably  exceed  the  probable 
errors  of  observation,  we  may  conclude  that  they  are  due  to  local 
attractions,  and  then  we  have  no  reason  to  give  the  ratio  of  f  to  r; 
any  other  value  than  unity. 

According  to  the  method  of  least  squares  we  multiply  the  equa 
tions  of  the  form  (11)  by  77,  and  those  of  the  form  (12)  by  f  to 
make  their  probable  error  the  same.  We  then  multiply  each 
equation  by  the  coefficient  of  one  of  the  unknown  quantities  j5lT 
J92,  or  j?3  and  add  the  results,  thus  obtaining  three  equations  from 
which  to  find  J$lt  B^,  J13. 


in  which  we  write  for  conciseness, 


P2  =  2  (\X)-n\0X0,         Q2  =  2  (xrcos/)—  »Aorocos/0. 

By  calculating  Blt  B2,  and  B%,  and  substituting  in  equations 
(11)  and  (12),  we  can  obtain  the  values  of  X  and  Y  at  any  point 
within  the  limits  of  the  survey  free  from  the  local  disturbances 
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which  are  found  to  exist  where  the  rock  near  the  station  is  magnetic, 
as  most  igneous  rocks  are. 

Surveys  of  this  kind  can  be  made  only  in  countries  where  mag 
netic  instruments  can  be  carried  about  and  set  up  in  a  great  many 
stations.  For  other  parts  of  the  world  we  must  be  content  to  find 
the  distribution  of  the  magnetic  elements  by  interpolation  between 
their  values  at  a  few  stations  at  great  distances  from  each  other. 

467.]  Let  us  now  suppose  that  by  processes  of  this  kind,  or 
by  the  equivalent  graphical  process  of  constructing  charts  of  the 
lines  of  equal  values  of  the  magnetic  elements,  the  values  of  X  and 
J,  and  thence  of  the  potential  V,  are  known  over  the  whole  surface 
of  the  globe.  The  next  step  is  to  expand  V  in  the  form  of  a  series 
of  spherical  surface  harmonics. 

If  the  earth  were  magnetized  uniformly  and  in  the  same  direction 
throughout  its  interior,  V  would  be  a  harmonic  of  the  first  degree, 
the  magnetic  meridians  would  be  great  circles  passing  through  two 
magnetic  poles  diametrically  opposite,  the  magnetic  equator  would 
be  a  great  circle,  the  horizontal  force  would  be  equal  at  all  points 
of  the  magnetic  equator,  and  if  H0  is  this  constant  value,  the  value 
at  any  other  point  would  be  H  =  HQ  cos  I',  where  V  is  the  magnetic 
latitude.  The  vertical  force  at  any  point  would  be  Z  =  2ffQ  sin  /', 
and  if  6  is  the  dip,  tan  0  would  be  =  2  tan  I ' . 

In  the  case  of  the  earth,  the  magnetic  equator  is  defined  to  be 
the  line  of  no  dip.  It  is  not  a  great  circle  of  the  sphere. 

The  magnetic  poles  are  defined  to  be  the  points  where  there  is 
no  horizontal  force  or  where  the  dip  is  90°.  There  are  two  such 
points,  one  in  the  northern  and  one  in  the  southern  regions,  but 
they  are  not  diametrically  opposite,  and  the  line  joining  them  is 
not  parallel  to  the  magnetic  axis  of  the  earth. 

468.]  The  magnetic  poles  are  the  points  where  the  value  of  V 
on  the  surface  of  the  earth  is  a  maximum  or  minimum,  or  is 
stationary. 

At  any  point  where  the  potential  is  a  minimum  the  north  end 
of  the  dip-needle  points  vertically  downwards,  and  if  a  compass- 
needle  be  placed  anywhere  near  such  a  point,  the  north  end  will 
point  towards  that  point. 

At  points  where  the  potential  is  a  maximum  the  south  end  of 
the  dip-needle  points  downwards,  and  the  south  end  of  the  compass- 
needle  points  towards  the  point. 

If  there  are  p  minima  of  7  on  the  earth's  surface  there  must  be 
_/?— 1  other  points,  where  the  north  end  of  the  dip-needle  points 
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downwards,  but  where  the  compass-needle,  when  carried  in  a  circle 
round  the  point,  instead  of  revolving  so  that  its  north  end  points 
constantly  to  the  centre,  revolves  in  the  opposite  direction,  so  as  to 
turn  sometimes  its  north  end  and  sometimes  its  south  end  towards 
the  point. 

If  we  call  the  points  where  the  potential  is  a  minimum  true 
north  poles,  then  these  other  points  may  be  called  false  north  poles, 
because  the  compass-needle  is  not  true  to  them.  If  there  are  p 
true  north  poles,  there  must  be  p—l  false  north  poles,  and  in  like 
manner,  if  there  are  q  true  south  poles,  there  must  be  q—  1  false 
south  poles.  The  number  of  poles  of  the  same  name  must  be  odd, 
so  that  the  opinion  at  one  time  prevalent,  that  there  are  two  north 
poles  and  two  south  poles,  is  erroneous.  According  to  Gauss  there 
is  in  fact  only  one  true  north  pole  and  one  true  south  pole  on 
the  earth's  surface,  and  therefore  there  are  no  false  poles.  The  line 
joining  these  poles  is  not  a  diameter  of  the  earth,  and  it  is  not 
parallel  to  the  earth's  magnetic  axis. 

469.]  Most  of  the  early  investigators  into  the  nature  of  the 
earth's  magnetism  endeavoured  to  express  it  as  the  result  of  the 
action  of  one  or  more  bar  magnets,  the  position  of  the  poles  of 
which  were  to  be  determined.  Gauss  was  the  first  to  express  the 
distribution  of  the  earth's  magnetism  in  a  perfectly  general  way  by 
expanding  its  potential  in  a  series  of  solid  harmonics,  the  coefficients 
of  which  he  determined  for  the  first  four  degrees.  These  coeffi 
cients  are  24  in  number,  3  for  the  first  degree,  5  for  the  second, 
7  for  the  third,  and  9  for  the  fourth.  All  these  terms  are  found 
necessary  in  order  to  give  a  tolerably  accurate  representation  of 
the  actual  state  of  the  earth's  magnetism. 

To  find  what  Part  of  the  Observed  Magnetic  Force  is  due  to  External 
and  what  to  Internal  Causes. 

470.]  Let  us  now  suppose  that  we  have  obtained  an  expansion 
of  the  magnetic  potential  of  the  earth  in  spherical  harmonics, 
consistent  with  the  actual  direction  and  magnitude  of  the  hori 
zontal  force  at  every  point  on  the  earth's  surface,  then  Gauss  has 
shewn  how  to  determine,  from  the  observed  vertical  force,  whether 
the  magnetic  forces  are  due  to  causes,  such  as  magnetization  or 
electric  currents,  within  the  earth's  surface,  or  whether  any  part 
is  directly  due  to  causes  exterior  to  the  earth's  surface. 

Let  V  be  the  actual  potential  expanded  in  a  double  series  of 
spherical  harmonics, 
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The  first  series  represents  the  part  of  the  potential  due  to  causes 
exterior  to  the  earth,  and  the  second  series  represents  the  part  due 
to  causes  within  the  earth. 

The  observations  of  horizontal  force  give  us  the  sum  of  these 
series  when  r  —  a,  the  radius  of  the  earth.  The  term  of  the  order  i  is 


The  observations  of  vertical  force  give  us 

dV 

Z=W 

and  the  term  of  the  order  i  in  aZ  is 

aZi  =  iAi-(i+l)Bi 
Hence  the  part  due  to  external  causes  is 


2t+l 

and  the  part  due  to  causes  within  the  earth  is 


The  expansion  of  V  has  hitherto  been  calculated  only  for  the 
mean  value  of  T^at  or  near  certain  epochs.  No  appreciable  part 
of  this  mean  value  appears  to  be  due  to  causes  external  to  the 
earth. 

471.]  We  do  not  yet  know  enough  of  the  form  of  the  expansion 
of  the  solar  and  lunar  parts  of  the  variations  of  V  to  determine 
by  this  method  whether  any  part  of  these  variations  arises  from 
magnetic  force  acting  from  without.  It  is  certain,  however,  as 
the  calculations  of  MM.  Stoney  and  Chambers  have  shewn,  that 
the  principal  part  of  these  variations  cannot  arise  from  any  direct 
magnetic  action  of  the  sun  or  moon,  supposing  these  bodies  to  be 
magnetic  *. 

472.]  The  principal  changes  in  the  magnetic  force  to  which 
attention  has  been  directed  are  as  follows. 

*  Professor  Hornstein  of  Prague  has  discovered  a  periodic  change  in  the  magnetic 
elements,  the  period  of  which  is  26.33  days,  almost  exactly  equal  to  that  of  the 
synodic  revolution  of  the  sun,  as  deduced  from  the  observation  of  sun-spots  near  his 
equator.  This  method  of  discovering  the  time  of  rotation  of  the  unseen  solid  body  of 
the  sun  by  its  effects  on  the  magnetic  needle  is  the  first  instalment  of  the  repayment 
by  Magnetism  of  its  debt  to  Astronomy.  Akad.,  Wien,  June  15,  1871.  See  Proc. 
E.  S.,  Nov.  16,  1871. 
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I.     The  more  Regular  Variations. 

(1)  The  Solar  variations,  depending  on  the  hour  of  the  day  and 
the  time  of  the  year. 

(2)  The  Lunar  variations,  depending*  on  the  moon's  hour  angle 
and  on  her  other  elements  of  position. 

(3)  These  variations  do  not  repeat  themselves  in  different  years, 
but  seem  to  be  subject  to  a  variation  of  longer  period  of  about 
eleven  years. 

(4)  Besides  this,  there  is  a  secular  alteration  in  the  state  of  the 
earth's  magnetism,  which  has  been  going  on  ever  since  magnetic 
observations  have  been   made,  and  is  producing  changes  of  the 
magnetic  elements  of  far  greater  magnitude  than  any  of  the  varia 
tions  of  small  period. 

II.     The  Disturbances. 

473.]  Besides  the  more  regular  changes,  the  magnetic  elements 
are  subject  to  sudden  disturbances  of  greater  or  less  amount.  It 
is  found  that  these  disturbances  are  more  powerful  and  frequent 
at  one  time  than  at  another,  and  that  at  times  of  great  disturbance 
the  laws  of  the  regular  variations  are  masked,  though  they  are  very 
distinct  at  times  of  small  disturbance.  Hence  great  attention  has 
been  paid  to  these  disturbances,  and  it  has  been  found  that  dis 
turbances  of  a  particular  kind  are  more  likely  to  occur  at  certain 
times  of  the  day,  and  at  certain  seasons  and  intervals  of  time, 
though  each  individual  disturbance  appears  quite  irregular.  Besides 
these  more  ordinary  disturbances,  there  are  occasionally  times  of 
excessive  disturbance,  in  which  the  magnetism  is  strongly  disturbed 
for  a  clay  or  two.  These  are  called  Magnetic  Storms.  Individual 
disturbances  have  been  sometimes  observed  at  the  same  instant 
in  stations  widely  distant. 

Mr.  Airy  has  found  that  a  large  proportion  of  the  disturbances 
at  Greenwich  correspond  with  the  electric  currents  collected  by 
electrodes  placed  in  the  earth  in  the  neighbourhood,  and  are  such 
as  would  be  directly  produced  in  the  magnet  if  the  earth-current, 
retaining  its  actual  direction,  were  conducted  through  a  wire  placed 
underneath  the  magnet. 

It  has  been  found  that  there  is  an  epoch  of  maximum  disturbance 
every  eleven  years,  and  that  this  appears  to  coincide  with  the  epoch 
of  maximum  number  of  spots  in  the  sun. 

474.]  The  field  of  investigation  into  which  we  are  introduced 
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by  the  study  of  terrestrial  magnetism  is  as  profound  as  it  is  ex 
tensive. 

We  know  that  the  sun  and  moon  act  on  the  earth's  magnetism. 
It  has  been  proved  that  this  action  cannot  be  explained  by  sup 
posing  these  bodies  magnets.  The  action  is  therefore  indirect.  In 
the  case  of  the  sun  part  of  it  may  be  thermal  action,  but  in  the 
case  of  the  moon  we  cannot  attribute  it  to  this  cause.  Is  it  pos 
sible  that  the  attraction  of  these  bodies,  by  causing  strains  in  the 
interior  of  the  earth,  produces  (Art.  4 4  7)  changes  in  the  magnetism 
already  existing  in  the  earth,  and  so  by  a  kind  of  tidal  action  causes 
the  semidiurnal  variations  ? 

But  the  amount  of  all  these  changes  is  very  small  compared  with 
the  great  secular  changes  of  the  earth's  magnetism. 

What  cause,  whether  exterior  to  the  earth  or  in  its  inner  depths, 
produces  such  enormous  changes  in  the  earth's  magnetism,  that  its 
magnetic  poles  move  slowly  from  one  part  of  the  globe  to  another  ? 
When  we  consider  that  the  intensity  of  the  magnetization  of  the 
great  globe  of  the  earth  is  quite  comparable  with  that  which  we 
produce  with  much  difficulty  in  our  steel  magnets,  these  immense 
changes  in  so  large  a  body  force  us  to  conclude  that  we  are  not  yet 
acquainted  with  one  of  the  most  powerful  agents  in  nature,  the 
scene  of  whose  activity  lies  in  those  inner  depths  of  the  earth,  to 
the  knowledge  of  which  we  have  so  few  means  of  access. 
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CHAPTEE  I. 

ELECTROMAGNETIC   FORCE. 

475.]  IT  had  been  noticed  by  many  different  observers  that  in 
certain  cases  magnetism  is  produced  or  destroyed  in  needles  by 
electric  discharges  through  them  or  near  them,  and  conjectures 
of  various  kinds  had  been  made  as  to  the  relation  between  mag 
netism  and  electricity,  but  the  laws  of  these  phenomena,  and  the 
form  of  these  relations,  remained  entirely  unknown  till  Hans 
Christian  Orsted  *,  at  a  private  lecture  to  a  few  advanced  students 
at  Copenhagen,  observed  that  a  wire  connecting  the  ends  of  a 
voltaic  battery  affected  a  magnet  in  its  vicinity.  This  discovery 
he  published  in  a  tract  entitled  Experimenta  circa  effectum  Conflictus 
Electrici  in  Acum  Magneticam,  dated  July  21,  1820. 

Experiments  on  the  relation  of  the  magnet  to  bodies  charged 
with  electricity  had  been  tried  without  any  result  till  Orsted 
endeavoured  to  ascertain  the  effect  of  a  wire  heated  by  an  electric 
current.  He  discovered,  however,  that  the  current  itself,  and  not 
the  heat  of  the  wire,  was  the  cause  of  the  action,  and  that  the 
*  electric  conflict  acts  in  a  revolving  manner,'  that  is,  that  a  magnet 
placed  near  a  wire  transmitting  an  electric  current  tends  to  set 
itself  perpendicular  to  the  wire,  and  with  the  same  end  always 
pointing  forwards  as  the  magnet  is  moved  round  the  wire. 

476.]  It  appears  therefore  that  in  the  space  surrounding  a  wire 

*  See  another  account  of  Orsted's  discovery  in  a  letter  from  Professor  Hansteen  in 
the  Life  of  Faraday  by  Dr.  Bence  Jones,  vol.  ii.  p.  395. 
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transmitting  an  electric  current  a  magnet  is  acted  on  by  forces 
dependent  on  the  position  of  the  wire  and  on  the  strength  of  the 
current.  The  space  in  which  these  forces  act  may  therefore  be 
considered  as  a  magnetic  field,  and  we  may  study  it  in  the  same 
way  as  we  have  already  studied  the  field  in  the  neighbourhood  of 
ordinary  magnets,  by  tracing  the  course  of  the  lines  of  magnetic 
force,  and  measuring  the  intensity  of  the  force  at  every  point. 

477.]  Let  us  begin  with  the  case  of  an  indefinitely  long  straight 
wire  carrying  an  electric  current.  If  a  man  were  to  place  himself 
in  imagination  in  the  position  of  the  wire,  so  that  the  current 
should  flow  from  his  head  to  his  feet,  then  a  magnet  suspended 
freely  before  him  would  set  itself  so  that  the  end  which  points  north 
would,  under  the  action  of  the  current,  point  to  his  right  hand. 
The  lines  of  magnetic  force  are  everywhere  at  right  angles  to 
planes  drawn  through  the  wire,  and  are  there 
fore  circles  each  in  a  plane  perpendicular  to 
the  wire,  which  passes  through  its  centre. 
The  pole  of  a  magnet  which  points  north,  if 
carried  round  one  of  these  circles  from  left  to 
right,  would  experience  a  force  acting  always 
in  the  direction  of  its  motion.  The  other 
pole  of  the  same  magnet  would  experience 
a  force  in  the  opposite  direction. 

478.]  To  compare  these  forces  let  the  wire 
be  supposed  vertical,  and  the  current  a  de 
scending  one,  and  let  a  magnet  be  placed  on 
an  apparatus  which  is  free  to  rotate  about  a 
vertical  axis  coinciding  with  the  wire.  It 
is  found  that  under  these  circumstances  the 
current  has  no  effect  in  causing  the  rotation 
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of  the  apparatus  as  a  whole  about  itself  as  an  axis.  Hence  the 
action  of  the  vertical  current  on  the  two  poles  of  the  magnet  is 
such  that  the  statical  moments  of  the  two  forces  about  the  current 
as  an  axis  are  equal  and  opposite.  Let  m-^  and  m.2  be  the  strengths 
of  the  two  poles,  ^  and  r2  their  distances  from  the  axis  of  the  wire, 
^i  and  1\  the  intensities  of  the  magnetic  force  due  to  the  current  at 
the  two  poles  respectively,  then  the  force  on  %  is  m1T1)  and 
since  it  is  at  right  angles  to  the  axis  its  moment  is  ml  Tt  rr 
Similarly  that  of  the  force  on  the  other  pole  is  w2272ra,  and  since 
there  is  no  motion  observed, 
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But  we  know  that  in  all  magnets 

Hence  T^  =  T2r2, 

or  the  electromagnetic  force  due  to  a  straight  current  of  infinite 
length  is  perpendicular  to  the  current,  and  varies  inversely  as  the 
distance  from  it. 

479.]  Since  the  product  Tr  depends  on  the  strength  of  the 
current  it  may  be  employed  as  a  measure  of  the  current.  This 
method  of  measurement  is  different  from  that  founded  upon  elec 
trostatic  phenomena,  and  as  it  depends  on  the  magnetic  phenomena 
produced  by  electric  currents  it  is  called  the  Electromagnetic  system 
of  measurement.  In  the  electromagnetic  system  if  i  is  the  current, 

Tr  =  2i. 

480.]  If  the  wire  be  taken  for  the  axis  of  z,  then  the  rectangular 
components  of  T  are 

2%2  '  =   2l  r2*  Z=   °' 

Here  Xdx  +  Ydy  +  Zdz  is  a  complete  differential;  being  that  of 

x 

Hence  the  magnetic  force  in  the  field  can  be  deduced  from  a 
potential  function,  as  in  several  former  instances,  but  the  potential 
is  in  this  case  a  function  having  an  infinite  series  of  values  whose 
common  difference  is  4^.  The  differential  coefficients  of  the 
potential  with  respect  to  the  coordinates  have,  however,  definite  and 
single  values  at  every  point. 

The  existence  of  a  potential  function  in  the  field  near  an  electric 
current  is  not  a  self-evident  result  of  the  principle  of  the  con 
servation  of  energy,  for  in  all  actual  currents  there  is  a  continual 
expenditure  of  the  electric  energy  of  the  battery  in  overcoming  the 
resistance  of  the  wire,  so  that  unless  the  amount  of  this  expenditure 
were  accurately  known,  it  might  be  suspected  that  part  of  the 
energy  of  the  battery  may  be  employed  in  causing  work  to  be 
done  on  a  magnet  moving  in  a  cycle.  In  fact,  if  a  magnetic  pole, 
m,  moves  round  a  closed  curve  which  embraces  the  wire,  work 
is  actually  done  to  the  amount  of  47rmi.  It  is  only  for  closed 
paths  which  do  not  embrace  the  wire  that  the  line-integral  of  the 
force  vanishes.  We  must  therefore  for  the  present  consider  the 
law  of  force  and  the  existence  of  a  potential  as  resting  on  the 
evidence  of  the  experiment  already  described. 
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481.]  If  we  consider  the  space  surrounding  an  infinite  straight 
line  we  shall  see  that  it  is  a  cyclic  space,  because  it  returns  into 
itself.  If  we  now  conceive  a  plane,  or  any  other  surface,  com 
mencing  at  the  straight  line  and  extending  on  one  side  of  it 
to  infinity,  this  surface  may  be  regarded  as  a  diaphragm  which 
reduces  the  cyclic  space  to  an  acyclic  one.  If  from  any  fixed  point 
lines  be  drawn  to  any  other  point  without  cutting  the  diaphragm, 
and  the  potential  be  defined  as  the  line-integral  of  the  force  taken 
along  one  of  these  lines,  the  potential  at  any  point  will  then  have 
a  single  definite  value. 

The  magnetic  field  is  now  identical  in  all  respects  with  that  due 
to  a  magnetic  shell  coinciding  with  this  surface,  the  strength  of 
the  shell  being  i.  This  shell  is  bounded  on  one  edge  by  the  infinite 
straight  line.  The  other  parts  of  its  boundary  are  at  an  infinite 
distance  from  the  part  of  the  field  under  consideration. 

482.]  In  all  actual  experiments  the  current  forms  a  closed  circuit 
of  finite  dimensions.  We  shall  therefore  compare  the  magnetic 
action  of  a  finite  circuit  with  that  of  a  magnetic  shell  of  which  the 
circuit  is  the  bounding  edge. 

It  has  been  shewn  by  numerous  experiments,  of  which  the 
earliest  are  those  of  Ampere,  and  the  most  accurate  those  of  Weber, 
that  the  magnetic  action  of  a  small  plane  circuit  at  distances  which 
are  great  compared  with  the  dimensions  of  the  circuit  is  the  same 
as  that  of  a  magnet  whose  axis  is  normal  to  the  plane  of  the  circuit, 
and  whose  magnetic  moment  is  equal  to  the  area  of  the  circuit 
multiplied  by  the  strength  of  the  current, 

If  the  circuit  be  supposed  to  be  filled  up  by  a  surface  bounded 
by  the  circuit  and  thus  forming  a  diaphragm,  and  if  a  magnetic 
shell  of  strength  i  coinciding  with  this  surface  be  substituted  for 
the  electric  current,  then  the  magnetic  action  of  the  shell  on  all 
distant  points  will  be  identical  with  that  of  the  current. 

483.]  Hitherto  we  have  supposed  the  dimensions  of  the  circuit 
to  be  small  compared  with  the  distance  of  any  part  of  it  from 
the  part  of  the  field  examined.  We  shall  now  suppose  the  circuit 
to  be  of  any  form  and  size  whatever,  and  examine  its  action  at  any 
point  P  not  in  the  conducting  wire  itself.  The  following  method, 
which  has  important  geometrical  applications,  was  introduced  by 
Ampere  for  this  purpose. 

Conceive  any  surface  8  bounded  by  the  circuit  and  not  passing 
through  the  point  P.  On  this  surface  draw  two  series  of  lines 
crossing  each  other  so  as  to  divide  it  into  elementary  portions,  the 
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dimensions  of  which  are  small  compared  with  their  distance  from 
P,  and  with  the  radii  of  curvature  of  the  surface. 

Round  each  of  these  elements  conceive  a  current  of  strength  i  to 
flow,  the  direction  of  circulation  being  the  same  in  all  the  elements 
as  it  is  in  the  original  circuit. 

Along  every  line  forming  the  division  between  two  contiguous 
elements  two  equal  currents  of  strength  i  flow  in  opposite  direc 
tions. 

The  effect  of  two  equal  and  opposite  currents  in  the  same  place 
is  absolutely  zero,  in  whatever  aspect  we  consider  the  currents. 
Hence  their  magnetic  effect  is  zero.  The  only  portions  of  the 
elementary  circuits  which  are  not  neutralized  in  this  way  are  those 
which  coincide  with  the  original  circuit.  The  total  effect  of  the 
elementary  circuits  is  therefore  equivalent  to  that  of  the  original 
circuit. 

484.]  Now  since  each  of  the  elementary  circuits  may  be  con 
sidered  as  a  small  plane  circuit  whose  distance  from  P  is  great 
compared  with  its  dimensions,  we  may  substitute  for  it  an  ele 
mentary  magnetic  shell  of  strength  i  whose  bounding  edge  coincides 
with  the  elementary  circuit.  The  magnetic  effect  of  the  elementary 
shell  on  P  is  equivalent  to  that  of  the  elementary  circuit.  The 
whole  of  the  elementary  shells  constitute  a  magnetic  shell  of 
strength  i,  coinciding  with  the  surface  S  and  bounded  by  the 
original  circuit,  and  the  magnetic  action  of  the  whole  shell  on  P 
is  equivalent  to  that  of  the  circuit. 

It  is  manifest  that  the  action  of  the  circuit  is  independent 
of  the  form  of  the  surface  S,  which  was  drawn  in  a  perfectly 
arbitrary  manner  so  as  to  fill  it  up.  We  see  from  this  that  the 
action  of  a  magnetic  shell  depends  only  on  the  form  of  its  edge 
and  not  on  the  form  of  the  shell  itself.  This  result  we  obtained 
before,  in  Art.  410,  but  it  is  instructive  to  see  how  it  may  be 
deduced  from  electromagnetic  considerations. 

The  magnetic  force  due  to  the  circuit  at  any  point  is  therefore 
identical  in  magnitude  and  direction  with  that  due  to  a  magnetic 
shell  bounded  by  the  circuit  and  not  passing  through  the  point, 
the  strength  of  the  shell  being  numerically  equal  to  that  of  the 
current.  The  direction  of  the  current  in  the  circuit  is  related  to 
the  direction  of  magnetization  of  the  shell,  so  that  if  a  man  were 
to  stand  with  his  feet  on  that  side  of  the  shell  which  we  call  the 
positive  side,  and  which  tends  to  point  to  the  north,  the  current  in 
front  of  him  would  be  from  right  to  left. 
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485.]  The  magnetic  potential  of  the  circuit,  however,  differs 
from  that  of  the  magnetic  shell  for  those  points  which  are  in  the 
substance  of  the  magnetic  shell. 

If  CD  is  the  solid  angle  subtended  at  the  point  P  by  the  magnetic 
shell,  reckoned  positive  when  the  positive  or  austral  side  of  the  shell 
is  next  to  P,  then  the  magnetic  potential  at  any  point  not  in  the 
shell  itself  is  ox/>,  where  <£  is  the  strength  of  the  shell.  At  any 
point  in  the  substance  of  the  shell  itself  we  may  suppose  the  shell 
divided  into  two  parts  whose  strengths  are  fa  and  fa,  where 
fa  -{-  fa  =  (f>,  such  that  the  point  is  on  the  positive  side  of  fa  and 
on  the  negative  side  of  fa  .  The  potential  at  this  point  is 


On  the  negative  side  of  the  shell  the  potential  becomes  $(G>  —  4-77). 
In  this  case  therefore  the  potential  is  continuous,  and  at  every 
point  has  a  single  determinate  value.  In  the  case  of  the  electric 
circuit,  on  the  other  hand,  the  magnetic  potential  at  every  point 
not  in  the  conducting  wire  itself  is  equal  to  ita,  where  i  is  the 
strength  of  the  current,  and  to  is  the  solid  angle  subtended  by  the 
circuit  at  the  point,  and  is  reckoned  positive  when  the  current,  as 
seen  from  P,  circulates  in  the  direction  opposite  to  that  of  the  hands 
of  a  watch. 

The  quantity  2o>  is  a  function  having  an  infinite  series  of  values 
whose  common  difference  is  4iri.  The  differential  coefficients  of 
«o)  with  respect  to  the  coordinates,  have,  however,  single  and  de 
terminate  values  for  every  point  of  space. 

486.]  If  a  long  thin  flexible  solenoidal  magnet  were  placed  in 
the  neighbourhood  of  an  electric  circuit,  the  north  and  south  ends 
of  the  solenoid  would  tend  to  move  in  opposite  directions  round 
the  wire,  and  if  they  were  free  to  obey  the  magnetic  force  the 
magnet  would  finally  become  wound  round  the  wire  in  a  close 
coil.  If  it  were  possible  to  obtain  a  magnet  having  only  one  pole, 
or  poles  of  unequal  strength,  such  a  magnet  would  be  moved  round 
and  round  the  wire  continually  in  one  direction,  but  since  the  poles 
of  every  magnet  are  equal  and  opposite,  this  result  can  never  occur. 
Faraday,  however,  has  shewn  how  to  produce  the  continuous  rota 
tion  of  one  pole  of  a  magnet,  round  an  electric  current  by  making 
it  possible  for  one  pole  to  go  round  and  round  the  current  while 
the  other  pole  does  not.  That  this  process  may  be  repeated  in 
definitely,  the  body  of  the  magnet  must  be  transferred  from  one 
side  of  the  current  to  the  other  once  in  each  revolution.  To  do 
this  without  interrupting  the  flow  of  electricity,  the  current  is  split 
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into  two  branches,  so  that  when  one  branch  is  opened  to  let  the 
magnet  pass  the  current  continues  to  flow  through  the  other. 
Faraday  used  for  this  purpose  a  circular  trough  of  mercury,  as 
shewn  in  Fig.  23,  Art.  491.  The  current  enters  the  trough  through 
the  wire  AJB,  it  is  divided  at  B>  and  after  flowing  through  the  arcs 
£QP  and  BRP  it  unites  at  P,  and  leaves  the  trough  through  the 
wire  PO,  the  cup  of  mercury  0,  and  a  vertical  wire  beneath  0, 
down  which  the  current  flows. 

The  magnet  (not  shewn  in  the  figure),  is  mounted  so  as  to  be 
capable  of  revolving  about  a  vertical  axis  through  0,  and  the  wire 
OP  revolves  with  it.  The  body  of  the  magnet  passes  through  the 
aperture  of  the  trough,  one  pole,  say  the  north  pole,  being  beneath 
the  plane  of  the  trough,  and  the  other  above  it.  As  the  magnet 
and  the  wire  OP  revolve  about  the  vertical  axis,  the  current  is 
gradually  transferred  from  the  /branch  of  the  trough  which  lies  in 
front  of  the  magnet  to  that  which  lies  behind  it,  so  that  in  every 
complete  revolution  the  magnet  passes  from  one  side  of  the  current 
to  the  other.  The  north  pole  of  the  magnet  revolves  about  the 
descending  current  in  the  direction  N.E.S.W.  and  if  CD,  o>'  are  the 
solid  angles  (irrespective  of  sign)  subtended  by  the  circular  trough 
at  the  two  poles,  the  work  done 'by  the  electromagnetic  force  in  a 
complete  revolution  is 

mi  (in  —  a)  —  a/), 

where  m  is  the  strength  of  either  pole,  and  i  the  strength  of  the 
current  *. 

487.]  Let  us  now  endeavour  to  form  a  notion  of  the  state  of  the 
magnetic  field  near  a  linear  electric  circuit. 

Let  the  value  of  oo,  the  solid  angle  subtended  by  the  circuit, 
be  found  for  every  point  of  space,  and  let  the  surfaces  for  which 

*  [This  problem  may  be  discussed  as  follows :  Referring  to  Fig.  23,  Art.  491, 
let  us  take  OP  in  any  position  and  introduce  imaginary  balancing  currents  i  along 
BO  and  x,  y  along  OB.  As  the  magnet  attached  to  OP  is  carried  through  a 
complete  revolution  no  work  is  done  on  the  south  pole  by  the  current  i,  supposed  to 
pass  along  ABOZ,  that  pole  describing  a  closed  curve  which  does  not  embrace  the 
current.  The  north  pole  however  describes  a  closed  curve  which  does  embrace 
the  current,  and  the  work  done  upon  it  is  4  IT  mi.  We  have  now  to  estimate  the 
effects  of  the  currents  x  in  the  circuit  BPO  and  y  in  the  circuit  BRPO.  The 
potential  of  the  north  pole  which  is  below  the  planes  of  those  circuits  will  be 

—  mxoo0  +  iny  (o>  —  WQ)    and,  of  the  south,     —  mx<af0  —  my  (  —  U'  +  W'Q), 
where  cog  and  OJQ  denote  the  solid  angles  subtended  at  the  two  poles  by  BOP,  and  &>, 
&>'  those  subtended  by  the  circular  trough.     The  resultant  potential  is 
m  y  (o>  +  «')  —  mi  (WQ  +  U>'Q). 

Hence  as  OP  revolves  from  OP  in  the  direction  NE8W  back  to  OP  again  the 
potential  will  change  by  —  wu  («  +  «').  The  work  done  by  the  currents  is  therefore 
that  given  in  the  text.] 
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a)  is  constant  be  described.  These  surfaces  will  be  the  equipotential 
surfaces.  Each  of  these  surfaces  will  be  bounded  by  the  circuit, 
and  any  two  surfaces,  o^  and  co2,  will  meet  in  the  circuit  at  an 
angle  i^-o^)*. 

Figure  XVIII,  at  the  end  of  this  volume,  represents  a  section 
of  the  equipotential  surfaces  due  to  a  circular  current.  The  small 
circle  represents  a  section  of  the  conducting  wire,  and  the  hori 
zontal  line  at  the  bottom  of  the  figure  is  the  perpendicular  to  the 
plane  of  the  circular  current  through  its  centre.  The  equipotential 
surfaces,  24  of  which  are  drawn  corresponding  to  a  series  of  values 

of  co  differing  by  - ,  are  surfaces  of  revolution,  having  this  line  for 

their  common  axis.  They  are  evidently  oblate  figures,  being  flat 
tened  in  the  direction  of  the  axis.  They  meet  each  other  in  the  line 
of  the  circuit  at  angles  of  1 5°. 

The  force  acting  on  a  magnetic  pole  placed  at  any  point  of  an 
equipotential  surface  is  perpendicular  to  this  surface,  and  varies 
inversely  as  the  distance  between  consecutive  surfaces.  The  closed 
curves  surrounding  the  section  of  the  wire  in  Fig.  XVIII  are  the 
lines  of  force.  They  are  copied  from  Sir  W.  Thomson's  Paper  on 
'Vortex  Motion f.'  See  also  Art.  702. 

Action  of  an  Electric  Circuit  on  any  Magnetic  System. 

488.]  We  are  now  able  to  deduce  the  action  of  an  electric  circuit 
on  any  magnetic  system  in  its  neighbourhood  from  the  theory  of 
magnetic  shells.  For  if  we  construct  a  magnetic  shell,  whose 
strength  is  numerically  equal  to  the  strength  of  the  current,  and 
whose  edge  coincides  in  position  with  the  circuit,  while  the  shell 
itself  does  not  pass  through  any  part  of  the  magnetic  system,  the 
action  of  the  shell  on  the  magnetic  system  will  be  identical  with 
that  of  the  electric  current. 

'Reaction  of  the  Magnetic  System  on  the  Electric  Circuit. 

489.]  From  this,  applying  the  principle  that  action  and  reaction 
are  equal  and  opposite,  we  conclude  that  the  mechanical  action  of 

*  [For  let  0  be  any  point  of  the  circuit  and  let  the  normal  plane  at  0  cut  the 
osculating  plane  and  the  tangent  planes  to  the  two  surfaces  at  the  same  point  in  OP, 
0Q,  OR  respectively.  The  points  Q,  E  are  so  close  to  0  that  they  may  be  regarded 
as  being  on  the  two  surfaces  and  QR  is  taken  parallel  to  the  osculating  plane.  The 
solid  angles  at  Q,  R  will  then  approximate  to  the  form  of  lunes  and  their  values  will 
accordingly  be 
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the   magnetic  system  on  the  electric   circuit  is  identical  with  its 
action  on  a  magnetic  shell  having  the  circuit  for  its  edge. 

The  potential  energy  of  a  magnetic  shell  of  strength  $  placed 
in  a  field  of  magnetic  force  of  which  the  potential  is  7,  is,  by 
Art.  410, 


M 


fr,,dT       AT       dV 
=<£      (l  —+m-r-+n-r 

JJ  ^  dx         d  dz 


where  /,  m,  n  are  the  direction-cosines  of  the  normal  drawn  from  the 
positive  side  of  the  element  dS  of  the  shell,  and  the  integration 
is  extended  over  the  surface  of  the  shell. 
Now  the  surface-integral 


where  a,  b,  c  are  the  components  of  the  magnetic  induction,  re 
presents  the  quantity  of  magnetic  induction  through  the  shell,  or, 
in  the  language  of  Faraday,  the  number  of  lines  of  magnetic  in 
duction,  reckoned  algebraically,  which  pass  through  the  shell  from 
the  negative  to  the  positive  side,  lines  which  pass  through  the 
shell  in  the  opposite  direction  being  reckoned  negative. 

Kemembering  that  the  shell  does  not  belong   to  the  magnetic 
system  to   which  the  potential   T  is  due,  and  that  the  magnetic 
force  is  therefore  equal  to  the  magnetic  induction,  we  have 
dV  dV  dV 

&   —  —  ~z  —  )  0  —  —  -=  —  ,  C   —  —  -=        ) 

dx  dy  dz 

and  we  may  write  the  value  of  M, 


If  80J  represents  any  displacement  of  the  shell,  and  Xl  the  force 
acting  on  the  shell  so  as  to  aid  the  displacement,  then  by  the 
principle  of  conservation  of  energy, 


^ 

or  X  —  <b  -7—  • 

^  dx 

We  have  now  determined  the  nature  of  the  force  which  cor 
responds  to  any  given  displacement  of  the  shell.  It  aids  or  resists 
that  displacement  accordingly  as  the  displacement  increases  or 
diminishes  N,  the  number  of  lines  of  induction  which  pass  through 
the  shell. 

The  same  is  true  of  the  equivalent  electric  circuit.  Any  dis 
placement  of  the  circuit  will  be  aided  or  resisted  accordingly  as  it 
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increases  or  diminishes  the  number  of  lines  of  induction  which  pass 
through  the  circuit  in  the  positive  direction. 

We  must  remember  that  the  positive  direction  of  a  line  of 
magnetic  induction  is  the  direction  in  which  the  pole  of  a  magnet 
which  points  north  tends  to  move  along  the  line,  and  that  a  line 
of  induction  passes  through  the  circuit  in  the  positive  direction, 
when  the  direction  of  the  line  of  induction  is  related  to  the 
direction  of  the  current  of  vitreous  electricity  in  the  circuit  as 
the  longitudinal  to  the  rotational  motion  of  a  right-handed  screw. 
See  Art.  23. 

490.]  It  is  manifest  that  the  force  corresponding  to  any  dis 
placement  of  the  circuit  as  a  whole  may  be  deduced  at  once  from 
the  theory  of  the  magnetic  shell.  But  this  is  not  all.  If  a  portion 
of  the  circuit  is  flexible,  so  that  it  may  be  displaced  independently 
of  the  rest,  we  may  make  the  edge  of  the  shell  capable  of  the  same 
kind  of  displacement  by  cutting  up  the  surface  of  the  shell  into 
a  sufficient  number  of  portions  connected  by  flexible  joints.  Hence 
we  conclude  that  if  by  the  displacement  of  any  portion  of  the  circuit 
in  a  given  direction  the  number  of  lines  of  induction  which  pass 
through  the  circuit  can  be  increased,  this  displacement  will  be  aided 
by  the  electromagnetic  force  acting  on  the  circuit. 

Every  portion  of  the  circuit  therefore  is  acted  on  by  a  force 
urging  it  across  the  lines  of  magnetic  induction  so  as  to  include 
a  greater  number  of  these  lines  within  the  embrace  of  the  circuit, 
and  the  work  done  by  the  force  during  this  displacement  is 
numerically  equal  to  the  number  of  the  additional  lines  of  in 
duction  multiplied  by  the  strength  of  the  current. 

Let  the  element  ds  of  a  circuit,  in  which  a  current  of  strength 
i  is  flowing,  be  moved  parallel  to  itself  through  a  space  8#,  it  will 
sweep  out  an  area  in  the  form  of  a  parallelogram  whose  sides  are 
parallel  and  equal  to  ds  and  8 x  respectively. 

If  the  magnetic  induction  is  denoted  by  33,  and  if  its  direction 
makes  an  angle  €  with  the  normal  to  the  parallelogram,  the  value 
of  the  increment  of  N  corresponding  to  the  displacement  is  found 
by  multiplying  the  area  of  the  parallelogram  by  33  cos  €.  The  result 
of  this  operation  is  represented  geometrically  by  the  volume  of  a 
parallelepiped  whose  edges  represent  in  magnitude  and  direction 
b xy  ds,  and  33,  and  it  is  to  be  reckoned  positive  if  when  we  point 
in  these  three  directions  in  the  order  here  given  the  pointer 
moves  round  the  diagonal  of  the  parallelepiped  in  the  direction  of  the 
hands  of  a  watch.  The  volume  of  this  parallelepiped  is  equal  to  Xbx. 
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If  0  is  the  angle  between  els  and  S3,  the  area  of  the  parallelogram 
is  ds .  S3  sin  6,  and  if  r]  is  the  angle  which  the  displacement  6# 
makes  with  the  normal  to  this  parallelogram,  the  volume  of  the 
parallelepiped  is 

ds .  S3  sin  0 .  5#  cos  r\  =  bN. 

Now  Xbx  =  ibN  =  ids.  $$  sin0S#  cos  77, 

and  X  —  ids.  33  sin 0  cos  77 

is  the  force  which  urges  ds,  resolved  in  the  direction  8  a?. 

The  direction  of  this  force  is  therefore  perpendicular  to  the  paral 
lelogram,  and  is  equal  to  i .  ds  .  S3  sin  0. 

This  is  the  area  of  a  parallelogram  whose  sides  represent  in  mag 
nitude  and  direction  ids  and  S3.  The  force  acting  on  ds  is  therefore 
represented  in  magnitude  by  the  area  of  this  parallelogram,  and 
in  direction  by  a  normal  to  its  plane  drawn  in  the  direction  of  the 
longitudinal  motion  of  a  right-handed  screw,  the  handle  of  which 
is  turned  from  the  direction  of  the  current  ids  to  that  of  the 
magnetic  induction  S3. 

We  may  express  in  the  language  of 
Quaternions,  both  the  direction  and 
the  magnitude  of  this  force  by  saying 
that  it  is  the  vector  part  of  the  result 
of  multiplying  the  vector  ids,  the 
element  of  the  current,  by  the  vector 
S3,  the  magnetic  induction. 

491.]  We  have  thus  completely  de 
termined  the  force  which  acts  on  any 
portion  of  an  electric  circuit  placed  in 
a  magnetic  field.  If  the  circuit  is 

moved  in  any  way  so  that,  after  assuming  various  forms  and 
positions,  it  returns  to  its  original  place,  the  strength  of  the 
current  remaining  constant  during  the  motion,  the  whole  amount 
of  work  done  by  the  electromagnetic  forces  will  be  zero.  Since 
this  is  true  of  any  cycle  of  motions  of  the  circuit,  it  follows  that 
it  is  impossible  to  maintain  by  electromagnetic  forces  a  motion 
of  continuous  rotation  in  any  part  of  a  linear  circuit  of  constant 
strength  against  the  resistance  of  friction,  &c. 

It  is  possible,  however,  to  produce  continuous  rotation  provided 
that  at  some  part  of  the  course  of  the  electric  current  the  current 
passes  from  one  conductor  which  slides  or  glides  over  another. 

When  in  a  circuit  there  is  sliding  contact  of  a  conductor  over 
the  surface  of  a  smooth  solid  or  a  fluid,  the  circuit  can  no  longer 
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be  considered  as  a  single  linear  circuit  of  constant  strength,  but 
must  be  regarded  as  a  system  of  two  or  of  some  greater  number  of 
circuits  of  variable  strength,  the  current  being  so  distributed 
among  them  that  those  for  which  N  is  increasing  have  currents 
in  the  positive  direction,  while  those  for  which  N  is  diminishing 
have  currents  in  the  negative  direction. 

Thus,  in  the  apparatus  represented  in  Fig.  23,  OP  is  a  moveable 
conductor,  one  end  of  which  rests  in  a  cup  of  mercury  0,  while  the 
other  dips  into  a  circular  trough  of  mercury  concentric  with  0. 

The  current  i  enters  along 
AB}  and  divides  in  the  circular 
trough  into  two  parts,  one  of 
which,  SB,  flows  along  the  arc 
J5QP,  while  the  other,  y,  flows 
along  BRP.  These  currents, 
uniting  at  P,  flow  along  the 
moveable  conductor  PO  and 
the  electrode  OZ  to  the  zinc 
end  of  the  battery.  The 
strength  of  the  current  along 
OP  and  OZ  is  x-\-y  or  i. 

Here  we  have  two  circuits,  ABQPOZ,  the  strength  of  the  current 
in  which  is  #,  flowing*  in  the  positive  direction,  and  ABRPOZ,  the 
strength  of  the  current  in  which  is  y,  flowing  in  the  negative 
direction. 

Let  33  be  the  magnetic  induction,  and  let  it  be  in  an  upward 
direction,  normal  to  the  plane  of  the  circle. 

While  OP  moves  through  an  angle  6  in  the  direction  opposite 
to  that  of  the  hands  of  a  watch,  the  area  of  the  first  circuit  increases 
by  ^OP2.0,  and  that  of  the  second  diminishes  by  the  same  quantity. 
Since  the  strength  of  the  current  in  the  first  circuit  is  #,  the  work 
done  by  it  is  \x  .  OP2.  0  .  33,  and  since  the  strength  of  the  second 
is  —y,  the  work  done  by  it  is  \y.OP*.  0%.  The  whole  work  done 

is  therefore 

or       *.  OP2.  023, 


Fig.  23. 


depending  only  on  the  strength  of  the  current  in  PO.  Hence,  if 
i  is  maintained  constant,  the  arm  OP  will  be  carried  round  and 
round  the  circle  with  a  uniform  force  whose  moment  is  \  i  .  OP2  33. 
If,  as  in  northern  latitudes,  33  acts  downwards,  and  if  the  current 
is  inwards,  the  rotation  will  be  in  the  negative  direction,  that  is, 
in  the  direction  PQBR. 


493-]  ACTION   BETWEEN   TWO   CUEEENTS. 

492.]  We  are  now  able  to  pass  from  the  mutual  action  of 
magnets  and  currents  to  the  action  of  one  current  on  another. 
For  we  know  that  the  magnetic  properties  of  an  electric  circuit  C19 
with  respect  to  any  magnetic  system  M2,  are  identical  with  those 
of  a  magnetic  shell'  Sl}  whose  edge  coincides  with  the  circuit,  and 
whose  strength  is  numerically  equal  to  that  of  the  electric  current. 
Let  the  magnetic  system  M2  be  a  magnetic  shell  S29  then  the 
mutual  action  between  ^  and  S2  is  identical  with  that  between  ^ 
and  a  circuit  <72,  coinciding  with  the  edge  of  S.2  and  equal  in 
numerical  strength,  and  this  latter  action  is  identical  with  that 
between  C±  and  C2. 

Hence  the  mutual  action  between  two  circuits,  C±  and  C2  is 
identical  with  that  between  the  corresponding  magnetic  shells  S1 


and  S2. 


We  have  already  investigated,  in  Art.  423,  the  mutual  action 
of  two  magnetic  shells  whose  edges  are  the  closed  curves  9L  and  s2. 

n,                               T*2  /"'i  cos  e 
we  make  M  =  /     /     ds,  ds* 

.'o  Jo       r 

where  «  is  the  angle  between  the  directions  of  the  elements  ds^  and 
ds2i  and  f  is  the  distance  between  them,  the  integration  beino- 
extended  once  round  s2  and  once  round  <915  and  if  we  call  M  the 
potential  of  the  two  closed  curves  sl  and  s2,  then  the  potential 
energy  due  to  the  mutual  action  of  two  magnetic  shells  whose 
strengths  are  \  and  i2  bounded  by  the  two  circuits  is 

and  the  force  X,  which  aids  any  displacement  6  x,  is 

.  .  dM 
*' h  dx  ' 

The  whole  theory  of  the  force  acting  on  any  portion  of  an  electric 
circuit  due  to  the  action  of  another  electric  circuit  may  be  deduced 
from  this  result. 

493.]  The  method  which  we  have  followed  in  this  chapter  is 
that  of  Faraday.  Instead  of  beginning,  as  we  shall  do,  following 
Ampere,  in  the  next  chapter,  with  the  direct  action  of  a  portion 
of  one  circuit  on  a  portion  of  another,  we  shew,  first,  that  a  circuit 
produces  the  same  effect  on  a  magnet  as  a  magnetic  shell,  or,  in 
other  words,  we  determine  the  nature  of  the  magnetic  field  due 
to  the  circuit.  We  shew,  secondly,  that  a  circuit  when  placed  in 
any  magnetic  field  experiences  the  same  force  as  a  magnetic  shell. 
We  thus  determine  the  force  acting  on  the  circuit  placed  in  any 
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magnetic  field.  Lastly,  by  supposing  the  magnetic  field  to  be  due 
to  a  second  electric  circuit  we  determine  the  action  of  one  circuit 
on  the  whole  or  any  portion  of  the  other. 

494.]  Let  us  apply  this  method  to  the  case  of  a  straight  current 
of  infinite  length  acting  on  a  portion  of  a  parallel  straight  con 
ductor. 

Let  us  suppose  that  a  current  i  in  the  first  conductor  is  flowing 
vertically  downwards.  In  this  case  the  end  of  a  magnet  which 
points  north  will  point  to  the  right-hand  of  a  man  looking  at  it 
from  the  axis  of  the  current. 

The  lines  of  magnetic  induction  are  therefore  horizontal  circles, 
having  their  centres  in  the  axis  of  the  current,  and  their  positive 
direction  is  north,  east,  south,  west. 

Let  another  descending  vertical  current  be  placed  due  west  of 
the  first.  The  lines  of  magnetic  induction  due  to  the  first  current 
are  here  directed  towards  the  north.  The  direction  of  the  force 
acting  on  the  second  current  is  to  be  determined  by  turning  the 
handle  of  a  right-handed  screw  from  the  nadir,  the  direction  of 
the  current,  to  the  north,  the  direction  of  the  magnetic  induction. 
The  screw  will  then  move  towards  the  east,  that  is,  the  force  acting 
on  the  second  current  is  directed  towards  the  first  current,  or,  in 
general,  since  the  phenomenon  depends  only  on  the  relative  position 
of  the  currents,  two  parallel  currents  in  the  same  direction  attract 
each  other. 

In  the  same  way  we  may  shew  that  two  parallel  currents  in 
opposite  directions  repel  one  another. 

495.]  The  intensity  of  the  magnetic  induction  at  a  distance  r 
from  a  straight  current  of  strength  i  is,  as  we  have  shewn  in 
Art.  479,  * 

r 

Hence,  a  portion  of  a  second  conductor  parallel  to  the  first,  and 
carrying  a  current  i'  in  the  same  direction,  will  be  attracted  towards 
the  first  with  a  force  „  _  ..,a 

r 

where  a  is  the  length  of  the  portion  considered,  and  r  is  its  distance 
from  the  first  conductor. 

Since  the  ratio  of  a  to  r  is  a  numerical  quantity  independent  of 
the  absolute  value  of  either  of  these  lines,  the  product  of  two 
currents  measured  in  the  electromagnetic  system  must  be  of  the 
dimensions  of  a  force,  hence  the  dimensions  of  the  unit  current  are 
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496.]  Another  method  of  determining-  the  direction  of  the  force 
which  acts  on  a  current  is  to  consider  the  relation  of  the  magnetic 
action  of  the  current  to  that  of  other  currents  and  magnets. 

If  on  one  side  of  the  wire  which  carries  the  current  the  magnetic 
action  due  to  the  current  is  in  the  same  or  nearly  the  same  direction 
as  that  due  to  other  currents,  then,  on  the  other  side  of  the  wire, 
these  forces  will  be  in  opposite  or  nearly  opposite  directions,  and 
the  force  acting  on  the  wire  will  be  from  the  side  on  which  the 
forces  strengthen  each  other  to  the  side  on  which  they  oppose  each 
other. 

Thus,  if  a  descending  current  is  placed  in  a  field  of  magnetic 
force  directed  towards  the  north,  its  magnetic  action  will  be  to  the 
north  on  the  west  side,  and  to  the  south  on  the  east  side.  Hence 
the  forces  strengthen  each  other  on  the  west  side  and  oppose  each 
other  on  the  east  side,  and  the  current  will  therefore  be  acted  on 
by  a  force  from  west  to  east.  See  Fig  22,  p.  139. 

In  Fig.  XVII  at  the  end  of  this  volume  the  small  circle  represents 
a  section  of  the  wire  carrying  a  descending  current,  and  placed 
in  a  uniform  field  of  magnetic  force  acting  towards  the  left-hand 
of  the  figure.  The  magnetic  force  is  greater  below  the  wire  than 
above  it.  It  will  therefore  be  urged  from  the  bottom  towards  the 
top  of  the  figure. 

497.]  If  two  currents  are  in  the  same  plane  but  not  parallel, 
we  may  apply  this  principle.  Let  one  of  the  conductors  be  an 
infinite  straight  wire  in  the  plane  of  the  paper,  supposed  horizontal. 
On  the  right  side  of  the  current  the  magnetic  force  acts  downwards 
and  on  the  left  side  it  acts  upwards.  The  same  is  true  of  the  mag 
netic  force  due  to  any  short  portion  of  a  second  current  in  the  same 
plane.  If  the  second  current  is  on  the  right  side  of  the  first,  the 
magnetic  forces  will  strengthen  each  other  on  its  right  side  and 
oppose  each  other  on  its  left  side.  Hence  the  second  current  will 
be  acted  on  by  a  force  urging  it  from  its  right  side  to  its  left  side. 
The  magnitude  of  this  force  depends  only  on  the  position  of  the 
second  current  and  not  on  its  direction.  If  the  second  current  is 
on  the  left  side  of  the  first  it  will  be  urged  from  left  to  right. 

Hence,  if  the  second  current  is  in  the  same  direction  as  the  first 
it  is  attracted  ;  if  in  the  opposite  direction  it  is  repelled ;  if  it  flows 
at  right  angles  to  the  first  and  away  from  it,  it  is  urged  in  the 
direction  of  the  first  current ;  and  if  it  flows  toward  the  first  current, 
it  is  urged  in  the  direction  opposite  to  that  in  which  the  first 
current  flows. 
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In  considering  the  mutual  action  of  two  currents  it  is  not  neces 
sary  to  bear  in  mind  the  relations  between  electricity  and  magnetism 
which  we  have  endeavoured  to  illustrate  by  means  of  a  right-handed 
screw.  Even  if  we  have  forgotten  these  relations  we  shall  arrive 
at  correct  results,  provided  we  adhere  consistently  to  one  of  the  two 
possible  forms  of  the  relation. 

498.]  Let  us  now  bring  together  the  magnetic  phenomena  of 
the  electric  circuit  so  far  as  we  have  investigated  them. 

We  may  conceive  the  electric  circuit  to  consist  of  a  voltaic 
battery,  and  a  wire  connecting  its  extremities,  or  of  a  thermoelectric 
arrangement,  or  of  a  charged  Ley  den  jar  with  a  wire  connecting  its 
positive  and  negative  coatings,  or  of  any  other  arrangement  for 
producing  an  electric  current  along  a  definite  path. 

The  current  produces  magnetic  phenomena  in  its  neighbourhood. 

If  any  closed  curve  be  drawn,  and  the  line-integral  of  the 
magnetic  force  taken  completely  round  it,  then,  if  the  closed  curve 
is  not  linked  with  the  circuit,  the  line-integral  is  zero,  but  if  it 
is  linked  with  the  circuit,  so  that  the  current  i  flows  through  the 


Fig.  24. 

Relation  between  the  electric  current  and  the  lines  of  magnetic  induction  indicated 
by  a  right-handed  screw. 

closed  curve,  the  line-integal  is  4iri,  and  is  positive  if  the  direction 
of  integration  round  the  closed  curve  would  coincide  with  that 
of  the  hands  of  a  watch  as  seen  by  a  person  passing  through  it 
in  the  direction  in  which  the  electric  current  flows.  To  a  person 
moving  along  the  closed  curve  in  the  direction  of  integration,  and 
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passing  through  the  electric  circuit,  the  direction  of  the  current 
would  appear  to  be  that  of  the  hands  of  a  watch.  We  may  express 
this  in  another  way  by  saying  that  the  relation  between  the  direc 
tions  of  the  two  closed  curves  may  be  expressed  by  describing  a 
right-handed  screw  round  the  electric  circuit  and  a  right-handed 
screw  round  the  closed  curve.  If  the  direction  of  rotation  of  the 
thread  of  either,  as  we  pass  along  it,  coincides  with  the  positive 
direction  in  the  other,  then  the  line-integral  will  be  positive,  and 
in  the  opposite  case  it  will  be  negative. 

499.]  Note. — The  line-integral  4ni  depends  solely  on  the  quan 
tity  of  the  current,  and  not  on  any  other  thing  whatever.  It 
does  not  depend  on  the  nature  of  the  conductor  through  which 
the  current  is  passing,  as,  for  instance,  whether  it  be  a  metal 
or  an  electrolyte,  or  an  imperfect  conductor.  We  have  reason 
for  believing  that  even  when  there  is  no  proper  conduction,  but 
merely  a  variation  of  electric  displacement,  as  in  the  glass  of  a 
Leyden  jar  during  charge  or  discharge,  the  magnetic  effect  of  the 
electric  movement  is  precisely  the  same. 

Again,  the  value  of  the  line-integral  4-rri  does  not  depend  on 
the  nature  of  the  medium  in  which  the  closed  curve  is  drawn. 
It  is  the  same  whether  the  closed  curve  is  drawn  entirely  through 
air,  or  passes  through  a  magnet,  or  soft  iron,  or  any  other  sub 
stance,  whether  paramagnetic  or  diamagnetic. 

500.]  When  a  circuit  is  placed  in  a  magnetic  field  the  mutual 
action  between  the  current  and  the  other  constituents  of  the  field 
depends  on  the  surface-integral  of  the  magnetic  induction  through 
any  surface  bounded  by  that  circuit.  If  by  any  given  motion  of 
the  circuit,  or  of  part  of  it,  this  surface-integral  can  be  increased, 
there  will  be  a  mechanical  force  tending  to  move  the  conductor 
or  the  portion  of  the  conductor  in  the  given  manner. 

The  kind  of  motion  of  the  conductor  which  increases  the  surface- 
integral  is  motion  of  the  conductor  perpendicular  to  the  direction 
of  the  current  and  across  the  lines  of  induction. 

If  a  parallelogram  be  drawn,  whose  sides  are  parallel  and  pro 
portional  to  the  strength  of  the  current  at  any  point,  and  to  the 
magnetic  induction  at  the  same  point,  then  the  force  on  unit  of 
length  of  the  conductor  is  numerically  equal  to  the  area  of  this 
parallelogram,  and  is  perpendicular  to  its  plane,  and  acts  in  the 
direction  in  which  the  motion  of  turning  the  handle  of  a  right- 
handed  screw  from  the  direction  of  the  current  to  the  direction 
of  the  magnetic  induction  would  cause  the  screw  to  move. 
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Hence  we  have  a  new  electromagnetic  definition  of  a  line  of 
magnetic  induction.  It  is  that  line  to  which  the  force  on  the 
conductor  is  always  perpendicular. 

It  may  also  be  denned  as  a  line  along  which,  if  an  electric  current 
be  transmitted,  the  conductor  carrying  it  will  experience  no  force. 

501.]  It  must  be  carefully  remembered,  that  the  mechanical  force 
which  urges  a  conductor  carrying  a  current  across  the  lines  of 
magnetic  force,  acts,  not  on  the  electric  current,  but  on  the  con 
ductor  which  carries  it.  If  the  conductor  be  a  rotating  disk  or  a 
fluid  it  will  move  in  obedience  to  this  force,  and  this  motion  may 
or  may  not  be  accompanied  with  a  change  of  position  of  the  electric 
current  which  it  carries.  But  if  the  current  itself  be  free  to  choose 
anv  path  through  a  fixed  solid  conductor  or  a  network  of  wires, 
then,  when  a  constant  magnetic  force  is  made  to  act  on  the  system, 
the  path  of  the  current  through  the  conductors  is  not  permanently 
altered,  but  after  certain  transient  phenomena,  called  induction 
currents,  have  subsided,  the  distribution  of  the  current  will  be  found 
to  be  the  same  as  if  no  magnetic  force  were  in  action. 

The  only  force  which  acts  on  electric  currents  is  electromotive 
force,  which  must  be  distinguished  from  the  mechanical  force  which 
is  the  subject  of  this  chapter. 


Fig.  25. 

Relations  between  the  positive  directions  of  motion  and  of  rotation  indicated  by 
three  right-handed  screws. 


CHAPTER  II. 

AMPERE'S  INVESTIGATION  OF  THE  MUTUAL  ACTION  OF 
ELECTRIC  CURRENTS. 

502.]  WE  have  considered  in  the  last  chapter  the  nature  of  the 
magnetic  field  produced  by  an  electric  current,  and  the  mechanical 
action  on  a  conductor  carrying  an  electric  current  placed  in  a  mag 
netic  field.  From  this  we  went  on  to  consider  the  action  of  one 
electric  circuit  upon  another,  by  determining  the  action  on  the  first 
due  to  the  magnetic  field  produced  by  the  second.  But  the  action 
of  one  circuit  upon  another  was  originally  investigated  in  a  direct 
manner  by  Ampere  almost  immediately  after  the  publication  of 
Orsted's  discovery.  We  shall  therefore  give  an  outline  of  Ampere's 
method,  resuming  the  method  of  this  treatise  in  the  next  chapter. 

The  ideas  which  guided  Ampere  belong  to  the  system  which 
admits  direct  action  at  a  distance,  and  we  shall  find  that  a  remark 
able  course  of  speculation  and  investigation  founded  on  those  ideas 
has  been  carried  on  by  Gauss,  Weber,  J.  Neumann,  Riemann, 
Betti,  C.  Neumann,  Lorenz,  and  others,  with  very  remarkable 
results  both  in  the  discovery  of  new  facts  and  in  the  formation  of 
a  theory  of  electricity.  See  Arts.  846-866. 

The  ideas  which  I  have  attempted  to  follow  out  are  those  of 
action  through  a  medium  from  one  portion  to  the  contiguous 
portion.  These  ideas  were  much  employed  by  Faraday,  and  the 
development  of  them  in  a  mathematical  form,  and  the  comparison  of 
the  results  with  known  facts,  have  been  my  aim  in  several  published 
papers.  The  comparison,  from  a  philosophical  point  of  view,  of  the 
results  of  two  methods  so  completely  opposed  in  their  first  prin 
ciples  must  lead  to  valuable  data  for  the  study  of  the  conditions 
of  scientific  speculation. 

503.]  Ampere's  theory  of  the  mutual  action  of  electric  currents 
is  founded  on  four  experimental  facts  and  one  assumption. 
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Ampere's  fundamental  experiments  are  all  of  them  examples  of 
what  has  been  called  the  null  method  of  comparing1  forces.  See 
Art.  214.  Instead  of  measuring  the  force  by  the  dynamical  effect 
of  communicating1  motion  to  a  body,  or  the  statical  method  of 
placing  it  in  equilibrium  with  the  weight  of  a  body  or  the  elasticity 
of  a  fibre,  in  the  null  method  two  forces,  due  to  the  same  source, 
are  made  to  act  simultaneously  on  a  body  already  in  equilibrium, 
and  no  effect  is  produced,  which  shews  that  these  forces  are  them 
selves  in  equilibrium.  This  method  is  peculiarly  valuable  for 
comparing  the  effects  of  the  electric  current  when  it  passes  through 
circuits  of  different  forms.  By  connecting  all  the  conductors  in 
one  continuous  series,  we  ensure  that  the  strength  of  the  current 
is  the  same  at  every  point  of  its  course,  and  since  the  current 
begins  everywhere  throughout  its  course  almost  at  the  same  instant, 
we  may  prove  that  the  forces  due  to  its  action  on  a  suspended 
body  are  in  equilibrium  by  observing  that  the  body  is  not  at  all 
affected  by  the  starting  or  the  stopping  of  the  current. 

504.]  Ampere's  balance  consists  of  a  light  frame  capable  of 
revolving  about  a  vertical  axis,  and  carrying  a  wire  which  forms 
two  circuits  of  equal  area,  in  the  same  plane  or  in  parallel  planes, 
in  which  the  current  flows  in  opposite  directions.  The  object  of 
this  arrangement  is  to  get  rid  of  the  effects  of  terrestrial  magnetism 
on  the  conducting  wire.  When  an  electric  circuit  is  free  to  move 
it  tends  to  place  itself  so  as  to  embrace  the  largest  possible  number 
of  the  lines  of  induction.  If  these  lines  are  due  to  terrestrial 
magnetism,  this  position,  for  a  circuit  in  a  vertical  plane,  will  be 
when  the  plane  of  the  circuit  is  east  and  west,  and  when  the 
direction  of  the  current  is  opposed  to  the  apparent  course  of  the 
sun. 

By  rigidly  connecting  two  circuits  of  equal  area  in  parallel  planes, 
in  which  equal  currents  run  in  opposite  directions,  a  combination 
is  formed  which  is  unaffected  by  terrestrial  magnetism,  and  is 
therefore  called  an  Astatic  Combination,  see  Fig.  26.  It  is  acted 
on,  however,  by  forces  arising  from  currents  or  magnets  which  are 
so  near  it  that  they  act  differently  on  the  two  circuits. 

505.]  Ampere's  first  experiment  is  on  the  effect  of  two  equal 
currents  close  together  in  opposite  directions.  A  wire  covered  with 
insulating  material  is  doubled  on  itself,  and  placed  near  one  of  the 
circuits  of  the  astatic  balance.  When  a  current  is  made  to  pass 
through  the  wire  and  the  balance,  the  equilibrium  of  the  balance 
remains  undisturbed,  shewing  that  two  equal  currents  close  together 
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in  opposite  directions  neutralize  each  other.  If,  instead  of  two 
wires  side  by  side,  a  wire  be  insulated  in  the  middle  of  a  metal 
tube,  and  if  the  current  pass  through  the  wire  and  back  by  the 
tube,  the  action  outside  the  tube  is  not  only  approximately  but 
accurately  null.  This  principle  is  of  great  importance  in  the  con 
struction  of  electric  apparatus,  as  it  affords  the  means  of  conveying 
the  current  to  and  from  any  galvanometer  or  other  instrument  in 
such  a  way  that  no  electromagnetic  effect  is  produced  by  the  current 
on  its  passage  to  and  from  the  instrument.  In  practice  it  is  gene- 


Fig.  26. 


rally  sufficient  to  bind  the  wires  together,  care  being  taken  that 
they  are  kept  perfectly  insulated  from  each  other,  but  where  they 
must  pass  near  any  sensitive  part  of  the  apparatus  it  is  better  to 
make  one  of  the  conductors  a  tube  and  the  other  a  wire  inside  it. 
See  Art.  683. 

506.]  In  Ampere's  second  experiment  one  of  the  wires  is  bent 
and  crooked  with  a  number  of  small  sinuosities,  but  so  that  in 
every  part  of  its  course  it  remains  very  near  the  straight  wire. 
A  current,  flowing  through  the  crooked  wire  and  back  again 
through  the  straight  wire,  is  found  to  be  without  influence  on  the 
astatic  balance.  This  proves  that  the  effect  of  the  current  running 
through  any  crooked  part  of  the  wire  is  equivalent  to  the  same 
current  running  in  the  straight  line  joining  its  extremities,  pro 
vided  the  crooked  line  is  in  no  part  of  its  course  far  from  the 
straight  one.  Hence  any  small  element  of  a  circuit  is  equivalent 
to  two  or  more  component  elements,  the  relation  between  the 
component  elements  and  the  resultant  element  being  the  same  as 
that  between  component  and  resultant  displacements  or  velocities. 

507.]    In  the  third  experiment  a  conductor  capable  of  moving 
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only  in  the  direction  of  its  length  is  substituted  for  the  astatic 
balance.  The  current  enters  the  conductor  and  leaves  it  at  fixed 
points  of  space,  and  it  is  found  that  no  closed  circuit  placed  in 
the  neighbourhood  is  able  to  move  the  conductor. 


Fig.  27. 


The  conductor  in  this  experiment  is  a  wire  in  the  form  of  a 
circular  arc  suspended  on  a  frame  which  is  capable  of  rotation 
about  a  vertical  axis.  The  circular  arc  is  horizontal,  and  its  centre 
coincides  with  the  vertical  axis.  Two  small  troughs  are  filled  with 
mercury  till  the  convex  surface  of  the  mercury  rises  above  the 
level  of  the  troughs.  The  troughs  are  placed  under  the  circular 
arc  and  adjusted  till  the  mercury  touches  the  wire,  which  is  of 
copper  well  amalgamated.  The  current  is  made  to  enter  one  of 
these  troughs,  to  traverse  the  part  of  the  circular  arc  between  the 
troughs,  and  to  escape  by  the  other  trough.  Thus  part  of  the 
circular  arc  is  traversed  by  the  current,  and  the  arc  is  at  the  same 
time  capable  of  moving  with  considerable  freedom  in  the  direc 
tion  of  its  length.  Any  closed  currents  or  magnets  may  now  be 
made  to  approach  the  moveable  conductor  without  producing  the 
slightest  tendency  to  move  it  in  the  direction  of  its  length. 

508.]  In  the  fourth  experiment  with  the  astatic  balance  two 
circuits  are  employed,  each  similar  to  one  of  those  in  the  balance, 
but  one  of  them,  C,  having  dimensions  n  times  greater,  and  the 
other,  A,  n  times  less.  These  are  placed  on  opposite  sides  of  the 
circuit  of  the  balance,  which  we  shall  call  B,  so  that  they  are 
similarly  placed  with  respect  to  it,  the  distance  of  C  from  B  being 
n  times  greater  than  the  distance  of  B  from  A.  The  direction  and 
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strength  of  the  current  is  the  same  in  A  and  C.  Its  direction  in 
B  may  be  the  same  or  opposite.  Under  these  circumstances  it  is 
found  that  B  is  in  equilibrium  under  the  action  of  A  and  C,  whatever 
be  the  forms  and  distances  of  the  three  circuits,  provided  they  have 
the  relations  given  above. 

Since  the  actions  between  the  complete  circuits  may  be  considered 
to  be  due  to  actions  between  the  elements  of  the  circuits,  we  may 
use  the  following  method  of  determining  the  law  of  these  actions. 

Let  Alt  Bl,  C±,  Fig.  28,  be  corresponding  elements  of  the  three 
circuits,  and  let  A2)  B2,  C2  be  also  corresponding  elements  in  an 
other  part  of  the  circuits.  Then  the  situation  of  Bl  with  respect 
to  A.2  is  similar  to  the  situation  of  Q_  with  respect  to  B2)  but  the 


u 


Fig.  28. 


distance  and  dimensions  of  Ci  and  B2  are  n  times  the  distance  and 
dimensions  of  B1  and  A2t  respectively.  If  the  law  of  electromag 
netic  action  is  a  function  of  the  distance,  then  the  action,  what 
ever  be  its  form  or  quality,  between  B±  and  A2t  may  be  written 


and  that  between  Ct  and  B2 

' 


where  a,  d,  c  are  the  strengths  of  the  currents  in  A,  B,  C.     But 
nBl  =  Clt  nA2  =  B2,  nBlA2  =  C,  B^  and  a  =  c.     Hence 

F'=  n2  BL  .  A,J(n  B^A,)  ab, 
and  this  is  equal  to  F  by  experiment,  so  that  we  have 


or,  the  force  varies  inversely  as  the  square  of  the  distance. 
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509.]  It  may  be  observed  with  reference  to  these  experiments 
that  every  electric  current  forms  a  closed  circuit.  The  currents 
used  by  Ampere,  being  produced  by  the  voltaic  battery,  were  of 
course  in  closed  circuits.  It  might  be  supposed  that  in  the  case 
of  the  current  of  discharge  of  a  conductor  by  a  spark  we  might 
have  a  current  forming  an  open  finite  line,  but  according  to  the 
views  of  this  book  even  this  case  is  that  of  a  closed  circuit.  No 
experiments  on  the  mutual  action  of  unclosed  currents  have  been 
made.  Hence  no  statement  about  the  mutual  action  of  two  ele 
ments  of  circuits  can  be  said  to  rest  on  purely  experimental  grounds. 
It  is  true  we  may  render  a  portion  of  a  circuit  moveable,  so  as  to 
ascertain  the  action  of  the  other  currents  upon  it,  but  these  cur 
rents,  together  with  that  in  the  moveable  portion,  necessarily  form 
closed  circuits,  so  that  the  ultimate  result  of  the  experiment  is  the 
action  of  one  or  more  closed  currents  upon  the  whole  or  a  part  of  a 
closed  current. 

510.]  In  the  analysis  of  the  phenomena,  however,  we  may  re 
gard  the  action  of  a  closed  circuit  on  an  element  of  itself  or  of 
another  circuit  as  the  resultant  of  a  number  of  separate  forces, 
depending  on  the  separate  parts  into  which  the  first  circuit  may 
be  conceived,  for  mathematical  purposes,  to  be  divided. 

This  is  a  merely  mathematical  analysis  of  the  action,  and  is 
therefore  perfectly  legitimate,  whether  these  forces  can  really  act 
separately  or  not. 

511.]  We  shall  begin  by  considering  the  purely  geometrical 
relations  between  two  lines  in  space  representing  the  circuits,  and 
between  elementary  portions  of  these  lines. 

Let  there  be  two  curves  in  space  in  each  of  which  a  fixed  point 

is  taken,  from  which  the  arcs  are 
measured  in  a  defined  direction 
along  the  curve.  Let  A,  A'  be 
these  points.  Let  PQ  and  P'Q' 
be  elements  of  the  two  curves. 
Let  AP=s,  A'P'=s',  1  , 

fig.  29.  Q  ~      '         T>  =       '  ' 

and  let  the  distance  PP/  be  de 
noted  by  /.  Let  the  angle  P'PQ  be  denoted  by  6,  and  PP'Q' 
by  #',  and  let  the  angle  between  the  planes  of  these  angles  be 
denoted  by  77. 

The  relative  position  of  the  two  elements  is  sufficiently  defined  by 
their  distance  r  and  the  three  angles  0,  0',  and  rj,  for  if  these  be 
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given  their  relative  position  is  as  completely  determined  as  if  they 
formed  part  of  the  same  rigid  body. 

512.]  If  we  use  rectangular  coordinates  and  make  x}  y,  z  the 
coordinates  of  P,  and  #',  y\  z'  those  of  P',  and  if  we  denote  by 
/,  m,  n  and  by  I',  m',  n'  the  direction-cosines  of  PQ,  and  of  P'Q' 
respectively,  then 

dx  _  dy  _  dz 

ds  ~  ds  ~  ds 

dx'      ;/        dy'        .      dz' 


=  n 


>  t  =  m>        -T7 

els  ds'  ds 


and 


(2) 
(3) 


I  (x'—x)  -f  m  (y'—y]  -f  n  (z'—z)  —     r  cos  6, 

II'  -\-mrn'  +  nn'=  cose, 
where  e  is  the  angle  between  the  directions  of  the  elements  them 
selves,  and 


cos  e  =  —  cos  6  cos  0'  +  sin  0  sin  0/  cos  r;. 


Again  r2  =  (x'  —  x^  +  ^y 

,  dr  ,  ,       ,  dx      f          .dy  dz 

whence         r  —  =  —  (x  —  x) (/— y\  -f (/— z}  -^  » 

ds  >  ds       w      J}  ds       v         ;  ds 

=  — r  cos  0. 

0.    .-,    T  dr  .dx'  .  dy'  .  dz' 

similarly     r— ->  =      (x  —  x) — 7  +(i/ — y}— — \-(z — z)  —  > 
ds  J  ds  ds  ds 

=  — r  cos  6' ; 
and  differentiating  r-j-  with  respect  to  /, 

d2r        dr  dr  _        dx  dx'      dy  dy'       dz  dz' 
dsds'      ds  ds'  ~        ds  ds'       ds  ds'       ds  ds'  ' 


(4) 
(5) 


(6) 


=  —  COS  6. 

We  can  therefore  express  the  three  angles  0,  6',  and  77,  and  the 
auxiliary  angle  e  in  terms  of  the  differential  coefficients  of  r  with 
respect  to  s  and  /  as  follows, 

dr 

cos  6  = — » 

ds 


dr 

cose  — — —.> 

ds 


cos  e  =  —  r 


sin  0  sin  0'  cos  77  =  —  r 


d2r        dr  dr 
ds  ds'      ds  ds' ' 
d2r 


154  AMPERE'S  THEORY.  [513. 

513.]  We  shall  next  consider  in  what  way  it  is  mathematically 
conceivable  that  the  elements  PQ  and  P'Q'  might  act  on  each 
other,  and  in  doing  so  we  shall  not  at  first  assume  that  their  mutual 
action  is  necessarily  in  the  line  joining  them. 

We  have  seen  that  we  may  suppose  each  element  resolved  into 
other  elements,  provided  that  these  components,  when  combined 
according  to  the  rule  of  addition  of  vectors,  produce  the  original 
element  as  their  resultant. 

We  shall  therefore  consider  ds  as  resolved  into  cos  Qds  =  a  in  the 
p  p          t     direction  of  r,  and  sin  Qds  =  ft 

_\/  q'^\/        *n  a  Direction  perpendicular  to 

~~*~^Tr'  r  in  the  plane  P'PQ. 

Fig.  30. 

We   shall  also  consider  ds' 

as  resolved  into  cos  0'  ds  =  a"  in  the  direction  of  r  reversed, 
sin  0'  cos  r)ds  =  (3'  in  a  direction  parallel  to  that  in  which  0  was 
measured,  and  sin  0'sin  rjds'=  /  in  a  direction  perpendicular  to 
a  and  /3'. 

Let  us  consider  the  action  between  the  components  a  and  /3  on 
the  one  hand,  and  a',  /3',  /  on  the  other. 

(  1  )  a  and  a  are  in  the  same  straight  line.  The  force  between 
them  must  therefore  be  in  this  line.  We  shall  suppose  it  to  be 
an  attraction  =  A  a  a  i  i  ', 

where  A  is  a  function  of  r,  and  i,  V  are  the  intensities  of  the 
currents  in  ds  and  els'  respectively.  This  expression  satisfies  the 
condition  of  changing  sign  with  i  and  with  i'. 

(2)  fB  and  /3'  are  parallel  to  each  other  and  perpendicular  to  the 
line  joining  them.  The  action  between  them  may  be  written 


This  force  is  evidently  in  the  line  joining  /3  and  /3',  for  it  must 
be  in  the  plane  in  which  they  both  lie,  and  if  we  were  to  measure 
ft  and  /3'  in  the  reversed  direction,  the  value  of  this  expression 
would  remain  the  same,  which  shews  that,  if  it  represents  a  force, 
that  force  has  no  component  in  the  direction  of  /3,  and  must  there 
fore  be  directed  along  r  .  Let  us  assume  that  this  expression,  when 
positive,  represents  an  attraction. 

(3)  /3  and  /  are  perpendicular  to  each  other  and  to  the  line 
joining  them.    The  only  action  possible  between  elements  so  related 
is  a  couple  whose  axis  is  parallel  to  r.     We  are  at  present  engaged 
with  forces,  so  we  shall  leave  this  out  of  account. 

(4)  The  action  of  a  and  /3',  if  they  act  on  each  other,  must  be 
expressed  by  Cafiii'. 
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The  sign  of  this  expression  is  reversed  if  we  reverse  the  direction 
in  which  we  measure  (3'.  It  must  therefore  represent  either  a  force 
in  the  direction  of  /3',  or  a  couple  in  the  plane  of  a  and  /3'.  As  we 
are  not  investigating-  couples,  we  shall  take  it  as  a  force  acting 
on  a  in  the  direction  of  /3'. 

There  is  of  course  an  equal  force  acting  on  /3'  in  the  opposite 
direction. 

We  have  for  the  same  reason  a  force 

Cay 11 
acting  on  a  in  the  direction  of  /,  and  a  force 

C(3aii' 
acting  on  /3  in  the  opposite  direction. 

514.]  Collecting  our  results,  we  find  that  the  action  on  els  is 
compounded  of  the  following  forces, 

X  =  (Aaa'  +  BfilB')  ii'  in  the  direction  of  r,  \ 
Y  =  C(a/?-a'p)  iif  in  the  direction  of  ft  (9) 

and  Z  =  Cay'iif  in  the  direction  of  y'.  ) 

Let  us  suppose  that  this  action  on  ds  is  the  resultant  of  three 
forces,  Ri'tfdsds'  acting  in  the  direction  of  r,  Sii'dsds'  acting  in 
the  direction  of  ds,  and  tfii'dsds'  acting  in  the  direction  of  ds'9 
then  in  terms  of  0,  6',  and  17, 


=     A  cos  6  cos  0'  +  B  sin  6  sin  0'  cos  r\ 


S  =  - 
In  terms  of  the  differential  coefficients  of  r 

R  =     AC~C^-.—Br 


'  } 


,  7-7 

ds  ds  dsds        {  .     . 


=  =- 

ds  ds 

In  terms  of  I,  m,  n,  and  I',  m',  n, 


S'=     f, 

where  f,  r/,  Care  written  for  x'  —  a?,  y'  —  y,  and  z'  —  z  respectively. 

515.]  We  have  next  to  calculate  the  force  with  which  the  finite 
current  /  acts  on  the  finite  current  s.  The  current  s  extends  from 
A,  where  s  =  0,  to  P,  where  it  has  the  value  s.  The  current  / 
extends  from  A'9  where  /  =  0,  to  P',  where  it  has  the  viilue  /. 
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The  coordinates  of  points  on  either  current  are  functions  of  s  or 
of  s. 

If  F  is  any  function  of  the  position  of  a  point,  then  we  shall  use 
the  subscript  (g  o)  to  denote  the  excess  of  its  value  at  P  over  that 
at  A,  thus  F(Si,}=FP-FA. 

Such  functions  necessarily  disappear  when  the  circuit  is  closed. 

Let  the  components  of  the  total  force  with  which  A'P'  acts  on 
AP  be  ii'X,  ii'Y,  and  ii'Z.  Then  the  component  parallel  to  X  of 

19    T7- 

the  force  with  which  ds'  acts  on  ds  will  be  ii'  f     ,  dsds\ 

dsds 

Hence  ~T~n  ~  -^     +  Sl  +  S'l'.  (13) 

Substituting  the  values  of  R,  S,  and  S'  from  (12),  remembering 

that  ^    m'       n'C-r- 

ds"  {     * 

and  arranging  the  terms  with  respect  to  /,  m,  n,  we  find 


Since  J,  .Z?,  and  £  are  functions  of  r,  we  may  write 

±dr,       Q  =~Cdr,  (16) 


*' 

the  integration  being  taken  between  r  and  oo   because  A,  B,  C 
vanish  when  r  =  oo. 


Hence        (A +  B) ~  =  -  -^ ,     and     <?  =  -^.  (17) 

516.]  Now  we  know,  by  Ampere's  third  case  of  equilibrium,  that 
when  /  is  a  closed  circuit,  the  force  acting  on  ds  is  perpendicular 
to  the  direction  of  ds,  or,  in  other  words,  the  component  of  the  force 
in  the  direction  of  ds  itself  is  zero.  Let  us  therefore  assume  the 
direction  of  the  axis  of  x  so  as  to  be  parallel  to  ds  by  making  1=1, 
m  =  0,  n  =  0.  Equation  (15)  then  becomes 


7  V 

To  find  -j-  ,  the  force  on  ds  referred  to  unit  of  length,  we  must 


517.]     ACTION   OF    A    CLOSED   CIRCUIT   ON   AN   ELEMENT.       157 


integrate  this  expression  with  respect  to  /.     Integrating  the  first 
term  by  parts,  we  find 

When  s'  is  a  closed  circuit  this  expression  must  be  zero.  The 
first  term  will  disappear  of  itself.  The  second  term,  however,  will 
not  in  general  disappear  in  the  case  of  a  closed  circuit  unless  the 
quantity  under  the  sign  of  integration  is  always  zero.  Hence,  to 
satisfy  Ampere's  condition,  we  must  put 

1    '"      ")•  (20) 


517.]    We  can  now  eliminate  P,  and  find  the  general  value  of 


J(\ 


ds' — n 


2  r  "J0        2  r        **''         ^ 

When  /  is  a  closed  circuit  the  first  term  of  this  expression 
vanishes,  and  if  we  make 

[•'  J3-C  n'v-m'C  7,    i 
a  =  / 

<J  A 


-I. 


o  r 

JB-C  l'-n' 


y  = 


ds', 
ds', 


(22) 


2  r 

where  the  integration  is  extended  round  the  closed  circuit  /,  we 
may  write  dX 


Similarly 


~  =  If? -ma.'.   J 
ds  J 


(23) 


The  quantities  a7,  /S7,  y  are  sometimes  called  the  determinants  of 
the  circuit  /  referred  to  the  point  P.  Their  resultant  is  called  by 
Ampere  the  directrix  of  the  electrodynamic  action. 

It  is  evident  from  the  equation,  that  the  force  whose  components 

are  -7—?    -7—.  and  -=—  is  perpendicular  both  to  ds  and  to  this 
ds       ds  ds 

directrix,  and  is  represented  numerically  by  the  area  of  the  parallel 
ogram  whose  sides  are  ds  and  the  directrix. 
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In  the  language  of  quaternions,  the  resultant  force  on  d  s  is  the 
vector  part  of  the  product  of  the  directrix  multiplied  by  ds. 

Since  we  already  know  that  the  directrix  is  the  same  thing  as 
the  magnetic  force  due  to  a  unit  current  in  the  circuit  /,  we  shall 
henceforth  speak  of  the  directrix  as  the  magnetic  force  due  to  the 
circuit. 

518.]  We  shall  now  complete  the  calculation  of  the  components 
of  the  force  acting  between  two  finite  currents,  whether  closed  or 
open. 

Let  p  be  a  new  function  of  r,  such  that 


(24) 

r 

then  by  (17)  and  (20) 


and  equations  (11)  become 

st+r(q+p),-\ 

(26) 


=  _ 

ds 


With  these  values  of  the  component  forces,,  equation  (13)  becomes 


(27) 
dx  dsds  ds         ds 

519.]  Let 

F=       Ipds,  G  =  impels,  H=[npds,        (28) 

JQ  JQ  JQ 

I"=  [*  I'pds',  G'=  fS  m'pdi,          H'=  fn'pds'.        (29) 

•o  .'o  ^o 

These  quantities  have  definite  values  for  any  given  point  of  space. 
When  the  circuits  are  closed,  they  correspond  to  the  components  of 
the  vector-potentials  of  the  circuits. 
Let  L  be  a  new  function  of  r,  such  that 


(30) 
and  let  M  be  the  double  integral 

np  cost  dsds',  (31) 

_ 
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which,  when  the  circuits  are  closed,  becomes  their  mutual  potential, 
then  (27)  may  be  written 

d2X         d2    (dM      dL 


-A  —  —  =—  •-  --{JjPpf  —  JjAPi  —  JjAiP 


dsds'~  dsds'{  dx        dx  ^  "    * '  f  '  (32) 

520.]  Integrating,  with  respect  to  5  and  /,  between  the  given 
limits,  we  find 

dM        d 
dx 


(33) 

where  the  subscripts  of  L  indicate  the  distance,  r,  of  which  the 
quantity  L  is  a  function,  and  the  subscripts  of  F  and  F'  indicate 
the  points  at  which  their  values  are  to  be  taken. 

The  expressions  for  T  and  Z  may  be  written  down  from  this. 
Multiplying  the  three  components  by  dx,  dy,  and  dz  respectively, 
we  obtain 


Xdx+Ydy  +  Zdz  -  DM- 

+  (F'dx  +  G'dy  +  H'dz\P-A)  , 

-(Fdx+Gdy  +  Hdz\r^,  (34) 

where  D  is  the  symbol  of  a  complete  differential. 

Since  Fdx  -\-Gdy-\-  Hdz  is  not  in  general  a  complete  differential  of 
a  function  of  a?,  y,  z9  Xdx  +  Ydy  +  Zdz  is  not  a  complete  differential 
for  currents  either  of  which  is  not  closed. 

521.]  If,  however,  both  currents  are  closed,  the  terms  in  L,  Ft 
G,  H,  F',  G',  H'  disappear,  and 

Xdas+Ydy  +  Zdz  =  DM,  (35) 

where  M  is  the  mutual  potential  of  two  closed  circuits  carrying  unit 
currents.  The  quantity  M  expresses  the  work  done  by  the  electro 
magnetic  forces  on  either  conducting  circuit  when  it  is  moved 
parallel  to  itself  from  an  infinite  distance  to  its  actual  position.  Any 
alteration  of  its  position,  by  which  M  is  increased,  will  be  assisted  by 
the  electromagnetic  forces. 

It  may  be  shewn,  as  in  Arts.  490,  596,  that  when  the  motion  of 
the  circuit  is  not  parallel  to  itself  the  forces  acting  on  it  are  still 
determined  by  the  variation  of  M,  the  potential  of  the  one  circuit  on 
the  other. 

522.]  The  only  experimental  fact  which  we  have  made  use  of 
in  this  investigation  is  the  fact  established  by  Ampere  that  the 
action  of  a  closed  current  on  any  portion  of  another  current  is 
perpendicular  to  the  direction  of  the  latter.  Every  other  part  of 
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the  investigation  depends  on  purely  mathematical  considerations 
depending  on  the  properties  of  lines  in  space.  The  reasoning  there 
fore  may  be  presented  in  a  much  more  condensed  and  appropriate 
form  by  the  use  of  the  ideas  and  language  of  the  mathematical 
method  specially  adapted  to  the  expression  of  such  geometrical 
relations — the  Quaternions  of  Hamilton. 

This  has  been  done  by  Professor  Tait  in  the  Quarterly  Mathe 
matical  Journal,  1866,  and  in  his  treatise  on  Quaternions,  §  399,  for 
Ampere's  original  investigation,  and  the  student  can  easily  adapt 
the  same  method  to  the  somewhat  more  general  investigation  given 
here. 

523.]  Hitherto  we  have  made  no  assumption  with  respect  to  the 
quantities  A,  B,  C,  except  that  they  are  functions  of  r,  the  distance 
between  the  elements.  We  have  next  to  ascertain  the  form  of 
these  functions,  and  for  this  purpose  we  make  use  of  Ampere's 
fourth  case  of  equilibrium,  Art.  508,  in  which  it  is  shewn  that  if 
all  the  linear  dimensions  and  distances  of  a  system  of  two  circuits 
be  altered  in  the  same  proportion,  the  currents  remaining  the  same, 
the  force  between  the  two  circuits  will  remain  the  same. 

Now  the  force  between  the  circuits  for  unit  currents  is  — - ,  and 

dx 

since  this  is  independent  of  the  dimensions  of  the  system,  it  must 
be  a  numerical  quantity.  Hence  M  itself,  the  coefficient  of  the 
mutual  potential  of  the  circuits,  must  be  a  quantity  of  the  dimen 
sions  of  a  line.  It  follows,  from  equation  (31),  that  p  must  be  the 
reciprocal  of  a  line,  and  therefore  by  (24),  B—C  must  be  the  inverse 
square  of  a  line.  But  since  B  and  C  are  both  functions  of  r,  B—C 
must  be  the  inverse  square  of  r  or  some  numerical  multiple  of  it. 

524.]  The  multiple  we  adopt  depends  on  our  system  of  measure 
ment.  If  we  adopt  the  electromagnetic  system,  so  called  because 
it  agrees  with  the  system  already  established  for  magnetic  measure 
ments,  the  value  of  M  ought  to  coincide  with  that  of  the  potential 
of  two  magnetic  shells  of  strength  unity  whose  boundaries  are  the 
two  circuits  respectively.  The  value  of  M  in  that  case  is,  by 

Art.  423,  /Ycose   , 

M  =  11 ds  ds',  (36) 

the  integration  being  performed  round  both  circuits  in  the  positive 
direction.  Adopting  this  as  the  numerical  value  of  J/,  and  com 
paring  with  (31),  we  find 

p=*,     and     B-C=-  (37) 
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525.]  We  may  now  express  the  components  of  the  force  on  ds 
arising-  from  the  action  of  ds'  in  the  most  general  form  consistent 
with  experimental  facts. 

The  force  on  ds  is  compounded  of  an  attraction 

dr  dr  d2r   \..,,    7/        d20 

' 


(38) 


r2  \>  ds  ds'        '  ds  ds'  )**  ds  ds' 

in  the  direction  of  r, 

S  =  — ~  ii'ds  ds'  in  the  direction  of  ds, 
ds 

and     8'-=.  -f  iids  ds'  in  the  direction  of  ds'9 
ds 

where  Q  =  I     Cdr,  and  since  C  is  an  unknown  function  of  r,  we 

know  only  that  Q  is  some  function  of  r. 

526.]  The  quantity  Q  cannot  be  determined,  without  assump 
tions  of  some  kind,  from  experiments  in  which  the  active  current 
forms  a  closed  circuit.  If  we  suppose  with  Ampere  that  the  action 
between  the  elements  ds  and  ds  is  in  the  line  joining  them,  then 
8  and  8'  must  disappear,  and  Q  must  be  constant,  or  zero.  The 
force  is  then  reduced  to  an  attraction  whose  value  is 

(39) 


Ampere,  who  made  this  investigation  long  before  the  magnetic 
system  of  units  had  been  established,  uses  a  formula  having  a 
numerical  value  half  of  this,  namely 

dr  dr  dr    \   ..,,,,  ,,nX 

(40) 


Here  the  strength  of  the  current  is  measured  in  what  is  called 
electrodynamic  measure.  If  i,  i'  are  the  strengths  of  the  currents  in 
electromagnetic  measure,  and/,/  the  same  in  electrodynamic  mea 
sure,  then  it  is  plain  that 

//=2ii',     or    /=  */2i.  (41) 

Hence  the  unit  current  adopted  in  electromagnetic  measure  is 
greater  than  that  adopted  in  electrodynamic  measure  in  the  ratio 
of  \/2  to  1. 

The  only  title  of  the  electrodynamic  unit  to  consideration  is 
that  it  was  originally  adopted  by  Ampere,  the  discoverer  of  the 
law  of  action  between  currents.  The  continual  recurrence  of  \/2 
in  calculations  founded  on  it  is  inconvenient,  and  the  electro 
magnetic  system  has  the  great  advantage  of  coinciding  numerically 

VOL.  n.  M 
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with  all  our  magnetic  formulae.  As  it  is  difficult  for  the  student 
to  bear  in  mind  whether  he  is  to  multiply  or  to  divide  by  \/2,  we 
shall  henceforth  use  only  the  electromagnetic  system,  as  adopted  by 
Weber  and  most  other  writers. 

Since  the  form  and  value  of  Q  have  no  effect  on  any  of  the 
experiments  hitherto  made,  in  which  the  active  current  at  least 
is  always  a  closed  one,  we  may,  if  we  please,  adopt  any  value  of  Q 
which  appears  to  us  to  simplify  the  formulae. 

Thus  Ampere  assumes  that  the  force  between  two  elements  is  in 
the  line  joining  them.  This  gives  Q  =  0, 

B       *(**-*,  fjL^ii&tf,     £=o,     *'=0.         (42) 
r*^ds  ds  dsds  ' 

Grassmann  *  assumes  that  two  elements  in  the  same  straight  line 
have  no  mutual  action.  This  gives 

1  3    d2r  1    dr         ,        1    dr 

S  =  ~>          = 


We  might,  if  we  pleased,  assume  that  the  attraction  between  two 
elements  at  a  given  distance  is  proportional  to  the  cosine  of  the 
angle  between  them.  In  this  case 

'  (44) 


r  r"  r2  ds/ '  r2  ds 

Finally,  we  might  assume  that  the  attraction  and  the  oblique 
forces  depend  only  on  the  angles  which  the  elements  make  with  the 
line  joining  them,  and  then  we  should  have 

2       _  I  dr  dr        „  _        2  dr        ~,_   2  dr      ,     . 

^  ~        r '  r2  ds  ds"  r2  ds  '  r2  ds 

527.]  Of  these  four  different  assumptions  that  of  Ampere  is 
undoubtedly  the  best,  since  it  is  the  only  one  which  makes  the 
forces  on  the  two  elements  not  only  equal  and  opposite  but  in  the 
straight  line  which  joins  them. 

*  Pogg.,  Ann.  Ixiv.  p.  1  (1845). 


CHAPTER    III. 

ON    THE    INDUCTION    OF   ELECTRIC   CURRENTS. 

528.]  THE  discovery  by  Orsted  of  the  magnetic  action  of  an 
electric  current  led  by  a  direct  process  of  reasoning  to  that  of 
magnetization  by  electric  currents,  and  of  the  mechanical  action 
between  electric  currents.  It  was  not,  however,  till  1831  that 
Faraday,  who  had  been  for  some  time  endeavouring  to  produce 
electric  currents  by  magnetic  or  electric  action,  discovered  the  con 
ditions  of  magneto-electric  induction.  The  method  which  Faraday 
employed  in  his  researches  consisted  in  a  constant  appeal  to  ex 
periment  as  a  means  of  testing  the  truth  of  his  ideas,  and  a  constant 
cultivation  of  ideas  under  the  direct  influence  of  experiment.  In 
his  published  researches  we  find  these  ideas  expressed  in  language 
which  is  all  the  better  fitted  for  a  nascent  science,  because  it  is 
somewhat  alien  from  the  style  of  physicists  who  have  been  accus 
tomed  to  established  mathematical  forms  of  thought. 

The  experimental  investigation  by  which  Ampere  established  the 
laws  of  the  mechanical  action  between  electric  currents  is  one  of 
the  most  brilliant  achievements  in  science. 

The  whole,  theory  and  experiment,  seems  as  if  it  had  leaped, 
full  grown  and  full  armed,  from  the  brain  of  the  '  Newton  of  elec 
tricity.'  It  is  perfect  in  form,  and  unassailable  in  accuracy,  and 
it  is  summed  up  in  a  formula  from  which  all  the  phenomena  may 
be  deduced,  and  which  must  always  remain  the  cardinal  formula  of 
electro-dynamics. 

The  method  of  Ampere,  however,  though  cast  into  an  inductive 
form,  does  not  allow  us  to  trace  the  formation  of  the  ideas  which 
guided  it.  We  can  scarcely  believe  that  Ampere  really  discovered 
the  law  of  action  by  means  of  the  experiments  which  he  describes. 
We  are  led  to  suspect,  what,  indeed,  he  tells  us  himself*,  that  he 

*  Thtorie  des  Phenom&nes  Electrodynamiques,  p.  9. 
M  2 
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discovered  the  law  by  some  process  which  he  has  not  shewn  us, 
and  that  when  he  had  afterwards  built  up  a  perfect  demon 
stration  he  removed  all  traces  of  the  scaffolding  by  which  he  had 
raised  it. 

Faraday,  on  the  other  hand,  shews  us  his  unsuccessful  as  well 
as  his  successful  experiments,  and  his  crude  ideas  as  well  as  his 
developed  ones,  and  the  reader,  however  inferior  to  him  in  inductive 
power,  feels  sympathy  even  more  than  admiration,  and  is  tempted 
to  believe  that,  if  he  had  the  opportunity,  he  too  would  be  a  dis 
coverer.  Every  student  therefore  should  read  Ampere's  research 
as  a  splendid  example  of  scientific  style  in  the  statement  of  a  dis 
covery,  but  he  should  also  study  Faraday  for  the  cultivation  of  a 
scientific  spirit,  by  means  of  the  action  and  reaction  which  will 
take  place  between  the  newly  discovered  facts  as  introduced  to  him 
by  Faraday  and  the  nascent  ideas  in  his  own  mind. 

It  was  perhaps  for  the  advantage  of  science  that  Faraday,  though 
thoroughly  conscious  of  the  fundamental  forms  of  space,  time,  and 
force,  was  not  a  professed  mathematician.  He  was  not  tempted 
to  enter  into  the  many  interesting  researches  in  pure  mathematics 
which  his  discoveries  would  have  suggested  if  they  had  been 
exhibited  in  a  mathematical  form,  and  he  did  not  feel  called  upon 
either  to  force  his  results  into  a  shape  acceptable  to  the  mathe 
matical  taste  of  the  time,  or  to  express  them  in  a  form  which 
mathematicians  might  attack.  He  was  thus  left  at  leisure  to 
do  his  proper  work,  to  coordinate  his  ideas  with  his  facts,  and  to 
express  them  in  natural,  untechnical  language. 

It  is  mainly  with  the  hope  of  making  these  ideas  the  basis  of  a 
mathematical  method  that  I  have  undertaken  this  treatise. 

529.]  We  are  accustomed  to  consider  the  universe  as  made  up  of 
parts,  and  mathematicians  usually  begin  by  considering  a  single 
particle,  and  then  conceiving  its  relation  to  another  particle,  and  so 
on.  This  has  generally  been  supposed  the  most  natural  method. 
To  conceive  of  a  particle,  however,  requires  a  process  of  abstraction, 
since  all  our  perceptions  are  related  to  extended  bodies,  so  that 
the  idea  of  the  all  that  is  in  our  consciousness  at  a  given  instant 
is  perhaps  as  primitive  an  idea  as  that  of  any  individual  thing. 
Hence  there  may  be  a  mathematical  method  in  which  we  proceed 
from  the  whole  to  the  parts  instead  of  from  the  parts  to  the  whole. 
For  example,  Euclid,  in  his  first  book,  conceives  a  line  as  traced 
out  by  a  point,  a  surface  as  swept  out  by  a  line,  and  a  solid  as 
generated  by  a  surface.  But  he  also  defines  a  surface  as  the 
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boundary  of  a  solid,  a  line  as  the  edge  of  a  surface,  and  a  point 
as  the  extremity  of  a  line. 

In  like  manner  we  may  conceive  the  potential  of  a  material 
system  as  a  function  found  by  a  certain  process  of  integration  with 
respect  to  the  masses  of  the  bodies  in  the  field,  or  we  may  suppose 
these  masses  themselves  to  have  no  other  mathematical  meaning 

than  the  volume-integrals  of  —  V2^,  where  ^  is  the  potential. 

In  electrical  investigations  we  may  use  formulae  in  which  the 
quantities  involved  are  the  distances  of  certain  bodies,  and  the 
electrifications  or  currents  in  these  bodies,  or  we  may  use  formulae 
which  involve  other  quantities,  each  of  which  is  continuous  through 
all  space. 

The  mathematical  process  employed  in  the  first  method  is  in 
tegration  along  lines,  over  surfaces,  and  throughout  finite  spaces, 
those  employed  in  the  second  method  are  partial  differential  equa 
tions  and  integrations  throughout  all  space. 

The  method  of  Faraday  seems  to  be  intimately  related  to  the 
second  of  these  modes  of  treatment.  He  never  considers  bodies 
as  existing  with  nothing  between  them  but  their  distance,  and 
acting  on  one  another  according  to  some  function  of  that  distance. 
He  conceives  all  space  as  a  field  of  force,  the  lines  of  force  being 
in  general  curved,  and  those  due  to  any  body  extending  from  it  on 
all  sides,  their  directions  being  modified  by  the  presence  of  other 
bodies.  He  even  speaks  *  of  the  lines  of  force  belonging  to  a  body 
as  in  some  sense  part  of  itself,  so  that  in  its  action  on  distant 
bodies  it  cannot  be  said  to  act  where  it  is  not.  This,  however, 
is  not  a  dominant  idea  with  Faraday.  I  think  he  would  rather 
have  said  that  the  field  of  space  is  full  of  lines  of  force,  whose 
arrangement  depends  on  that  of  the  bodies  in  the  field,  and  that 
the  mechanical  and  electrical  action  on  each  body  is  determined  by 
the  lines  which  abut  on  it. 


PHENOMENA   OF    MAGNETO-ELECTRIC    INDUCTION  f. 

530.]    1.  Induction  by  Variation  of  the  Primary  Current. 

Let  there  be   two  conducting  circuits,    the  Primary   and   the 
Secondary  circuit.     The  primary  circuit  is  connected  with  a  voltaic 

*  Exp.  Ees.,  ii.  p.  293  ;  iii.  p.  447- 

T  Kead  Faraday's  Experimental  Researches,  series  i  and  ii. 
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battery  by  which  the  primary  current  may  be  produced,  maintained, 
stopped,  or  reversed.  The  secondary  circuit  includes  a  galvano 
meter  to  indicate  any  currents  which  may  be  formed  in  it.  This 
galvanometer  is  placed  at  such  a  distance  from  all  parts  of  the 
primary  circuit  that  the  primary  current  has  no  sensible  direct 
influence  on  its  indications. 

Let  part  of  the  primary  circuit  consist  of  a  straight  wire,  and 
part  of  the  secondary  circuit  of  a  straight  wire  near,  and  parallel  to 
the  first,  the  other  parts  of  the  circuits  being  at  a  greater  distance 
from  each  other. 

It  is  found  that  at  the  instant  of  sending  a  current  through 
the  straight  wire  of  the  primary  circuit  the  galvanometer  of  the 
secondary  circuit  indicates  a  current  in  the  secondary  straight  wire 
in  the  opposite  direction.  This  is  called  the  induced  current.  If 
the  primary  current  is  maintained  constant,  the  induced  current  soon 
disappears,  and  the  primary  current  appears  to  produce  no  effect 
on  the  secondary  circuit.  If  now  the  primary  current  is  stopped, 
a  secondary  current  is  observed,  which  is  in  the  same  direction  as 
the  primary  current.  Every  variation  of  the  primary  current 
produces  electromotive  force  in  the  secondary  circuit.  When  the 
primary  current  increases,  the  electromotive  force  is  in  the  opposite 
direction  to  the  current.  When  it  diminishes,  the  electromotive 
force  is  in  the  same  direction  as  the  current.  When  the  primary 
current  is  constant,  there  is  no  electromotive  force. 

These  effects  of  induction  are  increased  by  bringing  the  two  wires 
nearer  together.  They  are  also  increased  by  forming  them  into 
two  circular  or  spiral  coils  placed  close  together,  and  still  more  by 
placing  an  iron  rod  or  a  bundle  of  iron  wires  inside  the  coils. 

2.  Induction  ly  Motion  of  the  Primary  Circuit. 

We  have  seen  that  when  the  primary  current  is  maintained 
constant  and  at  rest  the  secondary  current  rapidly  disappears. 

Now  let  the  primary  current  be  maintained  constant,  but  let  the 
primary  straight  wire  be  made  to  approach  the  secondary  straight 
wire.  During  the  approach  there  will  be  a  secondary  current  in 
the  opposite  direction  from  the  primary. 

If  the  primary  circuit  be  moved  away  from  the  secondary,  there 
will  be  a  secondary  current  in  the  same  direction  as  the  primary. 

3.  Induction  by  Motion  of  the  Secondary  Circuit. 

If  the  secondary  circuit  be   moved,   the  secondary  current   is 
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opposite  to  the  primary  when  the  secondary  wire  is  approaching1 
the  primary  wire,  and  in  the  same  direction  when  it  is  receding 
from  it. 

In  all  cases  the  direction  of  the  secondary  current  is  such  that 
the  mechanical  action  between  the  two  conductors  is  opposite  to 
the  direction  of  motion,  being  a  repulsion  when  the  wires  are  ap 
proaching,  and  an  attraction  when  they  are  receding.  This  very 
important  fact  was  established  by  Lenz  *. 

4.  Induction  l>y  the  Relative  Motion  of  a  Magnet  and  the  Secondary 

Circuit. 

If  we  substitute  for  the  primary  circuit  a  magnetic  shell,  whose 
edge  coincides  with  the  circuit,  whose  strength  is  numerically  equal 
to  that  of  the  current  in  the  circuit,  and  whose  austral  face  cor 
responds  to  the  positive  face  of  the  circuit,  then  the  phenomena 
produced  by  the  relative  motion  of  this  shell  and  the  secondary 
circuit  are  the  same  as  those  observed  in  the  case  of  the  primary 
circuit. 

531.]  The  whole  of  these  phenomena  may  be  summed  up  in  one 
law.  When  the  number  of  lines  of  magnetic  induction  which  pass 
through  the  secondary  circuit  in  the  positive  direction  is  altered, 
an  electromotive  force  acts  round  the  circuit,  which  is  measured 
by  the  rate  of  decrease  of  the  magnetic  induction  through  the 
circuit. 

532.]  For  instance,  let  the  rails  of  a  railway  be  insulated  from 
the  earth,  but  connected  at  one  terminus  through  a  galvanometer, 
and  let  the  circuit  be  completed  by  the  wheels  and  axle  of  a  rail 
way  carriage  at  a  distance  x  from  the  terminus.  Neglecting  the 
height  of  the  axle  above  the  level  of  the  rails,  the  induction 
through  the  secondary  circuit  is  due  to  the  vertical  component  of 
the  earth's  magnetic  force,  which  in  northern  latitudes  is  directed 
downwards.  Hence,  if  b  is  the  gauge  of  the  railway,  the  horizontal 
area  of  the  circuit  is  &x,  and  the  surface-integral  of  the  magnetic 
induction  through  it  is  Zbx,  where  Z  is  the  vertical  component  of 
the  magnetic  force  of  the  earth.  Since  Z  is  downwards,  the  lower 
face  of  the  circuit  is  to  be  reckoned  positive,  and  the  positive 
direction  of  the  circuit  itself  is  north,  east,  south,  west,  that  is,  in 
the  direction  of  the  sun's  apparent  diurnal  course. 

Now  let  the  carriage  be  set  in  motion,  then  x  will  vary,  and 

*  Pogg.,  Ann.  xxi.  483  (1834). 
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there  will  be  an  electromotive  force  in  the  circuit  whose  value 
„,  dx 

ls~zldf- 

If  x  is  increasing,  that  is,  if  the  carriage  is  moving  away  from 
the  terminus,  this  electromotive  force  is  in  the  negative  direction, 
or  north,  west,  south,  east.  Hence  the  direction  of  this  force 
through  the  axle  is  from  right  to  left.  If  x  were  diminishing,  the 
absolute  direction  of  the  force  would  be  reversed,  but  since  the 
direction  of  the  motion  of  the  carriage  is  also  reversed,  the  electro 
motive  force  on  the  axle  is  still  from  right  to  left,  the  observer 
in  the  carriage  being  always  supposed  to  move  face  forwards.  In 
southern  latitudes,  where  the  south  end  of  the  needle  dips,  the 
electromotive  force  on  a  moving  body  is  from  left  to  right. 

Hence  we  have  the  following  rule  for  determining  the  electro 
motive  force  on  a  wire  moving  through  a  field  of  magnetic  force. 
Place,  in  imagination,  your  head  and  feet  in  the  position  occupied 
by  the  ends  of  a  compass  needle  which  point  north  and  south  respec 
tively  ;  turn  your  face  in  the  forward  direction  of  motion,  then  the 
electromotive  force  due  to  the  motion  will  be  from  left  to  right. 

533.]  As  these  directional  relations  are  important,- let  us  take 
another  illustration.  Suppose  a  metal  girdle  laid  round  the  earth 

at  the  equator,  and  a  metal  wire 
laid  along  the  meridian  of  Green 
wich  from  the  equator  to  the  north 
pole. 

Let  a  great  quadrantal  arch  of 
metal  be  constructed,  of  which  one 
extremity  is  pivoted  on  the  north 
pole,  while  the  other  is  carried  round 
the  equator,  sliding  on  the  great 
girdle  of  the  earth,  and  following 
the  sun  in  his  daily  course.  There 
will  then  be  an  electromotive  force 
along  the  moving  quadrant,  acting 
from  the  pole  towards  the  equator. 
The  electromotive  force  will  be  the  same  whether  we  suppose 
the  earth  at  rest  and  the  quadrant  moved  from  east  to  west,  or 
whether  we  suppose  the  quadrant  at  rest  and  the  earth  turned  from 
west  to  east.  If  we  suppose  the  earth  to  rotate,  the  electromotive 
force  will  be  the  same  whatever  be  the  form  of  the  part  of  the 
circuit  fixed  in  space  of  which  one  end  touches  one  of  the  poles 


536.]  EXPERIMENTS   OF    COMPARISON.  169 

and  the  other  the  equator.  The  current  in  this  part  of  the  circuit 
is  from  the  pole  to  the  equator. 

The  other  part  of  the  circuit,  which  is  fixed  with  respect  to  the 
earth,  may  also  be  of  any  form,  and  either  within  or  without  the 
earth.  In  this  part  the  current  is  from  the  equator  to  either  pole. 

534.]  The  intensity  of  the  electromotive  force  of  magneto-electric 
induction  is  entirely  independent  of  the  nature  of  the  substance 
of  the  conductor  in  which  it  acts,  and  also  of  the  nature  of  the 
conductor  which  carries  the  inducing  current. 

To  shew  this,  Faraday  *  made  a  conductor  of  two  wires  of  different 
metals  insulated  from  one  another  by  a  silk  covering,  but  twisted 
together,  and  soldered  together  at  one  end.  The  other  ends  of  the 
wires  were  connected  with  a  galvanometer.  In  this  way  the  wires 
were  similarly  situated  with  respect  to  the  primary  circuit,  but  if 
the  electromotive  force  were  stronger  in  the  one  wire  than  in  the 
other  it  would  produce  a  current  which  would  be  indicated  by  the 
galvanometer.  He  found,  however,  that  such  a  combination  may 
be  exposed  to  the  most  powerful  electromotive  forces  due  to  in 
duction  without  the  galvanometer  being  affected.  He  also  found 
that  whether  the  two  branches  of  the  compound  conductor  consisted 
of  two  metals,  or  of  a  metal  and  an  electrolyte,  the  galvanometer 
was  not  affected  f. 

Hence  the  electromotive  force  on  any  conductor  depends  only  on 
the  form  and  the  motion  of  that  conductor,  together  with  the 
strength,  form,  and  motion  of  the  electric  currents  in  the  field. 

535.]  Another  negative  property  of  electromotive  force  is  that 
it  has  of  itself  no  tendency  to  cause  the  mechanical  motion  of  any 
body,  but  only  to  cause  a  current  of  electricity  within  it. 

If  it  actually  produces  a  current  in  the  body,  there  will  be 
mechanical  action  due  to  that  current,  but  if  we  prevent  the 
current  from  being  formed,  there  will  be  no  mechanical  action  on 
the  body  itself.  If  the  body  is  electrified,  however,  the  electro 
motive  force  will  move  the  body,  as  we  have  described  in  Electro 
statics. 

536.]  The  experimental  investigation  of  the  laws  of  the  induction 
of  electric  currents  in  fixed  circuits  may  be  conducted  with 
considerable  accuracy  by  methods  in  which  the  electromotive  force, 
and  therefore  the  current,  in  the  galvanometer  circuit  is  rendered 
zero. 

For  instance,  if  we  wish  to  shew  that  the  induction  of  the  coil 
*  Exp.  Res.,  195.  f  Ib.,  200. 
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A  on  the  coil  X  is  equal  to  that  of  B  upon  Y,  we  place  the  first 
pair  of  coils  A  and  X  at  a  sufficient  distance  from  the  second  pair 


Fig.  32. 

B  and  Y.  We  then  connect  A  and  B  with  a  voltaic  battery,  so 
that  we  can  make  the  same  primary  current  flow  through  A  in  the 
positive  direction  and  then  through  B  in  the  negative  direction. 
We  also  connect  Xand  .Fwifch  a  galvanometer,  so  that  the  secondary 
current,  if  it  exists,  shall  flow  in  the  same  direction  through  X  and 
jTin  series. 

Then,  if  the  induction  of  A  on  X  is  equal  to  that  of  B  on  Y, 
the  galvanometer  will  indicate  no  induction  current  when  the 
battery  circuit  is  closed  or  broken. 

The  accuracy  of  this  method  increases  with  the  strength  of  the 
primary  current  and  the  sensitiveness  of  the  galvanometer  to  in 
stantaneous  currents,  and  the  experiments  are  much  more  easily 
performed  than  those  relating  to  electromagnetic  attractions,  where 
the  conductor  itself  has  to  be  delicately  suspended. 

A  very  instructive  series  of  well-devised  experiments  of  this  kind 
is  described  by  Professor  Felici  of  Pisa  *. 

I  shall  only  indicate  briefly  some  of  the  laws  which  may  be  proved 
in  this  way. 

(l)  The  electromotive  force  of  the  induction  of  one  circuit  on 
another  is  independent  of  the  area  of  the  section  of  the  conductors 
and  of  the  material  of  which  they  are  made. 

For  we  can  exchange  any  one  of  the  circuits  in  the  experiment 
for  another  of  a  different  section  and  material,  but  of  the  same  form, 
without  altering  the  result. 

*  Annales  de  Chimie,  xxxiv.  p.  66  (1852),  and  Nuovo  Cimento,  ix.  p.  345  (1859). 
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(2)  The  induction  of  the  circuit  A  on  the  circuit  X  is  equal  to 
that  of  X  upon  A. 

For  if  we  put  A  in  the  galvanometer  circuit,  and  X  in  the  battery 
circuit,  the  equilibrium  of  electromotive  force  is  not  disturbed. 

(3)  The  induction  is  proportional  to  the  inducing-  current. 

For  if  we  have  ascertained  that  the  induction  of  A  on  X  is  equal 
to  that  of  B  on  T,  and  also  to  that  of  C  on  Z,  we  may  make  the 
battery  current  first  flow  through  A,  and  then  divide  itself  in  any 
proportion  between  B  and  C.  Then  if  we  connect  X  reversed,  T 
and  Z  direct,  all  in  series,  with  the  galvanometer,  the  electromotive 
force  in  X  will  balance  the  sum  of  the  electromotive  forces  in  Y 


(4)  In  pairs  of  circuits  forming  systems  geometrically  similar 
the  induction  is  proportional  to  their  linear  dimensions. 

For  if  the  three  pairs  of  circuits  above  mentioned  are  all  similar, 
but  if  the  linear  dimension  of  the  first  pair  is  the  sum  of  the 
corresponding  linear  dimensions  of  the  second  and  third  pairs,  then, 
if  A,  B,  and  C  are  connected  in  series  with  the  battery,  and  X 
reversed,  Y  and  Z  are  in  series  with  the  galvanometer,  there  will 
be  equilibrium. 

(5)  The  electromotive  force  produced  in  a  coil  of  n  windings  by 
a  current  in  a  coil  of  m  windings  is  proportional  to  the  product  mn. 

537.]  For  experiments  of  the  kind  we  have  been  considering  the 
galvanometer  should  be  as  sensitive  as  possible,  and  its  needle  as 
light  as  possible,  so  as  to  give  a  sensible  indication  of  a  very 
small  transient  current.  The  experiments  on  induction  due  to 
motion  require  the  needle  to  have  a  somewhat  longer  period  of 
vibration,  so  that  there  may  be  time  to  effect  certain  motions 
of  the  conductors  while  the  needle  is  not  far  from  its  position 
of  equilibrium.  In  the  former  experiments,  the  electromotive 
forces  in  the  galvanometer  circuit  were  in  equilibrium  during 
the  whole  time,  so  that  no  current  passed  through  the  galvano 
meter  coil.  In  those  now  to  be  described,  the  electromotive  forces 
act  first  in  one  direction  and  then  in  the  other,  so  as  to  produce 
in  succession  two  currents  in  opposite  directions  through  the  gal 
vanometer,  and  we  have  to  shew  that  the  impulses  on  the  galvano 
meter  needle  due  to  these  successive  currents  are  in  certain  cases 
equal  and  opposite. 

The  theory  of  the  application  of  the  galvanometer  to  the 
measurement  of  transient  currents  will  be  considered  more  at 
length  in  Art.  748.  At  present  it  is  sufficient  for  our  purpose  to 
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observe  that  as  long  as  the  galvanometer  needle  is  near  its  position 
of  equilibrium  the  deflecting  force  of  the  current  is  proportional 
to  the  current  itself,  and  if  the  whole  time  of  action  of  the  current 
is  small  compared  with  the  period  of  vibration  of  the  needle,  the 
final  velocity  of  the  magnet  will  be  proportional  to  the  total 
quantity  of  electricity  in  the  current.  Hence,  if  two  currents  pass 
in  rapid  succession,  conveying  equal  quantities  of  electricity  in 
opposite  directions,  the  needle  will  be  left  without  any  final 
velocity. 

Thus,  to  shew  that  the  induction-currents  in  the  secondary  circuit, 
due  to  the  closing  and  the  breaking  of  the  primary  circuit,  are 
equal  in  total  quantity  but  opposite  in  direction,  we  may  arrange 
the  primary  circuit  in  connexion  with  the  battery,  so  that  by 
touching  a  key  the  current  may  be  sent  through  the  primary  circuit, 
or  by  removing  the  finger  the  contact  may  be  broken  at  pleasure. 
If  the  key  is  pressed  down  for  some  time,  the  galvanometer  in 
the  secondary  circuit  indicates,  at  the  time  of  making  contact,  a 
transient  current  in  the  opposite  direction  to  the  primary  current. 
If  contact  be  maintained,  the  induction  current  simply  passes  and 
disappears.  If  we  now  break  contact,  another  transient  current 
passes  in  the  opposite  direction  through  the  secondary  circuit, 
and  the  galvanometer  needle  receives  an  impulse  in  the  opposite 
direction. 

But  if  we  make  contact  only  for  an  instant,  and  then  break 
contact,  the  two  induced  currents  pass  through  the  galvanometer 
in  such  rapid  succession  that  the  needle,  when  acted  on  by  the  first 
current,  has  not  time  to  move  a  sensible  distance  from  its  position 
of  equilibrium  before  it  is  stopped  by  the  second,  and,  on  account 
of  the  exact  equality  between  the  quantities  of  these  transient 
currents,  the  needle  is  stopped  dead. 

If  the  needle  is  watched  carefully,  it  appears  to  be  jerked  suddenly 
from  one  position  of  rest  to  another  position  of  rest  very  near 
the  first. 

In  this  way  we  prove  that  the  quantity  of  electricity  in  the 
induction  current,  when  contact  is  broken,  is  exactly  equal  and 
opposite  to  that  in  the  induction  current  when  contact  is  made. 

538.]  Another  application  of  this  method  is  the  following,  which 
is  given  by  Felici  in  the  second  series  of  his  Researches. 

It  is  always  possible  to  find  many  different  positions  of  the 
secondary  coil  B,  such  that  the  making  or  the  breaking  of  contact 
in  the  primary  coil  A  produces  no  induction  current  in  B.  The 
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positions  of  the  two  coils  are  in  such  cases  said  to  be  conjugate  to 
each  other. 

Let  Bl  and  B2  be  two  of  these  positions.  If  the  coil  B  be  sud 
denly  moved  from  the  position  £l  to  the  position  H2)  the  algebraical 
sum  of  the  transient  currents  in  the  coil  B  is  exactly  zero,  so 
that  the  galvanometer  needle  is  left  at  rest  when  the  motion  of  B  is 
completed. 

This  is  true  in  whatever  way  the  coil  B  is  moved  from  Bl  to  Bz, 
and  also  whether  the  current  in  the  primary  coil  A  be  continued 
constant,  or  made  to  vary  during  the  motion. 

Again,  let  B'  be  any  other  position  of  B  not  conjugate  to  A, 
so  that  the  making  or  breaking  of  contact  in  A  produces  an  in 
duction  current  when  B  is  in  the  position  B'. 

Let  the  contact  be  made  when  B  is  in  the  conjugate  position  J91? 
there  will  be  no  induction  current.  Move  B  to  B'y  there  will  be 
an  induction  current  due  to  the  motion,  but  if  B  is  moved  rapidly 
to  B\  and  the  primary  contact  then  broken,  the  induction  current 
due  to  breaking  contact  will  exactly  annul  the  effect  of  that  due  to 
the  motion,  so  that  the  galvanometer  needle  will  be  left  at  rest. 
Hence  the  current  due  to  the  motion  from  a  conjugate  position 
to  any  other  position  is  equal  and  opposite  to  the  current  due  to 
breaking  contact  in  the  latter  position. 

Since  the  effect  of  making  contact  is  equal  and  opposite  to  that 
of  breaking  it,  it  follows  that  the  effect  of  making  contact  when  the 
coil  B  is  in  any  position  B'  is  equal  to  that  of  bringing  the  coil 
from  any  conjugate  position  B^  to  B'  while  the  current  is  flowing 
through  A. 

If  the  change  of  the  relative  position  of  the  coils  is  made  by 
moving  the  primary  circuit  instead  of  the  secondary,  the  result  is 
found  to  be  the  same. 

539.]  It  follows  from  these  experiments  that  the  total  induction 
current  in  B  during  the  simultaneous  motion  of  A  from  A±  to  A2,  and 
of  B  from  Bl  to  B2 ,  while  the  current  in  A  changes  from  yl  to  y2 , 
depends  only  on  the  initial  state  A19  Bl}  yl5  and  the  final  state 
A29  .Z?2,  y2,  and  not  at  all  on  the  nature  of  the  intermediate  states 
through  which  the  system  may  pass. 

Hence  the  value  of  the  total  induction  current  must  be  of  the 
form  F  (A2 ,  B2 ,  y2)  -^  K ,  Bl ,  7l), 

where  F  is  a  function  of  A,  B,  and  y. 

With  respect  to  the  form  of  this  function,  we  know,  by  Art.  536, 
that  when  there  is  no  motion,  and  therefore  Al  =  A2  and  Bl  =  B2, 
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the  induction  current  is  proportional  to  the  primary  current. 
Hence  y  enters  simply  as  a  factor,  the  other  factor  being  a  func 
tion  of  the  form  and  position  of  the  circuits  A  and  £. 

We  also  know  that  the  value  of  this  function  depends  on  the 
relative  and  not  on  the  absolute  positions  of  A  and  B,  so  that 
it  must  be  capable  of  being  expressed  as  a  function  of  the  distances 
of  the  different  elements  of  which  the  circuits  are  composed,  and 
of  the  angles  which  these  elements  make  with  each  other. 

Let  M  be  this  function,  then  the  total  induction  current  may  be 
written  C  {M,  7l- M2  y2} , 

where  C  is  the  conductivity  of  the  secondary  circuit,  and  J/15  yl 
are  the  original,  and  M2 ,  y2  the  final  values  of  M  and  y. 

These  experiments,  therefore,,  shew  that  the  total  current  of 
induction  depends  on  the  change  which  takes  place  in  a  certain 
quantity,  M  y,  and  that  this  change  may  arise  either  from  variation 
of  the  primary  current  y,  or  from  any  motion  of  the  primary  or 
secondary  circuit  which  alters  M. 

540.]  The  conception  of  such  a  quantity,  on  the  changes  of  which, 
and  not  on  its  absolute  magnitude,  the  induction  current  depends, 
occurred  to  Faraday  at  an  early  stage  of  his  researches*.  He 
observed  that  the  secondary  circuit,  when  at  rest  in  an  electro 
magnetic  field  which  remains  of  constant  intensity,  does  not  shew 
any  electrical  effect,  whereas,  if  the  same  state  of  the  field  had  been 
suddenly  produced,  there  would  have  been  a  current.  Again,  if  the 
primary  circuit  is  removed  from  the  field,  or  the  magnetic  forces 
abolished,  there  is  a  current  of  the  opposite  kind.  He  therefore 
recognised  in  the  secondary  circuit,  when  in  the  electromagnetic 
field,  a  '  peculiar  electrical  condition  of  matter,'  to  which  he  gave 
the  name  of  the  Electrotonic  State.  He  afterwards  found  that  he 
could  dispense  with  this  idea  by  means  of  considerations  founded  on 
the  lines  of  magnetic  force  t,  but  even  in  his  latest  researches  J, 
he  says,  'Again  and  again  the  idea  of  an  electrotonic  state  §  has 
been  forced  upon  my  mind.' 

The  whole  history  of  this  idea  in  the  mind  of  Faraday,  as  shewn 
in  his  published  researches,  is  well  worthy  of  study.  By  a  course 
of  experiments,  guided  by  intense  application  of  thought,  but 
without  the  aid  of  mathematical  calculations,  he  was  led  to  recog 
nise  the  existence  of  something  which  we  now  know  to  be  a  mathe 
matical  quantity,  and  which  may  even  be  called  the  fundamental 

*  Exp.  Res.,  series  i.  60.  £  Ib.,  3269. 

t  Ib.,  series  ii.  (242).  §  Ib.,  60,  1114,  1661,  1729,  1733. 
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quantity  in  the  theory  of  electromagnetism.  But  as  he  was  led 
up  to  this  conception  by  a  purely  experimental  path,  he  ascribed 
to  it  a  physical  existence,  and  supposed  it  to  be  a  peculiar  con 
dition  of  matter,  though  he  was  ready  to  abandon  this  theory  as 
soon  as  he  could  explain  the  phenomena  by  any  more  familiar  forms 
of  thought. 

Other  investigators  were  long  afterwards  led  up  to  the  same 
idea  by  a  purely  mathematical  path,  but,  so  far  as  I  know,  none 
of  them  recognised,  in  the  refined  mathematical  idea  of  the  potential 
of  two  circuits,  Faraday's  bold  hypothesis  of  an  electrotonic  state. 
Those,  therefore,  who  have  approached  this  subject  in  the  way 
pointed  out  by  those  eminent  investigators  who  first  reduced  its 
laws  to  a  mathematical  form,  have  sometimes  found  it  difficult 
to  appreciate  the  scientific  accuracy  of  the  statements  of  laws  which 
Faraday,  in  the  first  two  series  of  his  Researches^  has  given  with 
such  wonderful  completeness. 

The  scientific  value  of  Faraday's  conception  of  an  electrotonic 
state  consists  in  its  directing  the  mind  to  lay  hold  of  a  certain 
quantity,  on  the  changes  of  which  the  actual  phenomena  depend. 
Without  a  much  greater  degree  of  development  than  Faraday  gave 
it,  this  conception  does  not  easily  lend  itself  to  the  explanation  of  the 
phenomena.  We  shall  return  to  this  subject  again  in  Art.  584. 

541.]  A  method  which,  in  Faraday's  hands,  was  far  more  powerful 
is  that  in  which  he  makes  use  of  those  lines  of  magnetic  force 
which  were  always  in  his  mind's  eye  when  contemplating  his 
magnets  or  electric  currents,  and  the  delineation  of  which  by  means 
of  iron  filings  he  rightly  regarded  *  as  a  most  valuable  aid  to  the 
experimentalist. 

Faraday  looked  on  these  lines  as  expressing,  not  only  by  their 
direction  that  of  the  magnetic  force,  but  by  their  number  and 
concentration  the  intensity  of  that  force,  and  in  his  later  re 
searches  t  he  shews  how  to  conceive  of  unit  lines  of  force.  I  have 
explained  in  various  parts  of  this  treatise  the  relation  between  the 
properties  which  Faraday  recognised  in  the  lines  of  force  and  the 
mathematical  conditions  of  electric  and  magnetic  forces,  and  how 
Faraday's  notion  of  unit  lines  and  of  the  number  of  lines  within 
certain  limits  may  be  made  mathematically  precise.  See  Arts.  82, 
404,  490. 

In  the  first  series  of  his  Researches  %  he  shews  clearly  how  the 
direction  of  the  current  in  a  conducting  circuit,  part  of  which  is 
*  Exp.  Res.,  3234.  f  Ib.,  3122.  +  Ib.,  114 


176  MAGNETO-ELECTRIC    INDUCTION.  [541. 

moveable,  depends  on  the  mode  in  which  the  moving  part  cuts 
through  the  lines  of  magnetic  force. 

In  the  second  series  *  he  shews  how  the  phenomena  produced 
by  variation  of  the  strength  of  a  current  or  a  magnet  may  be 
explained,  by  supposing  the  system  of  lines  of  force  to  expand  from 
or  contract  towards  the  wire  or  magnet  as  its  power  rises  or  falls. 

I  am  not  certain  with  what  degree  of  clearness  he  then  held  the 
doctrine  afterwards  so  distinctly  laid  down  by  himf,  that  the 
moving  conductor,  as  it  cuts  the  lines  of  force,  sums  up  the  action 
due  to  an  area  or  section  of  the  lines  of  force.  This,  however, 
appears  no  new  view  of  the  case  after  the  investigations  of  the 
second  series  J  have  been  taken  into  account. 

The  conception  which  Faraday  had  of  the  continuity  of  the  lines 
of  force  precludes  the  possibility  of  their  suddenly  starting  into 
existence  in  a  place  where  there  were  none  before.  If,  therefore, 
the  number  of  lines  which  pass  through  a  conducting  circuit  is 
made  to  vary,  it  can  only  be  by  the  circuit  moving  across  the  lines 
of  force,  or  else  by  the  lines  of  force  moving  across  the  circuit. 
In  either  case  a  current  is  generated  in  the  circuit. 

The  number  of  the  lines  of  force  which  at  any  instant  pass  through 
the  circuit  is  mathematically  equivalent  to  Faraday's  earlier  con 
ception  of  the  electrotonic  state  of  that  circuit,  and  it  is  represented 
by  the  quantity  My. 

It  is  only  since  the  definitions  of  electromotive  force,  Arts.  69, 
274,  and  its  measurement  have  been  made  more  precise,  that  we 
can  enunciate  completely  the  true  law  of  magneto-electric  induction 
in  the  following  terms  : — 

The  total  electromotive  force  acting  round  a  circuit  at  any 
instant  is  measured  by  the  rate  of  decrease  of  the  number  of  lines 
of  magnetic  force  which  pass  through  it. 

When  integrated  with  respect  to  the  time  this  statement  be 
comes  : — 

The  time-integral  of  the  total  electromotive  force  acting  round 
any  circuit,  together  with  the  number  of  lines  of  magnetic  force 
which  pass  through  the  circuit,  is  a  constant  quantity. 

Instead  of  speaking  of  the  number  of  lines  of  magnetic  force,  we 
may  speak  of  the  magnetic  induction  through  the  circuit,  or  the 
surface-integral  of  magnetic  induction  extended  over  any  surface 
bounded  by  the  circuit. 

*  Exp.  Ees.,  238.  t  Ib.,  3082,  3087,  3113. 

I  Ib.,  217,  &c. 
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We  shall  return  again  to  this  method  of  Faraday.  In  the  mean 
time  we  must  enumerate  the  theories  of  induction  which  are 
founded  on  other  considerations. 

Lens? s  Law. 

542.]  In  1834,  Lenz  *  enunciated  the  following  remarkable 
relation  between  the  phenomena  of  the  mechanical  action  of  electric 
currents,  as  defined  by  Ampere's  formula,  and  the  induction  of 
electric  currents  by  the  relative  motion  of  conductors.  An  earlier 
attempt  at  a  statement  of  such  a  relation  was  given  by  Ritchie  in 
the  Philosophical  Magazine  for  January  of  the  same  year,  but  the 
direction  of  the  induced  current  was  in  every  case  stated  wrongly. 
Lenz's  law  is  as  follows. — 

If  a  constant  current  flows  in  the  primary  circuit  A,  and  if,  ~by  the 
motion  of  A,  or  of  the  secondary  circuit  H,  a  current  is  induced  in  J3,  the 
direction  of  this  induced  current  will  be  such  that,  by  its  electromagnetic 
action  on  A,  it  tends  to  oppose  the  relative  motion  of  the  circuits. 

On  this  law  J.  Neumann  f  founded  his  mathematical  theory  of 
induction,  in  which  he  established  the  mathematical  laws  of  the 
induced  currents  due  to  the  motion  of  the  primary  or  secondary 
conductor.  He  shewed  that  the  quantity  M,  which  we  have  called 
the  potential  of  the  one  circuit  on  the  other,  is  the  same  as  the 
electromagnetic  potential  of  the  one  circuit  on  the  other,  which 
we  have  already  investigated  in  connexion  with  Ampere's  formula. 
We  may  regard  J.  Neumann,  therefore,  as  having  completed  for 
the  induction  of  currents  the  mathematical  treatment  which  Ampere 
had  applied  to  their  mechanical  action. 

543.]  A  step  of  still  greater  scientific  importance  was  soon  after 
made  by  Helmholtz  in  his  Essay  on  the  Conservation  of  Force  $,  and 
by  Sir  W.  Thomson  §,  working  somewhat  later,  but  independently 
of  Helmholtz.  They  shewed  that  the  induction  of  electric  currents 
discovered  by  Faraday  could  be  mathematically  deduced  from  the 
electromagnetic  actions  discovered  by  Orsted  and  Ampere  by  the 
application  of  the  principle  of  the  Conservation  of  Energy. 

Helmholtz  takes  the  case  of  a  conducting  circuit  of  resistance  E, 
in  which  an  electromotive  force  A,  arising  from  a  voltaic  or  thermo- 

*  Pogg.,  Ann.  xxxi.  483  (1834). 

t  Berlin  Acad.,  1845  and  1847. 

£  Read  before  the  Physical  Society  of  Berlin,  July  23,  1847.  Translated  in 
Taylor  s  •  Scientific  Memoirs/  part.  ii.  p.  114. 

§  Trans.  Brit.  Ass.,  1848,  and  Phil.  Mag.,  Dec.  1851.  See  also  his  paper  on 
'Transient  Electric  Currents/  Phil.  Mag.,  1853. 
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electric  arrangement,  acts.  The  current  in  the  circuit  at  any 
instant  is  /.  He  supposes  that  a  magnet  is  in  motion  in  the 
neighbourhood  of  the  circuit,  and  that  its  potential  with  respect  to 
the  conductor  is  7,  so  that,  during  any  small  interval  of  time  dtt  the 
energy  communicated  to  the  magnet  by  the  electromagnetic  action 

•     Tdr* 
is  I-^-dt. 

dt 

The  work  done  in  generating  heat  in  the  circuit  is,  by  Joule's 
law,  Art.  242,  !2Rdt,  and  the  work  spent  by  the  electromotive 
force  A,  in  maintaining  the  current  /  during  the  time  dt,  is  Aldt. 
Hence,  since  the  total  work  done  must  be  equal  to  the  work  spent, 

rlV 

AIdt  =  I*Rdt  +  I~-dt, 
at 

whence  we  find  the  intensity  of  the  current 


Now  the  value  of  A  may  be  what  we  please.     Let,  therefore, 
A  =  0,  and  then  1  dy 

I  =  ~~R~dt' 
or,  there  will  be  a  current  due  to  the  motion  of  the  magnet,  equal 

to  that  due  to  an  electromotive  force  --  =7-  • 

dt 

The  whole  induced  current  during  the  motion  of  the  magnet 
from  a  place  where  its  potential  is  F±  to  a  place  where  its  potential 


and  therefore  the  total  current  is  independent  of  the  velocity  or 
the  path  of  the  magnet,  and  depends  only  on  its  initial  and  final 
positions. 

Helmholtz  in  his  original  investigation  adopted  a  system  of 
units  founded  on  the  measurement  of  the  heat  generated  in  the 
conductor  by  the  current.  Considering  the  unit  of  current  as 
arbitrary,  the  unit  of  resistance  is  that  of  a  conductor  in  which  this 
unit  current  generates  unit  of  heat  in  unit  of  time.  The  unit  of 
electromotive  force  in  this  system  is  that  required  to  produce  the 
unit  of  current  in  the  conductor  of  unit  resistance.  The  adoption 
of  this  system  of  units  necessitates  the  introduction  into  the  equa 
tions  of  a  quantity  a,  which  is  the  mechanical  equivalent  of  the 
unit  of  heat.  As  we  invariably  adopt  either  the  electrostatic  or 
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the  electromagnetic  system  of  units,  this  factor  does  not  occur  in 
the  equations  here  given. 

544.]  Helmholtz  also  deduces  the  current  of  induction  when  a 
conducting  circuit  and  a  circuit  carrying  a  constant  current  are 
made  to  move  relatively  to  one  another. 

Let  R19  RI  be  the  resistances,  715  72  the  currents,  J,,  A2  the 
external  electromotive  forces,  and  V  the  potential  of  the  one  circuit 
on  the  other  due  to  unit  current  in  each,  then  we  have,  as  before, 


If  we  suppose  7X  to  be  the  primary  current,  and  72  so  much  less 
than  71?  that  it  does  not  by  its  induction  produce  any  sensible 

alteration  in  71}  so  that  we  may  put  /!  =  -!,  then 


dV 


a  result  which  may  be  interpreted  exactly  as  in  the  case  of  the 
magnet. 

If  we  suppose  72  to  be  the  primary  current,  and  1^  to  be  very 
much  smaller  than  72,  we  get  for  7^ 


This  shews  that  for  equal  currents  the  electromotive  force  of  the 
first  circuit  on  the  second  is  equal  to  that  of  the  second  on  the  first, 
whatever  be  the  forms  of  the  circuits. 

Helmholtz  does  not  in  this  memoir  discuss  the  case  of  induction 
due  to  the  strengthening  or  weakening  of  the  primary  current,  or 
the  induction  of  a  current  on  itself.  Thomson  *  applied  the  same 
principle  to  the  determination  of  the  mechanical  value  of  a  current, 
and  pointed  out  that  when  work  is  done  by  the  mutual  action  of 
two  constant  currents,  their  mechanical  value  is  increased  by  the 
same  amount,  so  that  the  battery  has  to  supply  double  that  amount 
of  work,  in  addition  to  that  required  to  maintain  the  currents 
against  the  resistance  of  the  circuits  f. 

545.]  The  introduction,  by  W.Weber,  of  a  system  of  absolute 

*  Mechanical  Theory  of  Electrolysis,  Phil.  Mag.,  Dec  1851 

f  Nichol's  Cyclopaedia  of  Physical  Science,  ed.  1860,  Artic'le  'Magnetism,  Dyna 
mical  Kelations  of/  and  Reprint,  §  571. 
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units  for  the  measurement  of  electrical  quantities  is  one  of  the  most 
important  steps  in  the  progress  of  the  science.  Having  already,  in 
conjunction  with  Gauss,  placed  the  measurement  of  magnetic  quan 
tities  in  the  first  rank  of  methods  of  precision.  Weber  proceeded 
in  his  Mectrodynamic  Measurements  not  only  to  lay  down  sound 
principles  for  fixing  the  units  to  be  employed,  but  to  make  de 
terminations  of  particular  electrical  quantities  in  terms  of  these 
units,  with  a  degree  of  accuracy  previously  unattempted.  Both  the 
electromagnetic  and  the  electrostatic  systems  of  units  owe  their 
development  and  practical  application  to  these  researches. 

Weber  has  also  formed  a  general  theory  of  electric  action  from 
which  he  deduces  both  electrostatic  and  electromagnetic  force,  and 
also  the  induction  of  electric  currents.  We  shall  consider  this 
theory,  with  some  of  its  more  recent  developments,  in  a  separate 
chapter.  See  Art.  846. 


CHAPTER  IV. 


ON   THE   INDUCTION   OF   A   CURRENT   ON   ITSELF. 

546.]  FARADAY  has  devoted  the  ninth  series  of  his  Researches  to 
the  investigation  of  a  class  of  phenomena  exhibited  by  the  current 
in  a  wire  which  forms  the  coil  of  an  electromagnet. 

Mr.  Jenkin  had  observed  that,  although  it  is  impossible  to  pro 
duce  a  sensible  shock  by  the  direct  action  of  a  voltaic  system 
consisting  of  only  one  pair  of  plates,  yet,  if  the  current  is  made 
to  pass  through  the  coil  of  an  electromagnet,  and  if  contact  is 
then  broken  between  the  extremities  of  two  wires  held  one  in  <  ach 
hand,  a  smart  shock  will  be  felt.  No  such  shock  is  felt  on  making 
contact. 

Faraday  shewed  that  this  and  other  phenomena,  which  he  de 
scribes,  are  due  to  the  same  inductive  action  which  he  had  already 
observed  the  current  to  exert  on  neighbouring  conductors.  In  this 
case,  however,  the  inductive  action  is  exerted  on  the  same  conductor 
which  carries  the  current,  and  it  is  so  much  the  more  powerful 
as  the  wire  itself  is  nearer  to  the  different  elements  of  the  cuyent 
than  any  other  wire  can  be. 

547.]  He  observes,  however'*,  that  'the  first  thought  that  arises 
in  the  mind  is  that  the  electricity  circulates  with  something  like 
momentum  or  inertia  in  the  wire.'  Indeed,  when  we  consider  one 
particular  wire  only,  the  phenomena  are  exactly  analogous  to  those 
of  a  pipe  full  of  water  flowing  in  a  continued  stream.  If  while 
the  stream  is  flowing  we  suddenly  close  the  end  of  the  tube,  the 
momentum  of  the  water  produces  a  sudden  pressure,  which  is  much 
greater  than  that  due  to  the  head  of  water,  and  may  be  sufficient 
to  burst  the  pipe. 

If  the  water  has  the  means  of  escaping  through  a  narrow  jet 

*  Exp.  Res.,  1077. 
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when  the  principal  aperture  is  closed,  it  will  be  projected  with  a 
velocity  much  greater  than  that  due  to  the  head  of  water,  and 
if  it  can  escape  through  a  valve  into  a  chamber,  it  will  do  so, 
even  when  the  pressure  in  the  chamber  is  greater  than  that  due 
to  the  head  of  water. 

It  is  on  this  principle  that  the  hydraulic  ram  is  constructed, 
by  which  a  small  quantity  of  water  may  be  raised  to  a  great  height 
by  means  of  a  large  quantity  flowing  down  from  a  much  lower 
level. 

548.]  These  effects  of  the  inertia  of  the  fluid  in  the  tube  depend 
solely  on  the  quantity  of  fluid  running  through  the  tube,  on  its 
length,  and  on  its  section  in  different  parts  of  its  length.  They 
do  not  depend  on  anything  outside  the  tube,  nor  on  the  form  into 
which  the  tube  may  be  bent,  provided  its  length  remains  the 
same. 

With  a  wire  conveying  a  current  this  is  not  the  case,  for 
if  a  long  wire  is  doubled  on  itself  the  effect  is  very  small,  if 
the  two  parts  are  separated  from  each  other  it  is  greater,  if  it 
is  coiled  up  into  a  helix  it  is  still  greater,  and  greatest  of  all  if, 
when  so  coiled,  a  piece  of  soft  iron  is  placed  inside  the  coil. 

Again,  if  a  second  wire  is  coiled  up  with  the  first,  but  insulated 
from  it,  then,  if  the  second  wire  does  not  form  a  closed  circuit, 
the  phenomena  are  as  before,  but  if  the  second  wire  forms  a  closed 
circuit,  an  induction  current  is  formed  in  the  second  wire,  and 
the  effects  of  self-induction  in  the  first  wire  are  retarded. 

549.]  These  results  shew  clearly  that,  if  the  phenomena  are  due 
to  momentum,  the  momentum  is  certainly  not  that  of  the  electricity 
in  the  wire,  because  the  same  wire,  conveying  the  same  current, 
exhibits  effects  which  differ  according  to  its  form ;  and  even  when 
its  form  remains  the  same,  the  presence  of  other  bodies,  such  as 
a  piece  of  iron  or  a  closed  metallic  circuit,  affects  the  result. 

550.]  It  is  difficult,  however,  for  the  mind  which  has  once 
recognised  the  analogy  between  the  phenomena  of  self-induction 
and  those  of  the  motion  of  material  bodies,  to  abandon  altogether 
the  help  of  this  analogy,  or  to  admit  that  it  is  entirely  superficial 
and  misleading.  The  fundamental  dynamical  idea  of  matter,  as 
capable  by  its  motion  of  becoming  the  recipient  of  momentum  and 
of  energy,  is  so  interwoven  with  our  forms  of  thought  that,  when 
ever  we  catch  a  glimpse  of  it  in  any  part  of  nature,  we  feel  that 
a  path  is  before  us  leading,  sooner  or  later,  to  the  complete  under 
standing  of  the  subject. 
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551.]  In  the  case  of  the  electric  current,  we  find  that,  when  the 
electromotive  force  begins  to  act,  it  does  not  at  once  produce  the 
full  current,  but  that  the  current  rises  gradually.  What  is  the 
electromotive  force  doing  during  the  time  that  the  opposing  re 
sistance  is  not  able  to  balance  it  ?  It  is  increasing  the  electric 
current. 

Now  an  ordinary  force,  acting  on  a  body  in  the  direction  of  its 
motion,  increases  its  momentum,  and  communicates  to  it  kinetic 
energy,  or  the  power  of  doing  work  on  account  of  its  motion. 

In  like  manner  the  unresisted  part  of  the  electromotive  force  has 
been  employed  in  increasing  the  electric  current.  Has  the  electric 
current,  when  thus  produced,  either  momentum  or  kinetic  energy  ? 

We  have  already  shewn  that  it  has  something  very  like  mo 
mentum,  that  it  resists  being  suddenly  stopped,  and  that  it  can 
exert,  for  a  short  time,  a  great  electromotive  force. 

But  a  conducting  circuit  in  which  a  current  has  been  set  up 
has  the  power  of  doing  work  in  virtue  of  this  current,  and  this 
power  cannot  be  said  to  be  something  very  like  energy,  for  it 
is  really  and  truly  energy. 

Thus,  if  the  current  be  left  to  itself,  it  will  continue  to  circulate 
till  it  is  stopped  by  the  resistance  of  the  circuit.  Before  it  is 
stopped,  however,  it  will  have  generated  a  certain  quantity  of 
heat,  and  the  amount  of  this  heat  in  dynamical  measure  is  equal 
to  the  energy  originally  existing  in  the  current. 

Again,  when  the  current  is  left  to  itself,  it  may  be  made  to 
do  mechanical  work  by  moving  magnets,  and  the  inductive  effect 
of  these  motions  will,  by  Lenz's  law,  stop  the  current  sooner  than 
the  resistance  of  the  circuit  alone  would  have  stopped  it.  In  this 
way  part  of  the  energy  of  the  current  may  be  transformed  into 
mechanical  work  instead  of  heat. 

552.]  It  appears,  therefore,  that  a  system  containing  an  electric 
current  is  a  seat  of  energy  of  some  kind  ;  and  since  we  can  form 
no  conception  of  an  electric  current  except  as  a  kinetic  pheno 
menon*,  its  energy  must  be  kinetic  energy,  that  is  to  say,  the 
energy  which  a  moving  body  has  in  virtue  of  its  motion. 

We  have  already  shewn  that  the  electricity  in  the  wire  cannot 
be  considered  as  the  moving  body  in  which  we  are  to  find  this 
energy,  for  the  energy  of  a  moving  body  does  not  depend  on 
anything  external  to  itself,  whereas  the  presence  of  other  bodies 
near  the  current  alters  its  energy. 

*  Faraday,  Exp.  Res.  (283). 
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We  are  therefore  led  to  enquire  whether  there  may  not  be  some 
motion  going  on  in  the  space  outside  the  wire,  which  is  not  occupied 
by  the  electric  current,  but  in  which  the  electromagnetic  effects  of 
the  current  are  manifested. 

I  shall  not  at  present  enter  on  the  reasons  for  looking  in  one 
place  rather  than  another  for  such  motions,  or  for  regarding  these 
motions  as  of  one  kind  rather  than  another. 

What  I  propose  now  to  do  is  to  examine  the  consequences  of 
the  assumption  that  the  phenomena  of  the  electric  current  are  those 
of  a  moving  system,  the  motion  being  communicated  from  one  part 
of  the  system  to  another  by  forces,  the  nature  and  laws  of  which 
we  do  not  yet  even  attempt  to  define,  because  we  can  eliminate 
these  forces  from  the  equations  of  motion  by  the  method  given 
by  Lagrange  for  any  connected  system. 

In  the  next  five  chapters  of  this  treatise  I  propose  to  deduce 
the  main  structure  of  the  theory  of  electricity  from  a  dynamical 
hypothesis  of  this  kind,  instead  of  following  the  path  which  has 
led  Weber  and  other  investigators  to  many  remarkable  discoveries 
and  experiments,  and  to  conceptions,  some  of  which  are  as  beautiful 
as  they  are  bold.  I  have  chosen  this  method  because  I  wish  to 
shew  that  there  are  other  ways  of  viewing  the  phenomena  which 
appear  to  me  more  satisfactory,  and  at  the  same  time  are  more 
consistent  with  the  methods  followed  in  the  preceding  parts  of  this 
book  than  those  which  proceed  on  the  hypothesis  of  direct  action 
at  a  distance. 


CHAPTEE  V. 

ON   THE   EQUATIONS   OF    MOTION    OF    A    CONNECTED    SYSTEM, 


553.]  IN  the  fourth  section  of  the  second  part  of  his  Mecaniqiie 
Analytique,  Lagrange  has  given  a  method  of  reducing  the  ordinary 
dynamical  equations  of  the  motion  of  the  parts  of  a  connected 
system  to  a  number  equal  to  that  of  the  degrees  of  freedom  of 
the  system. 

The  equations  of  motion  of  a  connected  system  have  been  given 
in  a  different  form  by  Hamilton,  and  have  led  to  a  great  extension 
of  the  higher  part  of  pure  dynamics  *. 

As  we  shall  find  it  necessary,  in  our  endeavours  to  bring  electrical 
phenomena  within  the  province  of  dynamics,  to  have  our  dynamical 
ideas  in  a  state  fit  for  direct  application  to  physical  questions,  we 
shall  devote  this  chapter  to  an  exposition  of  these  dynamical  ideas 
from  a  physical  point  of  view. 

554.]  The  aim  of  Lagrange  was  to  bring  dynamics  under  the 
power  of  the  calculus.  He  began  by  expressing  the  elementary 
dynamical  relations  in  terms  of  the  corresponding  relations  of  pure 
algebraical  quantities,  and  from  the  equations  thus  obtained  he 
deduced  his  final  equations  by  a  purely  algebraical  process.  Certain 
quantities  (expressing  the  reactions  between  the  parts  of  the  system 
called  into  play  by  its  physical  connexions)  appear  in  the  equations 
of  motion  of  the  component  parts  of  the  system,  and  Lagrange's 
investigation,  as  seen  from  a  mathematical  point  of  view,  is  a 
method  of  eliminating  these  quantities  from  the  final  equations. 

In  following  the  steps  of  this  elimination  the  mind  is  exercised 
in  calculation,  and  should  therefore  be  kept  free  from  the  intrusion 
of  dynamical  ideas.  Our  aim,  on  the  other  hand,  is  to  cultivate 

*  See  Professor's  Cayley's  'Keport  on  Theoretical  Dynamics,'  British  Association, 
1857  ;  and  Thomson  and  Tait's  Natural  Philosophy. 
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our  dynamical  ideas.  We  therefore  avail  ourselves  of  the  labours 
of  the  mathematicians,  and  retranslate  their  results  from  the  lan 
guage  of  the  calculus  into  the  language  of  dynamics,  so  that  our 
words  may  call  up  the  mental  image,  not  of  some  algebraical 
process,  but  of  some  property  of  moving  bodies. 

The  language  of  dynamics  has  been  considerably  extended  by 
those  who  have  expounded  in  popular  terms  the  doctrine  of  the 
Conservation  of  Energy,  and  it  will  be  seen  that  much  of  the 
following  statement  is  suggested  by  the  investigation  in  Thomson 
and  Tait's  Natural  Philosophy,  especially  the  method  of  beginning 
with  the  theory  of  impulsive  forces. 

I  have  applied  this  method  so  as  to  avoid  the  explicit  con 
sideration  of  the  motion  of  any  part  of  the  system  except  the 
coordinates  or  variables,  on  which  the  motion  of  the  whole  depends. 
It  is  doubtless  important  that  the  student  should  be  able  to  trace 
the  connexion  of  the  motion  of  each  part  of  the  system  with  that 
of  the  variables,  but  it  is  by  no  means  necessary  to  do  this  in 
the  process  of  obtaining  the  final  equations,  which  are  independent 
of  the  particular  form  of  these  connexions. 

The  Variables. 

555.]  The  number  of  degrees  of  freedom  of  a  system  is  the 
number  of  data  which  must  be  given  in  order  completely  to 
determine  its  position.  Different  forms  may  be  given  to  these 
data,  but  their  number  depends  on  the  nature  of  the  system  itself, 
and  cannot  be  altered. 

To  fix  our  ideas  we  may  conceive  the  system  connected  by  means 
of  suitable  mechanism  with  a  number  of  moveable  pieces,  each 
capable  of  motion  along  a  straight  line,  and  of  no  other  kind  of 
motion.  The  imaginary  mechanism  which  connects  each  of  these 
pieces  with  the  system  must  be  conceived  to  be  free  from  friction, 
destitute  of  inertia,  and  incapable  of  being  strained  by  the  action 
of  the  applied  forces.  The  use  of  this  mechanism  is  merely  to 
assist  the  imagination  in  ascribing  position,  velocity,  and  momentum 
to  what  appear,  in  Lagrange's  investigation,  as  pure  algebraical 
quantities. 

Let  q  denote  the  position  of  one  of  the  moveable  pieces  as  defined 
by  its  distance  from  a  fixed  point  in  its  line  of  motion.  We  shall 
distinguish  the  values  of  q  corresponding  to  the  different  pieces 
by  the  suffixes  lt  2,  &c.  When  we  are  dealing  with  a  set  of 
quantities  belonging  to  one  piece  only  we  may  omit  the  suffix. 
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When  the  values  of  all  the  variables  (q)  are  given,  the  position 
of  each  of  the  moveable  pieces  is  known,  and,  in  virtue  of  the 
imaginary  mechanism,  the  configuration  of  the  entire  system  is 
determined. 

The  Velocities. 

556.]  During  the  motion  of  the  system  the  configuration  changes 
in  some  definite  manner,  and  since  the  configuration  at  each  instant 
is  fully  defined  by  the  values  of  the  variables  (q),  the  velocity  of 
every  part  of  the  system,  as  well  as  its  configuration,  will  be  com 
pletely  defined  if  we  know  the  values  of  the  variables  (q),  together 

with  their  velocities  (-J-,  or,  according  to  Newton's  notation,  q\  • 

The  Forces. 

557.]  By  a  proper  regulation  of  the  motion  of  the  variables,  any 
motion  of  the  system,  consistent  with  the  nature  of  the  connexions, 
may  be  produced.  In  order  to  produce  this  motion  by  moving 
the  variable  pieces,  forces  must  be  applied  to  these  pieces. 

We  shall  denote  the  force  which  must  be  applied  to  any  variable 
qr  by  Fr.  The  system  of  forces  (F)  is  mechanically  equivalent  (in 
virtue  of  the  connexions  of  the  system)  to  the  system  of  forces, 
whatever  it  may  be,  which  really  produces  the  motion. 

The  Momenta. 

558.]  When  a  body  moves  in  such  a  way  that  its  configuration, 
with  respect  to  the  force  which  acts  on  it,  remains  always  the  same, 
(as,  for  instance,  in  the  case  of  a  force  acting  on  a  single  particle  in 
the  line  of  its  motion,)  the  moving  force  is  measured  by  the  rate 
of  increase  of  the  momentum.  If  Fis  the  moving  force,  and  p  the 
momentum,  7 

F  —  _^, 
~  dt' 

whence  p  —  \Fdt. 

The  time-integral  of  a  force  is  called  the  Impulse  of  the  force ; 
so  that  we  may  assert  that  the  momentum  is  the  impulse  of  the 
force  which  would  bring  the  body  from  a  state  of  rest  into  the  given 
state  of  motion. 

In  the  case  of  a  connected  system  in  motion,  the  configuration  is 
continually  changing  at  a  rate  depending  on  the  velocities  (q),  so 
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that  we  can  no  longer  assume  that  the  momentum  is  the  time- 
integral  of  the  force  which  acts  on  it. 

But  the  increment  $q  of  any  variable  cannot  be  greater  than 
#'8^,  where  bt  is  the  time  during  which  the  increment  takes  place, 
and  q'  is  the  greatest  value  of  the  velocity  during  that  time.  In  the 
case  of  a  system  moving  from  rest  under  the  action  of  forces  always 
in  the  same  direction,  this  is  evidently  the  final  velocity. 

If  the  final  velocity  and  configuration  of  the  system  are  given, 
we  may  conceive  the  velocity  to  be  communicated  to  the  system 
in  a  very  small  time  bt,  the  original  configuration  differing  from 
the  final  configuration  by  quantities  6^15  bq2,  &c.,  which  are  less 
than  q^t}  q2bt,  &c.,  respectively. 

The  smaller  we  suppose  the  increment  of  time  bt,  the  greater 
must  be  the  impressed  forces,  but  the  time-integral,  or  impulse, 
of  each  force  will  remain  finite.  The  limiting  value  of  the  impulse, 
when  the  time  is  diminished  and  ultimately  vanishes,  is  defined 
as  the  instantaneous  impulse,  and  the  momentum  p,  corresponding 
to  any  variable  q,  is  defined  as  the  impulse  corresponding  to  that 
variable,  when  the  system  is  brought  instantaneously  from  a  state 
of  rest  into  the  given  state  of  motion. 

This  conception,  that  the  momenta  are  capable  of  being  produced 
by  instantaneous  impulses  on  the  system  at  rest,  is  introduced  only 
as  a  method  of  defining  the  magnitude  of  the  momenta,  for  the 
momenta  of  the  system  depend  only  on  the  instantaneous  state 
of  motion  of  the  system,  and  not  on  the  process  by  which  that  state 
was  produced. 

In  a  connected  system  the  momentum  corresponding  to  any 
variable  is  in  general  a  linear  function  of  the  velocities  of  all  the 
variables,  instead  of  being,  as  in  the  dynamics  of  a  particle,  simply 
proportional  to  the  velocity. 

The  impulses  required  to  change  the  velocities  of  the  system 
suddenly  from  qlt  q2,  &c.  to  fa',  qj,  &c.  are  evidently  equal  to 
Pi'—jpi,  Pz—Pv  the  changes  of  momentum  of  the  several  variables. 

Work  done  ly  a  Small  Impulse. 

559.]  The  work  done  by  the  force  F^  during  the  impulse  is  the 
space-integral  of  the  force,  or 
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If  fa'  is  the  greatest  and  q_"  the  least  value  of  the  velocity  ^ 
during  the  action  of  the  force,  W  must  be  less  than 


or 


and  greater  than     g^'JFdi     or     ^(Pi-p^. 

If  we  now  suppose  the  impulse  /  Fdt  to  be  diminished  without 

limit,  the  values  of  q£  and  q_"  will  approach  and  ultimately  coincide 
with  that  of  ql9  and  we  may  write  Pi—pl  =  b_pl9  so  that  the  work 
done  is  ultimately 


or,  the  work  done  ly  a  very  small  impulse  is  ultimately  the  product 
of  the  impulse  and  the  velocity. 

Increment  of  the  Kinetic  Energy. 

560.]  When  work  is  done  in  setting  a  conservative  system  in 
motion,  energy  is  communicated  to  it,  and  the  system  becomes 
capable  of  doing  an  equal  amount  of  work  against  resistances 
before  it  is  reduced  to  rest. 

The  energy  which  a  system  possesses  in  virtue  of  its  motion 
is  called  its  Kinetic  Energy,  and  is  communicated  to  it  in  the  form 
of  the  work  done  by  the  forces  which  set  it  in  motion. 

If  T  be  the  kinetic  energy  of  the  system,  and  if  it  becomes 
T+bT,  on  account  of  the  action  of  an  infinitesimal  impulse  whose 
components  are  bplt  bj)2,  &c.,  the  increment  bT  must  be  the  sum 
of  the  quantities  of  work  done  by  the  components  of  the  impulse, 
or  in  symbols,  «.T 


0) 

The  instantaneous  state  of  the  system  is  completely  defined  if 
the  variables  and  the  momenta  are  given.  Hence  the  kinetic 
energy,  which  depends  on  the  instantaneous  state  of  the  system, 
can  be  expressed  in  terms  of  the  variables  (q),  and  the  momenta  (p). 
This  is  the  mode  of  expressing  T  introduced  by  Hamilton.  When 
T  is  expressed  in  this  way  we  shall  distinguish  it  by  the  suffix  , 
thus,  Tp. 

The  complete  variation  of  Tp  is 
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The  last  term  may  be  written 


which  diminishes  with  8£,  and  ultimately  vanishes  with  it  when  the 
impulse  becomes  instantaneous. 

Hence,  equating  the  coefficients  of  bp  in  equations  (l)  and  (2), 
we  obtain  dTH 

*  =  !&'  (3) 

or,  the  velocity  corresponding  to  tie  variable  q  is  the  differential 
coefficient  of  Tp  with  respect  to  the  corresponding  momentum  p. 

We  have  arrived  at  this  result  by  the  consideration  of  impulsive 
forces.  By  this  method  we  have  avoided  the  consideration  of  the 
change  of  configuration  during  the  action  of  the  forces.  But  the 
instantaneous  state  of  the  system  is  in  all  respects  the  same,  whether 
the  system  was  brought  from  a  state  of  rest  to  the  given  state 
of  motion  by  the  transient  application  of  impulsive  forces,  or 
whether  it  arrived  at  that  state  in  any  manner,  however  gradual. 

In  other  words,  the  variables,  and  the  corresponding  velocities 
and  momenta,  depend  on  the  actual  state  of  motion  of  the  system 
at  the  given  instant,  and  not  on  its  previous  history. 

Hence,  the  equation  (3)  is  equally  valid,  whether  the  state  of 
motion  of  the  system  is  supposed  due  to  impulsive  forces,  or  to 
forces  acting  in  any  manner  whatever. 

We  may  now  therefore  dismiss  the  consideration  of  impulsive 
forces,  together  with  the  limitations  imposed  on  their  time  of 
action,  and  on  the  changes  of  configuration  during  their  action. 

Hamilton's  Equations  of  Motion. 
561.]  We  have  already  shewn  that 

?=»•  w 

Let  the  system  move  in  any  arbitrary  way,  subject  to  the  con 
ditions  imposed  by  its  connexions,  then  the  variations  of  p  and  q  are 

fy  =  ~M)         t>q  =  qtt.  (5) 

Hence  -r^^P  =  -rr 

dp  dt 
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and  the  complete  variation  of  T  is 


=*((8+ §)»») 


But  the  increment  of  the  kinetic  energy  arises  from  the  work 
done  by  the  impressed  forces,  or 

In  these  two  expressions  the  variations  bq  are  all  independent  of 
each  other,  so  that  we  are  entitled  to  equate  the  coefficients  of  each 
of  them  in  the  two  expressions  (7)  and  (8).  We  thus  obtain 

r=W  +  ~d^y  (9) 

where  the  momentum  pr  and  the  force  Fr  belong  to  the  variable  qr. 
There  are  as  many  equations  of  this  form  as  there  are  variables. 
These  equations  were  given  by  Hamilton.  They  shew  that  the 
force  corresponding  to  any  variable  is  the  sum  of  two  parts.  The 
first  part  is  the  rate  of  increase  of  the  momentum  of  that  variable 
with  respect  to  the  time.  The  second  part  is  the  rate  of  increase 
of  the  kinetic  energy  per  unit  of  increment  of  the  variable,  the 
other  variables  and  all  the  momenta  being  constant. 

The  Kinetic  Energy  expressed  in  Terms  of  the  Momenta  and 
Velocities. 

56.2.]  Let  pl9  p2,  &c.  be  the  momenta,  and  q^  q2,  &c.  the 
velocities  at  a  given  instant,  and  let  pl5  p2,  &c.,  q15  q2,  &c.  be 
another  system  of  momenta  and  velocities,  such  that 

p1  =  npu  qx  =  nqlt  &c.  (10) 

It  is  manifest  that  the  systems  p,  q  will  be  consistent  with  each 
other  if  the  systems  p,  q  are  so. 

Now  let  n  vary  by  bn.     The  work  done  by  the  force  Fl  is 

Let  n  increase  from  0  to  1,  then  the  system  is  brought  from 
a  state  of  rest  into  the  state  of  motion  (£/?),  and  the  whole  work 
expended  in  producing  this  motion  is 


(12) 

But  /  ndn  =  J, 

»/o 
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and  the  work  spent  in  producing  the  motion  is  equivalent  to  the 
kinetic  energy.  Hence 

^*  =  llMi  +  A  &  +  &*•)>  (13) 

where  Tp^  denotes  the  kinetic  energy  expressed  in  terms  of  the 
momenta  and  velocities.  The  variables  qlt  q.2,  &c.  do  not  enter  into 
this  expression. 

The  kinetic  energy  is  therefore  half  the  sum  of  the  products  of 
the  momenta  into  their  corresponding  velocities. 

When  the  kinetic  energy  is  expressed  in  this  way  we  shall  denote 
it  by  the  symbol  Tp^.  It  is  a  function  of  the  momenta  and  velo 
cities  only,  and  does  not  involve  the  variables  themselves. 

563.]  There  is  a  third  method  of  expressing  the  kinetic  energy, 
which  is  generally,  indeed,  regarded  as  the  fundamental  one.  By 
solving  the  equations  (3)  we  may  express  the  momenta  in  terms 
of  the  velocities,  and  then,  introducing  these  values  in  (  1  3),  we  shall 
have  an  expression  for  T  involving  only  the  velocities  and  the 
variables.  When  T  is  expressed  in  this  form  we  shall  indicate  it 
by  the  symbol  T$.  This  is  the  form  in  which  the  kinetic  energy  is 
expressed  in  the  equations  of  Lagrange. 

564]  It  is  manifest  that,  since  Tp)  T^,  and  Tp^  are  three  different 
expressions  for  the  same  thing, 


or  +   «-Ai-Afc-&a  =  0. 

Hence,  if  all  the  quantities  jo,  q,  and  q  vary, 


.  =  o. 


The  variations  8jo  are  not  independent  of  the  variations  bq  and 
bq,  so  that  we  cannot  at  once  assert  that  the  coefficient  of  each 
variation  in  this  equation  is  zero.  But  we  know,  from  equations 

(3),  that  dTv  ,  ^ 

^-&  =  0,&a,  (16) 

so  that  the  terms  involving  the  variations  bp  vanish  of  themselves. 
The  remaining  variations  bq  and   bq  are  now  all  independent, 
so  that  we  find,  by  equating  to  zero  the  coefficients  of  bglt  &c., 
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or,  the  components  of  momentum  are  the  differential  coefficients  of  T^ 
with  respect  to  the  corresponding  velocities. 

Again,  by  equating  to  zero  the  coefficients  of  8^,  &c., 

dTv      dT, 

-r*  +  ~ri=  0;  (18) 

d^       dqi 

or,  the  differential  coefficient  of  the  kinetic  energy  with  respect  to  any 
variable  q1  is  equal  in  magnitude  but  opposite  in  sign  when  T  is 
expressed  as  a  function  of  the  velocities  instead  of  as  a  function  of 
the  momenta. 

In  virtue  of  equation  (1  8)  we  may  write  the  equation  of  motion  (9), 


dt 

Jl        <*?L-,  (20) 

dt  dql        dfr 

which  is  the  form  in  which  the  equations  of  motion  were  given  by 
Lagrange. 

565.]  In  the  preceding  investigation  we  have  avoided  the  con 
sideration  of  the  form  of  the  function  which  expresses  the  kinetic 
energy  in  terms  either  of  the  velocities  or  of  the  momenta.  The 
only  explicit  form  which  we  have  assigned  to  it  is 

TP«  =  i(A£i  +  A2  +  &c.),  (21) 

in  which  it  is  expressed  as  half  the  sum  of  the  products  of  the 
momenta  each  into  its  corresponding  velocity. 

We  may  express  the  velocities  in  terms  of  the  differential  co 
efficients  of  Tp  with  respect  to  the  momenta,  as  in  equation  (3), 


This  shews  that  Tp  is  a  homogeneous  function  of  the  second 
degree  of  the  momenta  p±  }  p.2  ,  &c. 

We  may  also  express  the  momenta  in  terms  of  T%  ,  and  we  find 


which  shews  that  T^  is  a  homogeneous  function  of  the  second  degree 
with  respect  to  the  velocities  qlt  g>2,  &c. 
If  we  write 


and 
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•D        P  «  -DC  < 

Pn  for  —  /  ,          Pi2  for    7.    /.  ,  &c. 
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then,  since  both  T^  and  Tp  are  functions  of  the  second  degree  of 
q  and  of  p  respectively,  both  the  P's  and  the  Q's  will  be  functions 
of  the  variables  q  only,  and  independent  of  the  velocities  and  the 
momenta.  We  thus  obtain  the  expressions  for  T, 

(24) 
(25) 

The  momenta  are  expressed  in  terms  of  the  velocities  by  the 
linear  equations  A  =  Puft  +  Pla&  +  &c.,  (26) 

and  the  velocities  are  expressed  in  terms  of  the  momenta  by  the 
linear  equations  ^=  Qllfl+QaPt  +  &e.  (27) 

In  treatises  on  the  dynamics  of  a  rigid  body,  the  coefficients 
corresponding  to  PU)  in  which  the  suffixes  are  the  same,  are  called 
Moments  of  Inertia,  and  those  corresponding  to  P12,  in  which 
the  suffixes  are  different,  are  called  Products  of  Inertia.  We  may 
extend  these  names  to  the  more  general  problem  which  is  now 
before  us,  in  which  these  quantities  are  not,  as  in  the  case  of  a 
rigid  body,  absolute  constants,  but  are  functions  of  the  variables 

Si,  ?2>  &c- 

In  like  manner  we  may  call  the  coefficients  of  the  form  Q1L 
Moments  of  Mobility,  and  those  of  the  form  Q12,  Products  of 
Mobility.  It  is  not  often,  however,  that  .we  shall  have  occasion 
to  speak  of  the  coefficients  of  mobility. 

566.]  The  kinetic  energy  of  the  system  is  a  quantity  essentially 
positive  or  zero.  Hence,  whether  it  be  expressed  in  terms  of  the 
velocities,  or  in  terms  of  the  momenta,  the  coefficients  must  be 
such  that  no  real  values  of  the  variables  can  make  T  negative. 

There  are  thus  a  set  of  necessary  conditions  which  the  values  of 
the  coefficients  P  must  satisfy.  These  conditions  are  as  follows : 

The  quantities  Pn,  P22,  &c.  must  all  be  positive. 

The  n—\  determinants  formed  in  succession  from  the  deter 
minant 

P         P         P  P 

•Mil*        ^12'        ^13J -*i 

P              P              P  P 

^12)        •/r22>        •*•  23* -*2 

P              P              P  P 

-'•IS'        -£:23'  33' •*3 


JM5 


P  P  P 

*lw       •*£*»       -*•  2 

by  the  omission  of  terms  with  suffix  l,then  of  terms  with  either  1 
or  2  in  their  suffix,  and  so  on,  must  all  be  positive. 

The  number  of  conditions  for  n  variables  is  therefore  2n—l. 
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The  coefficients  Q  are  subject  to  conditions  of  the  same  kind. 
567.]  In  this  outline  of  the  fundamental  principles  of  the  dy 
namics  of  a  connected  system,  we  have  kept  out  of  view  the 
mechanism  by  which  the  parts  of  the  system  are  connected.  We 
have  not  even  written  down  a  set  of  equations  to  indicate  how 
the  motion  of  any  part  of  the  system  depends  on  the  variation 
of  the  variables.  We  have  confined  our  attention  to  the  variables, 
their  velocities  and  momenta,  and  the  forces  which  act  on  the 
pieces  representing  the  variables.  Our  only  assumptions  are,  that 
the  connexions  of  the  system  are  such  that  the  time  is  not  explicitly 
contained  in  the  equations  of  condition,  and  that  the  principle  of 
the  conservation  of  energy  is  applicable  to  the  system. 

Such  a  description  of  the  methods  of  pure  dynamics  is  not  un 
necessary,  because  Lagrange  and  most  of  his  followers,  to  whom 
we  are  indebted  for  these  methods,  have  in  general  confined  them 
selves  to  a  demonstration  of  them,  and,  in  order  to  devote  their 
attention  to  the  symbols  before  them,  they  have  endeavoured  to 
banish  all  ideas  except  those  of  pure  quantity,  so  as  not  only  to 
dispense  with  diagrams,  but  even  to  get  rid  of  the  ideas  of  velocity, 
momentum,  and  energy,  after  they  have  been  once  for  all  sup 
planted  by  symbols  in  the  original  equations.  In  order  to  be  able 
to  refer  to  the  results  of  this  analysis  in  ordinary  dynamical  lan 
guage,  we  have  endeavoured  to  retranslate  the  principal  equations 
of  the  method  into  language  which  may  be  intelligible  without  the 
use  of  symbols. 

As  the  development  of  the  ideas  and  methods  of  pure  mathe 
matics  has  rendered  it  possible,  by  forming  a  mathematical  theory 
of  dynamics,  to  bring  to  light  many  truths  which  could  not  have 
been  discovered  without  mathematical  training,  so,  if  we  are  to 
form  dynamical  theories  of  other  sciences,  we  must  have  our  minds 
imbued  with  these  dynamical  truths  as  well  as  with  mathematical 
methods. 

In  forming  the  ideas  and  words  relating  to  any  science,  which, 
like  electricity,  deals  with  forces  and  their  effects,  we  must  keep 
constantly  in  mind  the  ideas  appropriate  to  the  fundamental  science 
of  dynamics,  so  that  we  may,  during  the  first  development  of  the 
science,  avoid  inconsistency  with  what  is  already  established,  and 
also  that  when  our  views  become  clearer,  the  language  we  have 
adopted  may  be  a  help  to  us  and  not  a  hindrance. 


CHAPTEE    VI. 
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568.]  WE  have  shewn,  in  Art.  552,  that,  when  an  electric  current 
exists  in  a  conducting1  circuit,  it  has  a  capacity  for  doing  a  certain 
amount  of  mechanical  work,  and  this  independently  of  any  external 
electromotive  force  maintaining  the  current.  Now  capacity  for 
performing  work  is  nothing  else  than  energy,  in  whatever  way 
it  arises,  and  all  energy  is  the  same  in  kind,  however  it  may  differ 
in  form.  The  energy  of  an  electric  current  is  either  of  that  form 
which  consists  in  the  actual  motion  of  matter,  or  of  that  which 
consists  in  the  capacity  for  being  set  in  motion,  arising  from  forces 
acting  between  bodies  placed  in  certain  positions  relative  to  each 
other. 

The  first  kind  of  energy,  that  of  motion,  is  called  Kinetic  energy, 
and  when  once  understood  it  appears  so  fundamental  a  fact  of 
nature  that  we  can  hardly  conceive  the  possibility  of  resolving 
it  into  anything  else.  The  second  kind  of  energy,  that  depending 
on  position,  is  called  Potential  energy,  and  is  due  to  the  action 
of  what  we  call  forces,  that  is  to  say,  tendencies  towards  change 
of  relative  position.  With  respect  to  these  forces,  though  we  may 
accept  their  existence  as  a  demonstrated  fact,  yet  we  always  feel 
that  every  explanation  of  the  mechanism  by  which  bodies  are  set 
in  motion  forms  a  real  addition  to  our  knowledge. 

569.]  The  electric  current  cannot  be  conceived  except  as  a  kinetic 
phenomenon.  Even  Faraday,  who  constantly  endeavoured  to  eman 
cipate  his  mind  from  the  influence  of  those  suggestions  which  the 
words  '  electric  current '  and  '  electric  fluid '  are  too  apt  to  carry 
with  them,  speaks  of  the  electric  current  as  '  something  progressive, 
and  not  a  mere  arrangement.'  * 

*  Exp.  Res.,  283. 


570.]  KINETIC   ENERGY.  197 

The  effects  of  the  current,  such  as  electrolysis,  and  the  transfer 
of  electrification  from  one  body  to  another,  are  all  progressive 
actions  which  require  time  for  their  accomplishment,  and  are  there 
fore  of  the  nature  of  motions. 

As  to  the  velocity  of  the  current,  we  have  shewn  that  we  know 
nothing  about  it,  it  may  be  the  tenth  of  an  inch  in  an  hour,  or 
a  hundred  thousand  miles  in  a  second*.  So  far  are  we  from 
knowing  its  absolute  value  in  any  case,  that  we  do  not  even  know 
whether  what  we  call  the  positive  direction  is  the  actual  direction 
of  the  motion  or  the  reverse. 

But  all  that  we  assume  here  is  that  the  electric  current  involves 
motion  of  some  kind.  That  which  is  the  cause  of  electric  currents 
has  been  called  Electromotive  Force.  This  name  has  long  been 
used  with  great  advantage,  and  has  never  led  to  any  inconsistency 
in  the  language  of  science.  Electromotive  force  is  always  to  be 
understood  to  act  on  electricity  only,  not  on  the  bodies  in  which 
the  electricity  resides.  It  is  never  to  be  confounded  with  ordinary 
mechanical  force,  which  acts  on  bodies  only,  not  on  the  electricity 
in  them.  If  we  ever  come  to  know  the  formal  relation  between 
electricity  and  ordinary  matter,  we  shall  probably  also  know  the 
relation  between  electromotive  force  and  ordinary  force. 

570.]  When  ordinary  force  acts  on  a  body,  and  when  the  body 
yields  to  the  force,  the  work  done  by  the  force  is  measured  by  the 
product  of  the  force  into  the  amount  by  which  the  body  yields. 
Thus,  in  the  case  of  water  forced  through  a  pipe,  the  work  done 
at  any  section  is  measured  by  the  fluid  pressure  at  the  section 
multiplied  into  the  quantity  of  water  which  crosses  the  section. 

In  the  same  way  the  work  done  by  an  electromotive  force  is 
measured  by  the  product  of  the  electromotive  force  into  the  quantity 
of  electricity  which  crosses  a  section  of  the  conductor  under  the 
action  of  the  electromotive  force. 

The  work  done  by  an  electromotive  force  is  of  exactly  the  same 
kind  as  the  work  done  by  an  ordinary  force,  and  both  are  measured 
by  the  same  standards  or  units. 

Part  of  the  work  done  by  an  electromotive  force  acting  on  a 
conducting  circuit  is  spent  in  overcoming  the  resistance  of  the 
circuit,  and  this  part  of  the  work  is  thereby  converted  into  heat. 
Another  part  of  the  work  is  spent  in  producing  the  electromag 
netic  phenomena  observed  by  Ampere,  in  which  conductors  are 
made  to  move  by  electromagnetic  forces.  The  rest  of  the  work 

*  Exp.  Res.,  1648. 
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is  spent  in  increasing  the  kinetic  energy  of  the  current,  and  the 
effects  of  this  part  of  the  action  are  shewn  in  the  phenomena  of  the 
induction  of  currents  observed  by  Faraday. 

We  therefore  know  enough  about  electric  currents  to  recognise, 
in  a  system  of  material  conductors  carrying  currents,  a  dynamical 
system  which  is  the  seat  of  energy,  part  of  which  may  be  kinetic 
and  part  potential. 

The  nature  of  the  connexions  of  the  parts  of  this  system  is 
unknown  to  us,  but  as  we  have  dynamical  methods  of  investigation 
which  do  not  require  a  knowledge  of  the  mechanism  of  the  system, 
we  shall  apply  them  to  this  case. 

We  shall  first  examine  the  consequences  of  assuming  the  most 
general  form  for  the  function  which  expresses  the  kinetic  energy  of 
the  system. 

571.]  Let  the  system  consist  of  a  number  of  conducting  circuits, 
the  form  and  position  of  which  are  determined  by  the  values  of 
a  system  of  variables  #15  #2,  &c.,  the  number  of  which  is  equal 
to  the  number  of  degrees  of  freedom  of  the  system. 

If  the  whole  kinetic  energy  of  the  system  were  that  due  to  the 
motion  of  these  conductors,  it  would  be  expressed  in  the  form 

T  =  J  (a?!  #j)  sc-f  -f  &c.  -f  (#!  o?2)  #]_  #2  4-  &c., 

where  the  symbols  (^  a^),  &c.  denote  the  quantities  which  we  have 
called  moments  of  inertia,  and  (^  #2),  &c.  denote  the  products  of 
inertia. 

If  X'  is  the  impressed  force,  tending  to  increase  the  coordinate  #, 
which  is  required  to  produce  the  actual  motion,  then,  by  Lagrange's 
equation,  d  dT  dT  _ 

dt  ddb       dx 

When  T  denotes  the  energy  due  to  the  visible  motion  only,  we 
shall  indicate  it  by  the  suffix  m ,  thus,  Tm . 

But  in  a  system  of  conductors  carrying  electric  currents,  part  of 
the  kinetic  energy  is  due  to  the  existence  of  these  currents.  Let 
the  motion  of  the  electricity,  and  of  anything  whose  motion  is 
governed  by  that  of  the  electricity,  be  determined  by  another  set 
of  coordinates  yl5i^2,  &c.,  then  T  will  be  a  homogeneous  function 
of  squares  and  products  of  all  the  velocities  of  the  two  sets  of 
coordinates.  We  may  therefore  divide  T  into  three  portions,  in  the 
first  of  which,  Tm,  the  velocities  of  the  coordinates  x  only  occur, 
while  in  the  second,  Te,  the  velocities  of  the  coordinates  y  only 
occur,  and  in  the  third,  Tme,  each  term  contains  the  product  of  the 
velocities  of  two  coordinates  of  which  one  is  x  and  the  other  ?/. 
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We  have  therefore       T  =  Tm  +  T  -\-  Tme  , 
where  Tm  =  \  (#x  a?x)  #x2  +  &c.  -f  (a?x  a?2)  #x  #2  +  &c., 


572.]  In  the  general  dynamical  theory,  the  coefficients  of  every 
term  may  be  functions  of  all  the  coordinates,  both  x  and  y.  In 
the  case  of  electric  currents,  however,  it  is  easy  to  see  that  the 
coordinates  of  the  class  y  do  not  enter  into  the  coefficients. 

For,  if  all  the  electric  currents  are  maintained  constant,  and  the 
conductors  at  rest,  the  whole  state  of  the  field  will  remain  constant. 
But  in  this  case  the  coordinates  y  are  variable,  though  the  velocities 
y  are  constant.  Hence  the  coordinates  y  cannot  enter  into  the 
expression  for  I7,  or  into  any  other  expression  of  what  actually  takes 
place. 

Besides  this,  in  virtue  of  the  equation  of  continuity,  if  the  con 
ductors  are  of  the  nature  of  linear  circuits,  only  one  variable  is 
required  to  express  the  strength  of  the  current  in  each  conductor. 
Let  the  velocities^,  y2,  &c.  represent  the  strengths  of  the  currents 
in  the  several  conductors. 

All  this  would  be  true,  if,  instead  of  electric  currents,  we  had 
currents  of  an  incompressible  fluid  running  in  flexible  tubes.  In 
this  case  the  velocities  of  these  currents  would  enter  into  the 
expression  for  T.,  but  the  coefficients  would  depend  only  on  the 
variables  #,  which  determine  the  form  and  position  of  the  tubes. 

In  the  case  of  the  fluid,  the  motion  of  the  fluid  in  one  tube  does 
not  directly  affect  that  of  any  other  tube,  or  of  the  fluid  in  it. 
Hence,  in  the  value  of  Te,  only  the  squares  of  the  velocities^,  and 
not  their  products,  occur,  and  in  Tme  any  velocity  y  is  associated 
only  with  those  velocities  of  the  form  x  which  belong  to  its  own 
tube. 

In  the  case  of  electrical  currents  we  know  that  this  restriction 
does  not  hold,  for  the  currents  in  different  circuits  act  on  each  other. 
Hence  we  must  admit  the  existence  of  terms  involving  products 
of  the  form  y^y^  and  this  involves  the  existence  of  something  in 
motion,  whose  motion  depends  on  the  strength  of  both  electric 
currents  y^  and  y2.  This  moving  matter,  whatever  it  is,  is  not 
confined  to  the  interior  of  the  conductors  carrying  the  two  currents, 
but  probably  extends  throughout  the  whole  space  surrounding  them. 

573.]  Let  us  next  consider  the  form  which  Lagrange's  equations 
of  motion  assume  in  this  case.  Let  X'  be  the  impressed  force 
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corresponding  to  the  coordinate  a?,  one  of  those  which  determine 
the  form  and  position  of  the  conducting  circuits.  This  is  a  force 
in  the  ordinary  sense,  a  tendency  towards  change  of  position.  It 
is  given  by  the  equation 

X'=  —  —  -  — 

dt  dx       dx 

We  may  consider  this  force  as  the  sum  of  three  parts,  corre 
sponding  to  the  three  parts  into  which  we  divided  the  kinetic 
energy  of  the  system,  and  we  may  distinguish  them  by  the  same 
suffixes.  Thus  Y'—  X'  4 

<"•    —  A--A. 


The  part  X'm  is  that  which  depends  on  ordinary  dynamical  con 
siderations,  and  we  need  not  attend  to  it. 

Since  Te  does  not  contain  a?,  the  first  term  of  the  expression 
for  X'e  is  zero,  and  its  value  is  reduced  to 


This  is  the  expression  for  the  mechanical  force  which  must  be 
applied  to  a  conductor  to  balance  the  electromagnetic  force,  and  it 
asserts  that  it  is  measured  by  the  rate  of  diminution  of  the  purely 
electrokinetic  energy  due  to  the  variation  of  the  coordinate  x.  The 
electromagnetic  force,  Xe,  which  brings  this  external  mechanical 
force  into  play,  is  equal  and  opposite  to  X'e,  and  is  therefore  measured 
by  the  rate  of  increase  of  the  electrokinetic  energy  corresponding 
to  an  increase  of  the  coordinate  x.  The  value  of  Xe,  since  it  depends 
on  squares  and  products  of  the  currents,  remains  the  same  if  we 
reverse  the  directions  of  all  the  currents. 

The  third  part  of  X'  is 

d  dTme      dTme 
~~  dt  ~dx~    '~dx~' 

The  quantity  T)ne  contains  only  products  of  the  form  xy,  so  that 

dT 

—jp-  is  a  linear  function  of  the  strengths  of  the  currents  i/.     The 

first  term,  therefore,  depends  on  the  rate  of  variation  of  the 
strengths  of  the  currents,  and  indicates  a  mechanical  force  on 
the  conductor,  which  is  zero  when  the  currents  are  constant,  and 
which  is  positive  or  negative  according  as  the  currents  are  in 
creasing  or  decreasing  in  strength. 

The  second  term  depends,  not  on  the  variation  of  the  currents, 
but  on  their  actual  strengths.  As  it  is  a  linear  function  with 
respect  to  these  currents,  it  changes  sign  when  the  currents  change 
sign.  Since  every  term  involves  a  velocity  a?,  it  is  zero  when  the 
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conductors  are  at  rest.     There  are  also  terms  arising1  from  the  time 

dT 
variations  of  the  coefficients  of  y  in       me  :  these  remarks  apply  also 

to  them. 

We  may  therefore  investigate  these  terms  separately.  If  the 
conductors  are  at  rest,  we  have  only  the  first  term  to  deal  with. 
If  the  currents  are  constant,  we  have  only  the  second. 

574.]  As  it  is  of  great  importance  to  determine  whether  any  part 
of  the  kinetic  energy  is  of  the  form  Tme ,  consisting  of  products  of  or 
dinary  velocities  and  strengths  of  electric  currents,  it  is  desirable 
that  experiments  should  be  made  on  this  subject  with  great  care. 

The  determination  of  the  forces  acting  on  bodies  in  rapid  motion 
is  difficult.  Let  us  therefore  attend  to  the  first  term,  which  depends 
on  the  variation  of  the  strength  of  the  current. 

If  any  part  of  the  kinetic  energy  depends  on  the  product  of 
an  ordinary  velocity  and  the  strength  of  a 
current,  it  will  probably  be  most  easily  ob 
served  when  the  velocity  and  the  current  are 
in  the  same  or  in  opposite  directions.  We 
therefore  take  a  circular  coil  of  a  great  many 
windings,  and  suspend  it  by  a  fine  vertical  wire, 
so  that  its  windings  are  horizontal,  and  the 
coil  is  capable  of  rotating  about  a  vertical  axis, 
either  in  the  same  direction  as  the  current  in 
the  coil,  or  in  the  opposite  direction. 

We  shall  suppose  the  current  to  be  conveyed 
into  the  coil  by  means  of  the  suspending*  wire, 
and,  after  passing  round  the  windings,  to  com 
plete  its  circuit  by  passing  downwards  through 
a  wire  in  the  same  line  with  the  suspending 
wire  and  dipping  into  a  cup  of  mercury. 

Since  the  action  of  the  horizontal  component 
of  terrestrial  magnetism  would  tend  to  turn  this 
coil  round  a  horizontal  axis  when  the  current 


Fig.  33. 


flows  through  it,  we  shall  suppose  that  the  horizontal  component 
of  terrestrial  magnetism  is  exactly  neutralized  by  means  of  fixed 
magnets,  or  that  the  experiment  is  made  at  the  magnetic  pole.  A 
vertical  mirror  is  attached  to  the  coil  to  detect  any  motion  in  azimuth. 
Now  let  a  current  be  made  to  pass  through  the  coil  in  the 
direction  N.E.S.W.  If  electricity  were  a  fluid  like  water,  flowing 
along  the  wire,  then,  at  the  moment  of  starting  the  current,  and  as 
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long»  as  its  velocity  is  increasing,  a  force  would  require  to  be 
supplied  to  produce  the  angular  momentum  of  the  fluid  in  passing 
round  the  coil,  and  as  this  must  be  supplied  by  the  elasticity  of 
the  suspending  wire,  the  coil  would  at  first  rotate  in  the  opposite 
direction  or  W.S.E.N.,  and  this  would  be  detected  by  means  of 
the  mirror.  On  stopping  the  current  there  would  be  another 
movement  of  the  mirror,  this  time  in  the  same  direction  as  that 
of  the  current. 

No  phenomenon  of  this  kind  has  yet  been  observed.  Such  an 
action,  if  it  existed,  might  be  easily  distinguished  from  the  already 
known  actions  of  the  current  by  the  following  peculiarities. 

(1)  It  would  occur  only  when  the  strength  of  the  current  varies, 
as  when  contact  is  made  or  broken,  and  not  when  the  current  is 
constant. 

All  the  known  mechanical  actions  of  the  current  depend  on  the 
strength  of  the  currents,  and  not  on  the  rate  of  variation.  The 
electromotive  action  in  the  case  of  induced  currents  cannot  be 
confounded  with  this  electromagnetic  action. 

(2)  The  direction  of  this  action  would  be  reversed  when  that 
of  all  the  currents  in  the  field  is  reversed. 

All  the  known  mechanical  actions  of  the  current  remain  the  same 
when  all  the  currents  are  reversed,  since  they  depend  on  squares 
and  products  of  these  currents. 

If  any  action  of  this  kind  were  discovered,  we  should  be  able 
to  regard  one  of  the  so-called  kinds  of  electricity,  either  the  positive 
or  the  negative  kind,  as  a  real  substance,  and  we  should  be  able 
to  describe  the  electric  current  as  a  true  motion  of  this  substance 
in  a  particular  direction.  In  fact,  if  electrical  motions  were  in  any 
way  comparable  with  the  motions  of  ordinary  matter,  terms  of  the 
form  Tme  would  exist,  and  their  existence  would  be  manifested  by 
the  mechanical  force  Xme. 

According  to  Fechner's  hypothesis,  that  an  electric  current  con 
sists  of  two  equal  currents  of  positive  and  negative  electricity, 
flowing  in  opposite  directions  through  the  same  conductor,  the 
terms  of  the  second  class  Tme  would  vanish,  each  term  belonging 
to  the  positive  current  being  accompanied  by  an  equal  term  of 
opposite  sign  belonging  to  the  negative  current,  and  the  phe 
nomena  depending  on  these  terms  would  have  no  existence. 

It  appears  to  me,  however,  that  while  we  derive  great  advantage 
from  the  recognition  of  the  many  analogies  between  the  electric 
current  and  a  current  of  a  material  fluid,  we  must  carefully  avoid 
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making  any  assumption  not  warranted  by  experimental  evidence, 
and  that  there  is,  as  yet,  no  experimental  evidence  to  shew  whether 
the  electric  current  is  really  a  current  of  a  material  substance,  or 
a  double  current,  or  whether  its  velocity  is  great  or  small  as  mea 
sured  in  feet  per  second. 

A  knowledge  of  these  things  would  amount  to  at  least  the  begin 
nings  of  a  complete  dynamical  theory  of  electricity,  in  which  we 
should  regard  electrical  action,  not,  as  in  this  treatise,  as  a  phe 
nomenon  due  to  an  unknown  cause,  subject  only  to  the  general 
laws  of  dynamics,  but  as  the  result  of  known  motions  of  known 
portions  of  matter,  in  which  not  only  the  total  effects  and  final 
results,  but  the  whole  intermediate  mechanism  and  details  of  the 
motion,  are  taken  as  the  objects  of  study. 

575.]  The  experimental  investigation  of  the  second  term  of  Xme, 

dT 
namely  -~- ,  is  more  difficult,  as  it  involves  the  observation  of 

the  effect  of  forces  on  a  body  in  rapid  motion. 


Fig.  34. 

The  apparatus  shewn  in  Fig.  34,  which  I  had  constructed  in 
1861,  is  intended  to  test  the  existence  of  a  force  of  this  kind. 
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The  electromagnet  A  is  capable  of  rotating  about  the  horizontal 
axis  BB',  within  a  ring  which  itself  revolves  about  a  vertical 
axis. 

Let  J,  .#,  C  be  the  moments  of  inertia  of  the  electromagnet 
about  the  axis  of  the  coil,  the  horizontal  axis  BB',  and  a  third  axis 
CC'  respectively. 

Let  0  be  the  angle  which  CC'  makes  with  the  vertical,  $  the 
azimuth  of  the  axis  J3J?,  and  ^  a  variable  on  which  the  motion  of 
electricity  in  the  coil  depends. 

Then  the  kinetic  energy  of  the  electromagnet  may  be  written 


where  E  is  a  quantity  which  may  be  called  the  moment  of  inertia 
of  the  electricity  in  the  coil. 

If  0  is  the  moment  of  the  impressed  force  tending  to  increase  0, 
we  have,  by  the  equations  of  dynamics, 


0  = 

By  making  ^,  the  impressed  force  tending  to  increase  \j/,  equal 
to  zero,  we  obtain 

<p  sin  6  +  -ty  =  y, 

a  constant,  which  we  may  consider  as  representing  the  strength  of 
the  current  in  the  coil. 

If  C  is  somewhat  greater  than  A,  0  will  be  zero,  and  the  equi 
librium  about  the  axis  BBf  will  be  stable  when 

Ey 

sm  6  =  -r^,  -  TT-V-  • 
(C-A)4> 

This  value  of  0  depends  on  that  of  y,  the  electric  current,  and 
is  positive  or  negative  according  to  the  direction  of  the  current. 

The  current  is  passed  through  the  coil  by  its  bearings  at  B 
and  B',  which  are  connected  with  the  battery  by  means  of  springs 
rubbing  on  metal  rings  placed  on  the  vertical  axis. 

To  determine  the  value  of  0,  a  disk  of  paper  is  placed  at  C, 
divided  by  a  diameter  parallel  to  BB'  into  two  parts,  one  of  which 
is  painted  red  and  the  other  green. 

When  the  instrument  is  in  motion  a  red  circle  is  seen  at  C 
when  0  is  positive,  the  radius  of  which  indicates  roughly  the  value 
of  0.  When  0  is  negative,  a  green  circle  is  seen  at  C. 

By  means  of  nuts  working  on  screws  attached  to  the  electro 
magnet,  the  axis  CC'  is  adjusted  to  be  a  principal  axis  having 
its  moment  of  inertia  just  exceeding  that  round  the  axis  A,  so  as 
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to  make  the  instrument  very  sensible  to  the  action  of  the  force 
if  it  exists. 

The  chief  difficulty  in  the  experiments  arose  from  the  disturbing- 
action  of  the  earth's  magnetic  force,  which  caused  the  electro 
magnet  to  act  like  a  dip-needle.  The  results  obtained  were  on  this 
account  very  rough,  but  no  evidence  of  any  change  in  0  could  be 
obtained  even  when  an  iron  core  was  inserted  in  the  coil,  so  as 
to  make  it  a  powerful  electromagnet. 

If,  therefore,  a  magnet  contains  matter  in  rapid  rotation,  the 
angular  momentum  of  this  rotation  must  be  very  small  compared 
with  any  quantities  which  we  can  measure,  and  we  have  as  yet  no 
evidence  of  the  existence  of  the  terms  Tme  derived  from  their 
mechanical  action. 

576.]  Lef  us  next  consider  the  forces  acting  on  the  currents 
of  electricity,  that  is,  the  electromotive  forces. 

Let  T  be  the  effective  electromotive  force  due  to  induction,  the 
electromotive  force  which  must  act  on  the  circuit  from  without 
to  balance  it  is  7'=  — I",  and,  by  Lagrange's  equation, 
Y_  _  Y,_      d  dT      dT 

—  —          T7  ~7^~  ~T"  ~/ —  * 

(It  ay       ay 

is  «/ 

Since  there  are  no  terms  in  T  involving  the  coordinate  y,  the 
second  term  is  zero,  and  Y  is  reduced  to  its  first  term.  Hence, 
electromotive  force  cannot  exist  in  a  system  at  rest,  and  with  con 
stant  currents. 

Again,  if  we  divide  Y  into  three  parts,  Ym)  Ye,  and  Yme,  cor- 
responding  to  the  three  parts  of  T,  we  find  that,  since  Tm  does  not 
contain  y^  Ym  =  0. 

We  also  find  Y  =  -  —  —*. 

e  dt  dy 

dT 
Here  -— ^  is  a  linear  function  of  the  currents,  and  this  part  of 

the  electromotive   force   is   equal  to  the  rate  of  change  of  this 
function.     This  is  the  electromotive  force  of  induction  discovered 
by  Faraday.     We  shall  consider  it  more  at  length  afterwards. 
577.]  From  the  part  of  1\  depending  on  velocities  multiplied  by 

currents,  we  find         Yme  =  —  <LdTme  . 

dt    dy 
dTme 
Now  ——-  is  a  linear  function  of  the  velocities  of  the  conductors. 

If,  therefore,  any  terms  of  Tme  have  an  actual  existence,  it  would 
be  possible  to  produce  an  electromotive  force  independently  of  all 
existing  currents  by  simply  altering  the  velocities  of  the  conductors. 
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For  instance,  in  the  case  of  the  suspended  coil  at  Art.  559,  if,  when 
the  coil  is  at  rest,  we  suddenly  set  it  in  rotation  about  the  vertical 
axis,  an  electromotive  force  would  be  called  into  action  proportional 
to  the  acceleration  of  this  motion.  It  would  vanish  when  the 
motion  became  uniform,  and  be  reversed  when  the  motion  was 
retarded. 

Now  few  scientific  observations  can  be  made  with  greater  pre 
cision  than  that  which  determines  the  existence  or  non-existence  of 
a  current  by  means  of  a  galvanometer.  The  delicacy  of  this  method 
far  exceeds  that  of  most  of  the  arrangements  for  measuring  the 
mechanical  force  acting  on  a  body.  If,  therefore,  any  currents  could 
be  produced  in  this  way  they  would  be  detected,  even  if  they  were 
very  feeble.  They  would  be  distinguished  from  ordinary  currents 
of  induction  by  the  following  characteristics. 

(1)  They  would  depend  entirely  on  the  motions  of  the  conductors, 
and  in  no  degree  on  the  strength  of  currents  or  magnetic  forces 
already  in  the  field. 

(2)  They  would  depend  not  on  the  absolute  velocities  of  the  con 
ductors,  but  on  their  accelerations,  and  on  squares  and  products  of 
velocities,  and  they  would  change  sign  when  the  acceleration  be 
comes  a  retardation,  though  the  absolute  velocity  is  the  same. 

Now  in  all  the  cases  actually  observed,  the  induced  currents 
depend  altogether  on  the  strength  and  the  variation  of  currents  in 
the  field,  and  cannot  be  excited  in  a  field  devoid  of  magnetic  force 
and  of  currents.  In  so  far  as  they  depend  on  the  motion  of  con 
ductors,  they  depend  on  the  absolute  velocity,  and  not  on  the  change 
of  velocity  of  these  motions. 

We  have  thus  three  methods  of  detecting  the  existence  of  the 
terms  of  the  form  Tme,  none  of  which  have  hitherto  led  to  any 
positive  result.  I  have  pointed  them  out  with  the  greater  care 
because  it  appears  to  me  important  that  we  should  attain  the 
greatest  amount  of  certitude  within  our  reach  on  a  point  bearing 
so  strongly  on  the  true  theory  of  electricity. 

Since,  however,  no  evidence  has  yet  been  obtained  of  such  terms, 
I  shall  now  proceed  on  the  assumption  that  they  do  not  exist, 
or  at  least  that  they  produce  no  sensible  effect,  an  assumption  which 
will  considerably  simplify  our  dynamical  theory.  We  shall  have 
occasion,  however,  in  discussing  the  relation  of  magnetism  to  light, 
to  shew  that  the  motion  which  constitutes  light  may  enter  as  a 
factor  into  terms  involving  the  motion  which  constitutes  mag 
netism. 


CHAPTER  VII. 


THEORY    OF   ELECTRIC    CIRCUITS. 

578.]  WE  may  now  confine  our  attention  to  that  part  of  the 
kinetic  energy  of  the  system  which  depends  on  squares  and  products 
of  the  strengths  of  the  electric  currents.  We  may  call  this  the 
Electrokinetic  Energy  of  the  system.  The  part  depending  on  the 
motion  of  the  conductors  belongs  to  ordinary  dynamics,  and  we 
have  shewn  that  the  part  depending  on  products  of  velocities  and 
currents  does  not  exist. 

Let  Alt  A2)  &c.  denote  the  different  conducting  circuits.  Let 
their  form  and  relative  position  be  expressed  in  terms  of  the  variables 
#15  #2J  &c.,  the  number  of  which  is  equal  to  the  number  of  degrees 
of  freedom  of  the  mechanical  system.  We  shall  call  these  the 
Geometrical  Variables. 

Let  y^  denote  the  quantity  of  electricity  which  has  crossed  a  given 
section  of  the  conductor  A^  since  the  beginning  of  the  time  t.  The 
strength  of  the  current  will  be  denoted  byyx,  the  fluxion  of  this 
quantity. 

We  shall  call  y^  the  actual  current,  and  yl  the  integral  current. 
There  is  one  variable  of  this  kind  for  each  circuit  in  the  system. 

Let  T  denote  the  electrokinetic  energy  of  the  system.  It  is 
a  homogeneous  function  of  the  second  degree  with  respect  to  the 
strengths  of  the  currents,  and  is  of  the  form 

T=   iAyi2+  2^2^22H-&C-+^l2yiy2  +  &CM  0) 

where  the  coefficients  _Z/,  M,  &c.  are  functions  of  the  geometrical 
variables  a?1}  a?2,  &c.  The  electrical  variables  y^  y,A  do  not  enter 
into  the  expression. 

We  may  call  L1}  L2,  &c.  the  electric  moments  of  inertia  of  the 
circuits  Al}  A2,  &c.,  and  M12  the  electric  product  of  inertia  of  the 
two  circuits  A1  and  A2.  When  we  wish  to  avoid  the  language  of 
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the  dynamical  theory,  we  shall  call  Ll  the  coefficient  of  self-induction 
of  the  circuit  Ait  and  3/12  the  coefficient  of  mutual  induction  of  the 
circuits  Al  and  A2.  J/12  is  also  called  the  potential  of  the  circuit 
Al  with  respect  to  A2.  These  quantities  depend  only  on  the  form 
and  relative  position  of  the  circuits.  We  shall  find  that  in  the 
electromagnetic  system  of  measurement  they  are  quantities  of  the 
dimension  of  a  line.  See  Art.  627. 

By  differentiating  T  with  respect  to^  we  obtain  the  quantity  jplt 
which,  in  the  dynamical  theory,  may  be  called  the  momentum 
corresponding  to  y^  .  In  the  electric  theory  we  shall  call  p±  the 
electrokinetic  momentum  of  the  circuit  Al  .  Its  value  is 

Pi  =  L\  yi  +  Mute  +  &c- 

The  electrokinetic  momentum  of  the  circuit  A±  is  therefore  made 
up  of  the  product  of  its  own  current  into  its  coefficient  of  self- 
induction,  together  with  the  sum  of  the  products  of  the  currents 
in  the  other  circuits,  each  into  the  coefficient  of  mutual  induction 
of  A1  and  that  other  circuit. 

Electromotive  Force. 

579.]  Let  E  be  the  impressed  electromotive  force  in  the  circuit  A, 
arising  from  some  cause,  such  as  a  voltaic  or  thermoelectric  battery, 
which  would  produce  a  current  independently  of  magneto-electric 
induction. 

Let  R  be  the  resistance  of  the  circuit,  then,  by  Ohm's  law,  an 
electromotive  force  Ry  is  required  to  overcome  the  resistance, 
leaving  an  electromotive  force  E  —  Ry  available  for  changing  the 
momentum  of  the  circuit.  Calling  this  force  Y',  we  have,  by  the 

general  equations,  dp       dT 

I  =  —  -  --  —  > 
dt,        dy 

but  since  T  does  not  involve  y,  the  last  term  disappears. 
Hence,  the  equation  of  electromotive  force  is 


The  impressed  electromotive  force  E  is  therefore  the  sum  of  two 
parts.  The  first,  Ry,  is  required  to  maintain  the  current  y  against 
the  resistance  R.  The  second  part  is  required  to  increase  the  elec 
tromagnetic  momentum  p.  This  is  the  electromotive  force  which 
must  be  supplied  from  sources  independent  of  magneto-electric 


581.]  TWO  CIRCUITS.  209 

induction.     The  electromotive-force  arising  from  magneto-electric 

induction  alone  is  evidently  --  —  ,  or,  the  rate  of  decrease  of  the 

do 

&  * 
electrokinetic  momentum  of  the  circuit. 

/W  £4  £     £'  '  **  *^ 
Electromagnetic  Force. 

580.]    Let  X'  be  the  impressed  mechanical  force  arising  from  *  ' 
external  causes,  and  tending  to  increase  the  variable  x.     By  the 
general  equations  f       d  dT      dT 

dt  dx       dx 

Since  the  expression  for  the  electrokinetic  energy  does  not  contain 
the  velocity  (x),  the  first  term  of  the  second  member  disappears, 

and  we  find  dT 

JL  =  —  -  —  • 
dx 

Here  X'  is  the  external  force  required  to  balance  the  forces  arising 
from  electrical  causes.  It  is  usual  to  consider  this  force  as  the 
reaction  against  the  electromagnetic  force,  which  we  shall  call  X, 
and  which  is  equal  and  opposite  to  X'. 

Hence  X  =  —  > 

ax 

or,  the  electromagnetic  force  tending  to  increase  any  variable  is  equal 
to  the  rate  of  increase  of  the  electrokinetic  energy  per  unit  increase  of 
that  variable,  the  currents  being  maintained  constant. 

If  the  currents  are  maintained  constant  by  a  battery  during  a 
displacement  in  which  a  quantity,  Wy  of  work  is  done  by  electro 
motive  force,  the  electrokinetic  energy  of  the  system  will  be  at  the 
same  time  increased  by  W.  Hence  the  battery  will  be  drawn  upon 
for  a  double  quantity  of  energy,  or  2  W,  in  addition  to  that  which  is 
spent  in  generating  heat  in  the  circuit.  This  was  first  pointed  out 
by  Sir  W.  Thomson  *.  Compare  this  result  with  the  electrostatic 
property  in  Art.  93. 

Case  of  Two  Circuits. 

581.]  Let  A^  be  called  the  Primary  Circuit,  and  A2  the  Secondary 
Circuit.  The  electrokinetic  energy  of  the  system  may  be  written 


where  L  and  N  are  the  coefficients  of  self-induction  of  the  primary 

*  Nichol's  Cyclopaedia  of  Physical  Science,  ed.  1860,  Article,  '  Magnetism,  Dy 
namical  Relations  of.' 
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and  secondary  circuits  respectively,  and  M  is  the  coefficient  of  their 
mutual  induction. 

Let  us  suppose  that  no  electromotive  force  acts  on  the  secondary 
circuit  except  that  due  to  the  induction  of  the  primary  current. 
We  have  then 

=  0. 


Integrating  this  equation  with  respect  to  t,  we  have 

7^2  +  1/^  +  ^2  =  C,  a  constant, 
where  y.2  is  the  integral  current  in  the  secondary  circuit. 

The  method  of  measuring  an  integral  current  of  short  duration 
will  be  described  in  Art.  748,  and  it  is  easy  in  most  cases  to  ensure 
that  the  duration  of  the  secondary  current  shall  be  very  short. 

Let  the  values  of  the  variable  quantities  in  the  equation  at  the 
end  of  the  time  t  be  accented,  then,  if  y2  is  the  integral  current, 
or  the  whole  quantity  of  electricity  which  flows  through  a  section 
of  the  secondary  circuit  during  the  time  t, 


If  the  secondary  current  arises  entirely  from  induction,  its  initial 
value  y2  must  be  zero  if  the  primary  current  is  constant,  and  the 
conductors  are  at  rest  before  the  beginning  of  the  time  t. 

If  the  time  t  is  sufficient  to  allow  the  secondary  current  to  die 
away,  j^',  its  final  value,  is  also  zero,  so  that  the  equation  becomes 


The  integral  current  of  the  secondary  circuit  depends  in  this  case 
on  the  initial  and  final  values 


Induced  Currents. 

582.]  Let  us  begin  by  supposing  the  primary  circuit  broken, 
or  ^  =  0  and  let  a  current  y{  be  established  in  it  when  contact 
is  made. 

The  equation  which  determines  the  secondary  integral  current  is 


When  the  circuits  are  placed  side  by  side,  and  in  the  same  direc 
tion,  if  is  a  positive  quantity.  Hence,  when  contact  is  made  in 
the  primary  circuit,  a  negative  current  is  induced  in  the  secondary 
circuit. 

When  the  contact  is  broken  in  the  primary  circuit,  the  primary 
current  ceases,  and  the  induced  current  is  yz  where 


The  secondary  current  is  in  this  case  positive. 
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If  the  primary  current  is  maintained  constant,  and  the  form  or 
relative  position  of  the  circuits  altered  so  that  M  becomes  H',  the 
integral  secondary  current  is  y.2  ,  where 


In  the  case  of  two  circuits  placed  side  by  side  and  in  the  same 
direction  M  diminishes  as  the  distance  between  the  circuits  in 
creases.  Hence,  the  induced  current  is  positive  when  this  distance 
is  increased  and  negative  when  it  is  diminished. 

These  are  the  elementary  cases  of  induced  currents  described  in 
Art.  530. 

Mechanical  Action  between  the  Two  Circuits. 

583.]  Let  x  be  any  one  of  the  geometrical  variables  on  which 
the  form  and  relative  position  of  the  circuits  depend,  the  electro 
magnetic  force  tending  to  increase  x  is 

.  ,  .  clN 


If  the  motion  of  the  system  corresponding  to  the  variation  of  x 
is  such  that  each  circuit  moves  as  a  rigid  body,  L  and  N  will  be 
independent  of  #,  and  the  equation  will  be  reduced  to  the  form 

.  dM 

A  =  v,  y9  —  —  • 
ja<y2  dx 

Hence,  if  the  primary  and  secondary  currents  are  of  the  same 
sign,  the  force  X,  which  acts  between  the  circuits,  will  tend  to 
move  them  so  as  to  increase  M. 

If  the  circuits  are  placed  side  by  side,  and  the  currents  flow  in 
the  same  direction,  M  will  be  increased  by  their  being  brought 
nearer  together.  Hence  the  force  X  is  in  this  case  an  attraction. 

584.]  The  whole  of  the  phenomena  of  the  mutual  action  of  two 
circuits,  whether  the  induction  of  currents  or  the  mechanical  force 
between  them,  depend  on  the  quantity  M,  which  we  have  called  the 
coefficient  of  mutual  induction.  The  method  of  calculating  this 
quantity  from  the  geometrical  relations  of  the  circuits  is  given  in 
Art.  524,  but  in  the  investigations  of  the  next  chapter  we  shall  not 
assume  a  knowledge  of  the  mathematical  form  of  this  quantity. 
We  shall  consider  it  as  deduced  from  experiments  on  induction, 
as,  for  instance,  by  observing  the  integral  current  when  the 
secondary  circuit  is  suddenly  moved  from  a  given  position  to  an 
infinite  distance;  or  to  any  position  in  which  we  know  that  J/=  0. 


CHAPTER   VIII. 

EXPLORATION    OF    THE    FIELD    BY   MEANS   OF    THE   SECONDARY 

CIRCUIT. 

585.]  We  have  proved  in  Arts.  582,  583,  584  that  the  electro 
magnetic  action  between  the  primary  and  the  secondary  circuit 
depends  on  the  quantity  denoted  by  M,  which  is  a  function  of  the 
form  and  relative  position  of  the  two  circuits. 

Although  this  quantity  M  is  in  fact  the  same  as  the  potential 
of  the  two  circuits,  the  mathematical  form  and  properties  of  which 
we  deduced  in  Arts.  423,  492,  521,  539  from  magnetic  and  electro 
magnetic  phenomena,  we  shall  here  make  no  reference  to  these 
results,  but  begin  again  from  a  new  foundation,  without  any 
assumptions  except  those  of  the  dynamical  theory  as  stated  in 
Chapter  VII. 

The  electrokinetic  momentum  of  the  secondary  circuit  consists 
of  two  parts  (Art.  578),  one,  Mil9  depending  on  the  primary  current 
7\,  while  the  other,  Ni2,  depends  on  the  secondary  current  i2.  We 
are  now  to  investigate  the  first  of  these  parts,  which  we  shall 
denote  by  p,  where  p  —  Milt  (l) 

We  shall  also  suppose  the  primary  circuit  fixed,  and  the  primary 
current  constant.  The  quantity  p,  the  electrokinetic  momentum  of 
the  secondary  circuit,  will  in  this  case  depend  only  on  the  form 
and  position  of  the  secondary  circuit,  so  that  if  any  closed  curve 
be  taken  for  the  secondary  circuit,  and  if  the  direction  along  this 
curve,  which  is  to  be  reckoned  positive,  be  chosen,  the  value  of  p 
for  this  closed  curve  is  determinate.  If  the  opposite  direction  along 
the  curve  had  been  chosen  as  the  positive  direction,  the  sign  of 
the  quantity  p  would  have  been  reversed. 

586.]  Since  the  quantity  p  depends  on  the  form  and  position 
of  the  circuit,  we  may  suppose  that  each  portion  of  the  circuit 
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contributes  something1  to  the  value  of  p,  and  that  the  part  con 
tributed  by  each  portion  of  the  circuit  depends  on  the  form  and 
position  of  that  portion  only,  and  not  on  the  position  of  other  parts 
of  the  circuit. 

This  assumption  is  legitimate,  because  we  are  not  now  considering 
a  current,  the  parts  of  which  may,  and  indeed  do,  act  on  one  an 
other,  but  a  mere  circuit,  that  is,  a  closed  curve  along  which  a 
current  may  flow,  and  this  is  a  purely  geometrical  figure,  the  parts 
of  which  cannot  be  conceived  to  have  any  physical  action  on  each 
other. 

We  may  therefore  assume  that  the  part  contributed  by  the 
element  ds  of  the  circuit  is  Jds,  where  /is  a  quantity  depending 
on  the  position  and  direction  of  the  element  ds.  Hence,  the  value 
of  p  may  be  expressed  as  a  line-integral 


p  =jds,  (2) 

where  the  integration  is  to  be  extended  once  round  the  circuit. 

587.]  We  have  next  to  determine  the  form  of  the  quantity  /. 
In  the  first  place,  if  ds  is  reversed  in  direction,  /  is  reversed  in 
sign.  Hence,  if  two  circuits  ABCE  and  AECD 
have  the  arc  A  EC  common,  but  reckoned  in 
opposite  directions  in  the  two  circuits,  the  sum 
of  the  values  of  p  for  the  two  circuits  ABCE 
and  AECD  will  be  equal  to  the  value  of  p  for 
the  circuit  ABCD,  which  is  made  up  of  the  two  circuits. 

For  the  parts  of  the  line-integral  depending  on  the  arc  AEG  are 
equal  but  of  opposite  sign  in  the  two  partial  circuits,  so  that  they 
destroy  each  other  when  the  sum  is  taken,  leaving  only  those  parts  of 
the  line-integral  which  depend  on  the  external  boundary  of  ABCD. 

In  the  same  way  we  may  shew  that  if  a  surface  bounded  by  a 
closed  curve  be  divided  into  any  number  of  parts,  and  if  the 
boundary  of  each  of  these  parts  be  considered  as  a  circuit,  the 
positive  direction  round  every  circuit  being  the  same  as  that  round 
the  external  closed  curve,  then  the  value  of  p  for  the  closed  curve  is 
equal  to  the  sum  of  the  values  ofp  for  all  the  circuits.  See  Art.  483. 

588.]  Let  us  now  consider  a  portion  of  a  surface,  the  dimensions 
of  which  are  so  small  with  respect  to  the  principal  radii  of  curvature 
of  the  surface  that  the  variation  of  the  direction  of  the  normal 
within  this  portion  may  be  neglected.  We  shall  also  suppose  thai; 
if  any  very  small  circuit  be  carried  parallel  to  itself  from  one  part 
of  this  surface  to  another,  the  value  of  p  for  the  small  circuit  is 
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not  sensibly  altered.  This  will  evidently  be  the  case  if  the  dimen 
sions  of  the  portion  of  surface  are  small  enough  compared  with 
its  distance  from  the  primary  circuit. 

If  any  closed  curve  le  drawn  on  this  portion  of  the  surface,  the 
value  of  p  will  be  proportional  to  its  area. 

For  the  areas  of  any  two  circuits  may  be  divided  into  small 
elements  all  of  the  same  dimensions,  and  having  the  same  value 
of  p.  The  areas  of  the  two  circuits  are  as  the  numbers  of  these 
elements  which  they  contain,  and  the  values  of  p  for  the  two  circuits 
are  also  in  the  same  proportion. 

Hence,  the  value  of  p  for  the  circuit  which  bounds  any  element 
dS  of  a  surface  is  of  the  form  IdS, 

where  7  is  a  quantity  depending  on  the  position  of  dS  and  on  the 
direction  of  its  normal.  We  have  therefore  a  new  expression  for  p, 

P=ffl*8,  (3) 

where  the  double  integral  is  extended  over  any  surface  bounded  by 
the  circuit. 

589.]  Let  ABCD  be  a  circuit,  of  which  AC  is  an  elementary 
portion,  so  small  that  it  may  be  considered  straight. 
Let  APB  and  CQB  be  small  equal  areas  in  the 
'^\J  _  same  plane,  then  the  value  of  p  will  be  the  same 

for  the  small  circuits  APB  and  CQJ3,  or 

p(APB}=p(CqB}. 

Hence     p  (APBQCD)  =  p  (ABQCD)  -f  p  (APB\ 
=  p(ABQCD)+p(CQB), 


or  the  value  of  p  is  not  altered  by  the  substitution  of  the  crooked 
line  APQC  for  the  straight  line  AC,  provided  the  area  of  the  circuit 
is  not  sensibly  altered.  This,  in  fact,  is  the  principle  established 
by  Ampere's  second  experiment  (Art.  506),  in  which  a  crooked 
portion  of  a  circuit  is  shewn  to  be  equivalent  to  a  straight  portion 
provided  no  part  of  the  crooked  portion  is  at  a  sensible  distance 
from  the  straight  portion. 

If  therefore  we  substitute  for  the  element  ds  three  small  elements, 
die,  dy,  and  dz,  drawn  in  succession,  so  as  to  form  a  continuous 
path  from  the  beginning  to  the  end  of  the  element  ds,  and  if 
Fdx,  Gdy,  and  II dz  denote  the  elements  of  the  line-integral  cor 
responding  to  dot,  dy,  and  dz  respectively,  then 

Jds  =  Fdx  +  G dy  -+  Edz.  (4) 
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590.]  We  are  now  able  to  determine  the  mode  in  which  the 
quantity  J  depends  on  the  direction  of  the  element  ds.  For, 

by(4)'  /_,*  +  eft+**  (5) 

ds          ds          ds 

This  is  the  expression  for  the  resolved  part,  in  the  direction  of  ds, 
of  a  vector,  the  components  of  which,  resolved  in  the  directions  of 
the  axes  of  #,  y,  and  zt  are  F,  G,  and  //  respectively. 

If  this  vector  be  denoted  by  21,  and  the  vector  from  the  origin 
to  a  point  of  the  circuit  by  p,  the  element  of  the  circuit  will  be  dp, 
and  the  quaternion  expression  for  Jds  will  be 


We  may  now  write  equation  (2)  in  the  form 

*L+G%.  +  H*!-)d,,  (6) 

ds          ds          ds' 


or    p=-8%dp.  (7) 

The  vector  21  and  its  constituents  F9  G,  H  depend  on  the  position 
of  ds  in  the  field,  and  not  on  the  direction  in  which  it  is  drawn. 
They  are  therefore  functions  of  #,  y,  z,  the  coordinates  of  ds,  and 
not  of  I,  m,  n,  its  direction-cosines. 

The  vector  $1  represents  in  direction  and  magnitude  the  time- 
integral  of  the  electromotive  force  which  a  particle  placed  at  the 
point  (#,  y,  z)  would  experience  if  the  primary  current  were  sud 
denly  stopped.  We  shall  therefore  call  it  the  Electrokinetic  Mo 
mentum  at  the  point  (#,  y,  z).  It  is  identical  with  the  quantity 
which  we  investigated  in  Art.  405  under  the  name  of  the  vector- 
potential  of  magnetic  induction. 

The  electrokinetic  momentum  of  any  finite  line  or  circuit  is  the 
line-integral,  extended  along  the  line  or  circuit,  of  the  resolved 
part  of  the  electrokinetic  momentum  at  each  point  of  the  same. 

591.]  Let  us  next  determine  the  value  of 
p  for  the  elementary  rectangle  ABCD,  of 
which  the  sides  are  dy  and  dz,  the  positive 
direction  being  from  the  direction  of  the 
axis  of  y  to  that  of  z. 

Let  the  coordinates  of  0,  the  centre  of 
gravity  of  the  element,  be  a?0,  yQ)  z0,  and  let 
G0,  HQ  be  the  values  of  G  and  of  //at  this  '  Fi  37 

point. 

The  coordinates  of  A,  the  middle  point  of  the  first  side  of  the 
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rectangle,  are  y0  and  ZQ dz.     The  corresponding  value  of  G  is 

2 

0  =  e0-~< 

and  the  part  of  the  value  of  p  which  arises  from  the  side  A  is 

approximately  i  dG  _ 

(9) 


Similarly,  for  .Z?,      HQdz-{  ---  j—  dy  dz. 

2  a 


For  C,  - 


For.0,          - 

Adding  these  four  quantities,  we  find  the  value  of  p  for  the 
rectangle,  viz  : 


If  we  now  assume  three  new  quantities,  a,  6,  c,  such  that 


_        ___ 

~  dy        dz 

dF      dH 

°  =  ~~i r~' 

dz        dz 

dG      dF 


(A) 


and  consider  these  as  the  constituents  of  a  new  vector  33,  then,  by 
Theorem  IV,  Art.  24,  we  may  express  the  line-integral  of  51  round 
any  circuit  in  the  form  of  the  surface-integral  of  S3  over  a  surface 
bounded  by  the  circuit,  thus 

(11) 

or  p=:JTWcoB€d8=jT%GosridS,  (12) 

where  e  is  the  angle  between  5(  and  ds,  and  r/  that  between  S3  and 
the  normal  to  dS,  whose  direction-cosines  are  I,  m,  n,  and  Tty.,  T^& 
denote  the  numerical  values  of  21  and  S3. 

Comparing  this  result  with  equation  (3),  it  is  evident  that  the 
quantity  /  in  that  equation  is  equal  to  S3  cos  r/,  or  the  resolved  part 
of  S3  normal  to  dS. 

592.]  We  have  already  seen  (Arts.  490,  541)  that,  according  to 
Faraday's  theory,  the  phenomena  of  electromagnetic  force  and 
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induction  in  a  circuit  depend  on  the  variation  of  the  number  of 
lines  of  magnetic  induction  which  pass  through  the  circuit.  Now 
the  number  of  these  lines  is  expressed  mathematically  by  the 
surface-integral  of  the  magnetic  induction  through  any  surface 
bounded  by  the  circuit.  Hence,  we  must  regard  the  vector  23 
and  its  components  <z,  b,  c  as  representing  what  we  are  already 
acquainted  with  as  the  magnetic  induction  and  its  components. 

In  the  present  investigation  we  propose  to  deduce  the  properties 
of  this  vector  from  the  dynamical  principles  stated  in  the  last 
chapter,  with  as  few  appeals  to  experiment  as  possible. 

In  identifying  this  vector,  which  has  appeared  as  the  result  of 
a  mathematical  investigation,  with  the  magnetic  induction,  the 
properties  of  which  we  learned  from  experiments  on  magnets,  we 
do  not  depart  from  this  method,  for  we  introduce  no  new  fact  into 
the  theory,  we  only  give  a  name  to  a  mathematical  quantity,  and 
the  propriety  of  so  doing  is  to  be  judged  by  the  agreement  of  the 
relations  of  the  mathematical  quantity  with  those  of  the  physical 
quantity  indicated  by  the  name. 

The  vector  23,  since  it  occurs  in  a  surface -integral,  belongs 
evidently  to  the  category  of  fluxes  described  in  Art.  13.  The 
vector  51,  on  the  other  hand,  belongs  to  the  category  of  forces, 
since  it  appears  in  a  line-integral. 

593.]  We  must  here  recall  to  mind  the  conventions  about  positive 
and  negative  quantities  and  directions,  some  of  which  were  stated 
in  Art.  23.  We  adopt  the  right-handed  system  of  axes,  so  that  if 
a  right-handed  screw  is  placed  in  the  direction  of  the  axis  of  #, 
and  a  nut  on  this  screw  is  turned  in  the  positive  direction  of 
rotation,  that  is,  from  the  direction  of  y  to  that  of  z,  it  will  move 
along  the  screw  in  the  positive  direction  of  cc. 

We  also  consider  vitreous  electricity  and  austral  magnetism  as 
positive.  The  positive  direction  of  an  electric  current,  or  of  a  line 
of  electric  induction,  is  the  direction  in  which  positive  electricity 
moves  or  tends  to  move,  and  the  positive  direction  of  a  line  of 
magnetic  induction  is  the  direction  in  which  a  compass  needle 
points  with  the  end  which  turns  to  the  north.  See  Fig.  24,  Art. 
498,  and  Fig.  25,  Art.  501. 

The  student  is  recommended  to  select  whatever  method  appears 
to  him  most  effectual  in  order  to  fix  these  conventions  securely  in 
his  memory,  for  it  is  far  more  difficult  to  remember  a  rule  which 
determines  in  which  of  two  previously  indifferent  ways  a  statement 
is  to  be  made,  than  a  rule  which  selects  one  way  out  of  many. 
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594.]  We  have  next  to  deduce  from  dynamical  principles  the 
expressions  for  the  electromagnetic  force  acting-  on  a  conductor 
carrying  an  electric  current  through  the  magnetic  field,  and  for 
the  electromotive  force  acting  on  the  electricity  within  a  body 
moving  in  the  magnetic  field.  The  mathematical  method  which 
we  shall  adopt  may  be  compared  with  the  experimental  method 
used  by  Faraday  *  in  exploring  the  field  by  means  of  a  wire,  and 
with  what  we  have  already  done  in  Art.  490,  by  a  method  founded 
on  experiments.  What  we  have  now  to  do  is  to  determine  the 
effect  on  the  value  of  p,  the  electrokinetic  momentum  of  the 
secondary  circuit,  due  to  given  alterations  of  the  form  of  that 
circuit. 

Let  A  A',  BB'  be  two  parallel  straight  conductors  connected  by 
the  conducting  arc  C,  which  may  be  of  any  form,  and  by  a  straight 


Fig.  38. 

conductor  AS,  which  is  capable  of  sliding  parallel  to  itself  along 
the  conducting  rails  AA'  and  BB'. 

Let  the  circuit  thus  formed  be  considered  as  the  secondary  cir 
cuit,  and  let  the  direction  ABC  be  assumed  as  the  positive  direction 
round  it. 

Let  the  sliding  piece  move  parallel  to  itself  from  the  position  AB 
to  the  position  A'Bt '.  We  have  to  determine  the  variation  of  /j,  the 
electrokinetic  momentum  of  the  circuit,  due  to  this  displacement 
of  the  sliding  piece. 

The  secondary  circuit  is  changed  from  ABC  to  A'B'C,  hence,  by 
Art.  587,  p  (A'B'C}-p  (ABC)  =  p(AA'BfB}.  (13) 

We  have  therefore  to  determine  the  value  of  p  for  the  parallel 
ogram  AA'B'B.  If  this  parallelogram  is  so  small  that  we  may 
neglect  the  variations  of  the  direction  and  magnitude  of  the  mag 
netic  induction  at  different  points  of  its  plane,  the  value  of  p  is, 
by  Art.  591,  33  cos  77 .  AA'B'B)  where  33  is  the  magnetic  induction, 

*  Exp.  Res.,  3082,  3087,  3113. 
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and  j]  the  angle  which  it  makes  with  the  positive  direction  of  the 
normal  to  the  parallelogram  AA'B'B. 

We  may  represent  the  result  geometrically  by  the  volume  of  the 
parallelepiped,  whose  base  is  the  parallelogram  AA'B'B,  and  one  of 
whose  edges  is  the  line  AM,  which  represents  in  direction  and 
magnitude  the  magnetic  induction  53.  If  the  parallelogram  is  in 
the  plane  of  the  paper,  and  if  AM  is  drawn  upwards  from  the  paper, 
the  volume  of  the  parallelepiped  is  to  be  taken  positively,  or  more 
generally,  if  the  directions  of  the  circuit  AB,  of  the  magnetic  in 
duction  AM,  and  of  the  displacement  AA\  form  a  right-handed 
system  when  taken  in  this  cyclical  order. 

The  volume  of  this  parallelepiped  represents  the  increment  of 
the  value  of  p  for  the  secondary  circuit  due  to  the  displacement 
of  the  sliding  piece  from  AB  to  A'B'. 

Electromotive  Force  acting  on  the  Sliding  Piece. 

595.]  The  electromotive  force  produced  in  the  secondary  circuit 
by  the  motion  of  the  sliding  piece  is,  by  Art.  579, 

*-!•  <"> 

If  we  suppose  AA'  to  be  the  displacement  in  unit  of  time,  then 
AA'  will  represent  the  velocity,  and  the  parallelepiped  will  represent 

~~,  and  therefore,  by  equation  (14),  the  electromotive  force  in  the 

Cf't 

negative  direction  BA. 

Hence,  the  electromotive  force  acting  on  the  sliding  piece  AB, 
in  consequence  of  its  motion  through  the  magnetic  field,  is  repre 
sented  by  the  volume  of  the  parallelepiped,  whose  edges  represent 
in  direction  and  magnitude — the  velocity,  the  magnetic  induction, 
and  the  sliding  piece  itself,  and  is  positive  when  these  three  direc 
tions  are  in  right-handed  cyclical  order. 

Electromagnetic  Force  acting  on  the  Sliding  Piece. 

596.]  Let  i2  denote  the  current  in  the  secondary  circuit  in  the 
positive  direction  ABC,  then  the  work  done  by  the  electromagnetic 
force  on  AB  while  it  slides  from  the  position  AB  to  the  position 
A'B'  is  (M'—M]  i^,  where  M  and  M'  are  the  values  of  M12  in 
the  initial  and  final  positions  of  AB.  But  (M'—M)  ^  is  equal 
to  pr — p,  and  this  is  represented  by  the  volume  of  the  parallelepiped 
on  AB,  AM,  and  A  A'.  Hence,  if  we  draw  a  line  parallel  to  AB 
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to  represent  the  quantity  AB .  i2,  the  parallelepiped  contained  by 
this  line,  by  AM,  the  magnetic  induction,  and  by  AA\  the  displace 
ment,  will  represent  the  work  done  during  this  displacement. 

For  a  given  distance  of  displacement  this  will  be  greatest  when_ 
the  displacement  is  perpendicular  to  the  parallelogram  whose  sides 
are  AB  and  AM.  The  electromagnetic  force  is  therefore  represented 
by  the  area  of  the  parallelogram  on  AB  and  AM  multiplied  by  iz, 
and  is  in  the  direction  of  the  normal  to  this  parallelogram,  drawn  so 
that  AB,  AM,  and  the  normal  are  in  right-handed  cyclical  order. 

Four  Definitions  of  a  Line  of  Magnetic  Induction. 

597.]  If  the  direction  AA',  in  which  the  motion  of  the  sliding 
piece  takes  place,  coincides  with  AM,  the  direction  of  the  magnetic 
induction,  the  motion  of  the  sliding  piece  will  not  call  electromotive 
force  into  action,  whatever  be  the  direction  of  AB,  and  if  AB  carries 
an  electric  current  there  will  be  no  tendency  to  slide  along  A  A'. 

Again,  if  AB,  the  sliding  piece,  coincides  in  direction  with  AM, 
the  direction  of  magnetic  induction,  there  will  be  no  electromotive 
force  called  into  action  by  any  motion  of  AB,  and  a  current  through 
AB  will  not  cause  AB  to  be  acted  on  by  mechanical  force. 

We  may  therefore  define  a  line  of  magnetic  induction  in  four 
different  ways.  It  is  a  line  such  that 

(1)  If  a  conductor  be  moved  along  it  parallel  to  itself  it  will 
experience  no  electromotive  force. 

(2)  If  a  conductor  carrying  a  current  be  free  to  move  along  a 
line  of  magnetic  induction  it  will  experience  no  tendency  to  do  so. 

(3)  If  a  linear  conductor  coincide  in  direction  with  a  line  of 
magnetic  induction,  and  be  moved  parallel  to  itself  in  any  direction, 
it  will  experience  no  electromotive  force  in  the  direction  of  its 
length. 

(4)  If  a  linear  conductor  carrying  an   electric  current  coincide 
in  direction  with  a  line  of  magnetic  induction  it  will  not  experience 
any  mechanical  force. 

General  Equations  of  Electromotive  Force. 

598.]  We  have  seen  that  E,  the  electromotive  force  due  to  in 
duction  acting  on  the  secondary  circuit,  is  equal  to  —  — ,  where 
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To  determine  the  value  of  E,  let  us  differentiate  the  quantity 
under  the  integral  sign  with  respect  to  t,  remembering  that  if  the 
secondary  circuit  is  in  motion,  a,  y,  and  z  are  functions  of  the  time. 
We  obtain 


Ts       dt     s      ~dt 


_—  —      __y_  _ 

+d^Ts  +  To  ds'  dt 

dF  dx      dG  dy      dH  dz\dy  ] 
~  ds  +  T  Ts  +  ~      ds)  dt 


_ 

ds        dz  ds       dz  ds  '  dt 


,.  (2) 

Now  consider  the  second  term  of  the  integral,  and  substitute 

from  equations  (A),  Art.  591,  the  values  of  -=—  and  -7-  .    This  term 

dx  dx 

then  becomes, 


I      I    £        tX-    fy    I _J_     _        •'.  I I     

J  ^   ds         els       dx  ds       dy  ds       dz  ds'  dt 
whence  we  may  write 

dy       i  dz   t  dF\  dx 
ds'  dt 


j   U/6  U/JL'  \    M'1*     , 

—  I  (c~—  b—  +  — -)—  ds. 

fl.S  fl.S  /     fit. 


Treating  the  third  and  fourth  terms  in  the  same  way,  and  col- 

,    ,.       ,,  .     dx     dy         n  dz  .     .       ., 

lecting  the  terms  in  —  >  -f-.  and  —  ,  remembering1  that 
ds     ds  '  ds  ' 

AdF  dx      ^d2x\  7        rdx  /oX 

-r-J7+F-r-j-)ds=:F-j-,  (3) 

ds  dt         dsdt'  dt 

and  therefore  that  the   integral,   when   taken   round   the   closed 
curve,  vanishes, 

dz      dF\  dx  , 


dz        dx      dG 
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We  may  write  this  expression  in  the  form 


^        ^       dF      d* 
where  P  =  c-~-  —  o—  —  —  ---  =-  , 

at         at       at        ax 


Equations  of 
Electronic  ti  ve  (  B  J 

Force. 


dz        dx      dG      d^ 
V  =   adt~Cdt       dt'~  dy9 

B  =  l  —  -a^--d—-—- 

dt         dt       dt        dz 

The  terms  involving  the  new  quantity  ^  are  introduced  for  the 
sake  of  giving  generality  to  the  expressions  for  P,  Q,  R.  They 
disappear  from  the  integral  when  extended  round  the  closed  circuit. 
The  quantity  ^  is  therefore  indeterminate  as  far  as  regards  the 
problem  now  before  us,  in  which  the  total  electromotive  force  round 
the  circuit  is  to  be  determined.  We  shall  find,  however,  that  when 
we  know  all  the  circumstances  of  the  problem,  we  can  assign  a 
definite  value  to  ^,  and  that  it  represents,  according  to  a  certain 
definition,  the  electric  potential  at  the  point  (#,  y,  z). 

The  quantity  under  the  integral  sign  in  equation  (5)  represents 
the  electromotive  force  per  unit  length  acting  on  the  element  ds  of 
the  circuit. 

If  we  denote  by  T(£,  the  numerical  value  of  the  resultant  of  P, 
Q,  and  R,  and  by  e,  the  angle  between  the  direction  of  this  re 
sultant  and  that  of  the  element  ds,  we  may  write  equation  (5), 


=  / 


(6) 

The  vector  (£  is  the  electromotive  force  at  the  moving  element 
ds.  Its  direction  and  magnitude  depend  on  the  position  and 
motion  of  ds,  and  on  the  variation  of  the  magnetic  field,  but  not 
on  the  direction  of  ds.  Hence  we  may  now  disregard  the  circum 
stance  that  ds  forms  part  of  a  circuit,  and  consider  it  simply  as  a 
portion  of  a  moving  body,  acted  on  by  the  electromotive  force  @. 
The  electromotive  force  at  a  point  has  already  been  defined  in 
Art.  68.  It  is  also  called  the  resultant  electrical  force,  being  the 
force  which  would  be  experienced  by  a  unit  of  positive  electricity 
placed  at  that  point.  We  have  now  obtained  the  most  general 
value  of  this  quantity  in  the  case  of  a  body  moving  in  a  magnetic 
field  due  to  a  variable  electric  system. 

If  the  body  is  a  conductor,  the  electromotive  force  will  produce  a 
current;  if  it  is  a  dielectric,  the  electromotive  force  will  produce 
only  electric  displacement. 
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The  electromotive  force  at  a  point,  or  on  a  particle,  must  be 
carefully  distinguished  from  the  electromotive  force  along  an  arc 
of  a  curve,  the  latter  quantity  being  the  line-integral  of  the  former. 
See  Art.  69. 

599.]  The  electromotive  force,  the  components  of  which  are 
defined  by  equations  (B),  depends  on  three  circumstances.  The  first 
of  these  is  the  motion  of  the  particle  through  the  magnetic  field. 
The  part  of  the  force  depending  on  this  motion  is  expressed  by  the 
first  two  terms  on  the  right  of  each  equation.  It  depends  on  this 
velocity  of  the  particle  transverse  to  the  lines  of  magnetic  induction. 
If  @  is  a  vector  representing  the  velocity,  and  33  another  repre 
senting  the  magnetic  induction,  then  if  Q^  is  the  part  of  the  elec 
tromotive  force  depending  on  the  motion, 

<g1=F.@g3,  (7) 

or,  the  electromotive  force  is  the  vector  part  of  the  product  of  the 
magnetic  induction  multiplied  by  the  velocity,  that  is  to  say,  the 
magnitude  of  the  electromotive  force  is  represented  by  the  area 
of  the  parallelogram,  whose  sides  represent  the  velocity  and  the 
magnetic  induction,  and  its  direction  is  the  normal  to  this  parallel 
ogram,  drawn  so  that  the  velocity,  the  magnetic  induction,  and  the 
electromotive  force  are  in  right-handed  cyclical  order. 

The  third  term  in  each  of  the  equations  (B)  depends  on  the  time- 
variation  of  the  magnetic  field.  This  may  be  due  either  to  the 
time- variation  of  the  electric  current  in  the  primary  circuit,  or  to 
motion  of  the  primary  circuit.  Let  (£2  be  the  part  of  the  electro 
motive  force  which  depends  on  these  terms.  Its  components  are 
dF  dG  dH 

77  ' FT  '        an(* TT  > 

dt  dt  dt 

jnr 

and  these  are  the  components  of  the  vector,  —  -=-  or  —  $.     Hence, 

CvG 

(*2  =  -&  (8) 

The  last  term  of  each  equation  (B)  is  due  to  the  variation  of  the 
function  ^  in  different  parts  of  the  field.  We  may  write  the  third 
part  of  the  electromotive  force,  which  is  due  to  this  cause, 

<£8=-V*.  (9) 

The  electromotive  force,  as  defined  by  equations  (B),  may  therefore 
be  written  in  the  quaternion  form, 

(g=  F.@23-2l-V*.  (10) 
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On  the  Modification  of  the  Equations  of  Electromotive  Force  when  the 

Axes  to  which  they  are  referred  are  moving  in  Space. 
600.]  Let  #',  y,  /  be  the  coordinates  of  a  point  referred  to  a 
system  of  rectangular  axes  moving  in  space,  and  let  x,  yy  z  be  the 
coordinates  of  the  same  point  referred  to  fixed  axes. 

Let  the  components  of  the  velocity  of  the  origin  of  the  moving 
system  be  u,  v,  w,  and  those  of  its  angular  velocity  col5  o>2,  co3 
referred  to  the  fixed  system  of  axes,  and  let  us  choose  the  fixed 
axes  so  as  to  coincide  at  the  given  instant  with  the  moving  ones, 
then  the  only  quantities  which  will  be  different  for  the  two  systems 
of  axes  will  be  those  differentiated  with  respect  to  the  time.  If 

r—  -  denotes  a  component  velocity  of  a  point  moving  in  rigid  con- 
o  ' 

fl  If*  nV* 

nexion  with  the  moving  axes,  and  —  and  -y—  those  of  any  moving 

ctt  cl/t 

point,  having  the  same  instantaneous  position,  referred  to  the  fixed 
and  the  moving  axes  respectively,  then 

dm  __  ox      dx'  ,  . 

dt-bi  +  W  () 

with  similar  equations  for  the  other  components. 

By  the  theory  of  the  motion  of  a  body  of  invariable  form, 

bx 


(2) 

bz^ 
U 
Since  F  is  a  component  of  a  directed  quantity  parallel  to  #, 

if be  the  value  of  —  referred  to  the  moving  axes,  it  may  be 

dt  dt 

shewn  that 

dF'      dFbx  ,   dFty  ,  dFti  ,  -         „.     ,  dF  M 


/J  ~f?  /7W 

Substituting  for  -7-   and   -7-  their  values  as  deduced  from  the 
dy  dz 

equations  (A)  of  magnetic  induction,  and  remembering  that,  by  (2), 
d   bx  __  d  by  _  d^  bz_  ,  , 

Txbt'~      '       JxU  =    "*'      dxbt  =      "">'  (  } 


dF'  _dFbx         d^bz       dGby          d_^y_      dH  **,£*_**_ 
~di        ~dx  67+     ax  bt  +  ~dx  §i*      dy  M       dx   bt          dx  bt 

b  bz       dF 
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_    ___  , 

^  "C5*5  H      5£  +  <fc~' 

The  equation  for  P,  the  component  of  the  electromotive  force 
parallel  to  #,  is,  by  (B), 

P_^_^_^_^,  (8) 

^        ^       dt       dx  '  W 

referred  to  the  fixed  axes.     Substituting-  the  values  of  the  quanti 
ties  as  referred  to  the  moving  axes,  we  have 


_  ___ 

dt         dt  "  dt  dx  (  > 

for  the  value  of  P  referred  to  the  moving  axes. 

601.]  It  appears  from  this  that  the  electromotive  force  is  ex 
pressed  by  a  formula  of  the  same  type,  whether  the  motions  of  the 
conductors  be  referred  to  fixed  axes  or  to  axes  moving  in  space,  the 
only  difference  between  the  formula  being  that  in  the  case  of 
moving  axes  the  electric  potential  ^  must  be  changed  into  #  +  fy'. 

In  all  cases  in  which  a  current  is  produced  in  a  conducting  cir 
cuit,  the  electromotive  force  is  the  line  -integral 

)*         (><» 

taken  round  the  curve.  The  value  of  ^  disappears  from  this 
integral,  so  that  the  introduction  of  ^'  has  no  influence  on  its 
value.  In  all  phenomena,  therefore,  relating  to  closed  circuits  and 
the  currents  in  them,  it  is  indifferent  whether  the  axes  to  which  we 
refer  the  system  be  at  rest  or  in  motion.  See  Art.  668. 

On  the  Electromagnetic  Force  acting  on  a  Conductor  ivhich  carries 
an  Electric  Current  through  a  Magnetic  Field. 

602.]  We  have  seen  in  the  general  investigation,  Art.  583,  that  if 
a?j_  is  one  of  the  variables  which  determine  the  position  and  form  of 
the  secondary  circuit,  and  if  X±  is  the  force  acting  on  the  secondary 
circuit  tending  to  increase  this  variable,  then 

T       dM  .  . 
^=d^^' 
Since  /x  is  independent  of  j^,  we  may  write 


VOL.  II, 
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and  we  have  for  the  value  of  Xl  , 

dx      _,  dy      rT  dz  \  , 


(3) 

Now  let  us  suppose  that  the  displacement  consists  in  moving 
every  point  of  the  circuit  through  a  distance  bx  in  the  direction 
of  x,  5<2?  being  any  continuous  function  of  s,  so  that  the  different 
parts  of  the  circuit  move  independently  of  each  other,  while  the 
circuit  remains  continuous  and  closed. 

Also  let  X  be  the  total  force  in  the  direction  of  x  acting  on 

the  part  of  the  circuit  from  s  =  0  to  s  =  s,  then  the  part  corre- 

/7  ~y 
spending  to  the  element  ds  will  be  —  ds.     We  shall  then  have  the 

us 

following  expression  for  the  work  done  by  the  force  during  the 
displacement, 

fdX  .   C  d     f^dx      ^d.u      TT  dz  >.  . 

-j-basds-  i2    -—(F-r  +  G-f+ff—)ba;d8,  (4) 

J  ds  *J  dbx  ^     ds          ds          ds' 

where  the  integration  is  to  be  extended  round  the  closed  curve, 
remembering  that  b  x  is  an  arbitrary  function  of  s.  We  may  there 
fore  perform  the  differentiation  with  respect  to  bx  in  the  same 
way  that  we  differentiated  with  respect  to  t  in  Art.  598,  remem 
bering  that  fa  (]y 

=  *>     TiT-  =  °' 


>  and 

dbx 


We  thus  find 


;  *  r- 

The  last  term  vanishes  when  the  integration  is  extended  round 
the  closed  curve,  and  since  the  equation  must  hold  for  all  forms 
of  the  function  bx,  we  must  have 

dX       .   /   dy         dz\ 

ds         '2  \   ds         ds  ' 

an  equation  which  gives  the  force  parallel  to  x  on  any  element  of 
the  circuit.     The  forces  parallel  to  y  and  z  are 

dY_  .  (   dz  _     daff^ 

^==?2  \ads~~  Cds~)' 

dZ       .  f  dx        dy\ 

-J-  =  W-T  —  a-r-)'  (9) 

ds        ^^  ds         dx' 

The  resultant  force  on  the  element  is  given  in  direction  and 
magnitude  by  the  quaternion  expression  i2Fdp$$,  where  i2  is  the 
numerical  measure  of  the  current,  and  dp  and  8  are  vectors 
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representing  the  element  of  the  circuit  and  the  magnetic  in 
duction,  and  the  multiplication  is  to  be  understood  in  the  Hamil- 
tonian  sense. 

603.]  If  the  conductor  is  to  be  treated  not  as  a  line  but  as  a 
body,  we  must  express  the  force  on  the  element  of  length,  and  the 
current  through  the  complete  section,  in  terms  of  symbols  denoting 
the  force  per  unit  of  volume,  and  the  current  per  unit  of  area. 

Let  X,  Y,  Z  now  represent  the  components  of  the  force  referred  to 
unit  of  volume,  and  u,  v,  w  those  of  the  current  referred  to  unit  of 
area.  Then,  if  S  represents  the  section  of  the  conductor,  which  wo 
shall  suppose  small,  the  volume  of  the  element  ds  will  be  Sds,  and 

u  =  -%•-;-•     Hence,  equation  (7)  will  become 

XSds 

——='8(vc-»l>),  (10) 


(Equations  of 

Electromagnetic 

Force.) 


or  X  =  vc  —wb. 

Similarly  Y  =  wa—  nc, 

and  Z  =  ub  —  va. 

Here  X,  Y,  Z  are  the  components  of  the  electromagnetic  force  on 
an  element  of  a  conductor  divided  by  the  volume  of  that  element ; 
u,  v,  w  are  the  components  of  the  electric  current  through  the 
element  referred  to  unit  of  area,  and  a,  t>,  c  are  the  components 
of  the  magnetic  induction  at  the  element,  which  are  also  referred 
to  unit  of  area. 

If  the  vector  g  represents  in  magnitude  and  direction  the  force 
acting  on  unit  of  volume  of  the  conductor,  and  if  (£  represents  the 
electric  current  flowing  through  it, 

(!') 


[The  equations  (B)  of  Art.  598  may  be  proved  by  the  following  method,  derived 
from  Professor  Maxwell's  Memoir  on  A  Dynamical  Theory  of  the  Electromagnetic 
Field.  Phil.  Trans.  1864. 

The  time  variation  of  —  p  may  be  taken  in  two  parts,  one  of  which  depends  and  the 
other  does  not  depend  on  the  motion  of  the  circuit.  The  latter  part  is  clearly 

dF  _       cfG  _      dH  , 


To  find  the  former  let  us  consider  an  arc  5s  forming  part  of  a  circuit,  and  let  us 
imagine  this  arc  to  move  along  rails,  which  may  be  taken  as  parallel,  with  velocity  v 
whose  components  are  x,  y,  z,  the  rest  of  the  circuit  being  meanwhile  supposed 
stationary.  We  may  then  suppose  that  a  small  parallelogram  is  generated  by  the 
moving  arc,  the  direction  -cosines  of  the  normal  to  which  are 

ny  —  mz          U—nx         mx  —  lit 

\.  u..  v  —  -?—.  -  ,         -  ,         -  - 

v  sm  $  v  sin  6  v  sin  0 

where  I,  m,  n  are  the  direction-cosines  of  8s  and  0  is  the  angle  between  v  and  8s. 

Q  % 
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To  verify  the  signs  of  X,  p,  v  we  may  put  TO  =  —  1,  x  —  v;  they  then  become 
0,0,  —  1  as  they  ought  to  do  with  a  right-handed  system  of  axes. 

Now  let  a,  b,  c  be  the  components  of  magnetic  induction  we  then  have,  due  to  the 
motion  of  8s  in  time  8t 


If  we  suppose  each  part  of  the  circuit  to  move  in  a  similar  manner  the  resultant 
effect  will  be  the  motion  of  the  circuit  as  a  whole,  the  currents  in  the  rails  forming  a 
balance  in  each  case  of  two  adjacent  arcs.  The  time  variation  of  —  p  due  to  the 
motion  of  the  circuit  is  therefore 

—  y  {a  (ny  —  mz)  +  two  similar  terms}  ds 
taken  round  the  circuit 

s=y  (cy  —  bz)  dx  +  two  similar  terms. 

The  results  in  Art.  602  for  the  components  of  electromagnetic  force  may  be  deduced 
from  the  above  expression  for  8p;  viz.  let  the  arc  8s  be  displaced  in  the  direction 
I',  m,  ri  through  a  distance  8s',  then 

8p  =  {l'(cm—bri)  +  tv?o  similar  terms}  8s  8s'. 

Now  let  X  be  the  as-component  of  the  force  upon  the  arc  s,  then  for  unit  current  we 
find  by  Art.  596,  dX  dp 

ds        dx 

=  cm  —  bn.~] 


CHAPTER  IX. 

GENERAL   EQUATIONS    OF    THE   ELECTROMAGNETIC    FIELD. 


60 4*.]  IN  our  theoretical  discussion  of  electrodynamics  we  began 
by  assuming  that  a  system  of  circuits  carrying  electric  currents 
is  a  dynamical  system,  in  which  the  currents  may  be  regarded  as 
velocities,  and  in  which  the  coordinates  corresponding  to  these 
velocities  do  not  themselves  appear  in  the  equations.  It  follows 
from  this  that  the  kinetic  energy  of  the  system,  in  so  far  as  it  depends 
on  the  currents,  is  a  homogeneous  quadratic  function  of  the  currents, 
in  which  the  coefficients  depend  only  on  the  form  and  relative 
position  of  the  circuits.  Assuming  these  coefficients  to  be  known, 
by  experiment  or  otherwise,  we  deduced,  by  purely  dynamical  rea 
soning,  the  laws  of  the  induction  of  currents,  and  of  electromagnetic 
attraction.  In  this  investigation  we  introduced  the  conceptions 
of  the  electrokinetic  energy  of  a  system  of  currents,  of  the  electro 
magnetic  momentum  of  a  circuit,  and  of  the  mutual  potential  of 
two  circuits. 

We  then  proceeded  to  explore  the  field  by  means  of  various  con 
figurations  of  the  secondary  circuit,  and  were  thus  led  to  the 
conception  of  a  vector  51,  having  a  determinate  magnitude  and 
direction  at  any  given  point  of  the  field.  We  called  this  vector  the 
electromagnetic  momentum  at  that  point.  This  quantity  may  be 
considered  as  the  time-integral  of  the  electromotive  force  which 
would  be  produced  at  that  point  by  the  sudden  removal  of  all  the 
currents  from  the  field.  It  is  identical  with  the  quantity  already 
investigated  in  Art.  405  as  the  vector-potential  of  magnetic  in 
duction.  Its  components  parallel  to  #,  y,  and  z  are  F,  G,  and  //. 
The  electromagnetic  momentum  of  a  circuit  is  the  line-integral 
of  51  round  the  circuit. 

We  then,  by  means  of  Theorem  IV,  Art.  24,  transformed  the 
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line-integral  of  21  into  the  surface-integral  of  another  vector,  33, 
whose  components  are  a,  b,  c,  and  we  found  that  the  phenomena 
of  induction  due  to  motion  of  a  conductor,  and  those  of  electro 
magnetic  force  can  be  expressed  in  terms  of  53.  We  gave  to  33 
the  name  of  the  Magnetic  induction,  since  its  properties  are  iden 
tical  with  those  of  the  lines  of  magnetic  induction  as  investigated 
by  Faraday. 

We  also  established  three  sets  of  equations  :  the  first  set,  (A), 
are  those  of  magnetic  induction,  expressing  it  in  terms  of  the  elec 
tromagnetic  momentum.  The  second  set,  (B),  are  those  of  electro 
motive  force,  expressing  it  in  terms  of  the  motion  of  the  conductor 
across  the  lines  of  magnetic  induction,  and  of  the  rate  of  variation 
of  the  electromagnetic  momentum.  The  third  set,  (C),  are  the 
equations  of  electromagnetic  force,  expressing  it  in  terms  of  the 
current  and  the  magnetic  induction. 

The  current  in  all  these  cases  is  to  be  understood  as  the  actual 
current,  which  includes  not  only  the  current  of  conduction,  but  the 
current  due  to  variation  of  the  electric  displacement. 

The  magnetic  induction  33  is  the  quantity  which  we  have  already 
considered  in  Art.  400.  In  an  unmagnetized  body  it  is  identical 
with  the  force  on  a  unit  magnetic  pole,  but  if  the  body  is  mag 
netized,  either  permanently  or  by  induction,  it  is  the  force  which 
would  be  exerted  on  a  unit  pole,  if  placed  in  a  narrow  crevasse  in 
the  body,  the  walls  of  which  are  perpendicular  to  the  direction  of 
magnetization.  The  components  of  33  are  a,  b,  c. 

It  follows  from  the  equations  (A),  by  which  «,  b,  c  are  defined, 
that  da  db  do  _ 

dx       dy       dz  ~ 

This  was  shewn  at  Art.  403  to  be  a  property  of  the  magnetic 
induction. 

605.]  We  have  defined  the  magnetic  force  within  a  magnet,  as 
distinguished  from  the  magnetic  induction,  to  be  the  force  on  a 
unit  pole  placed  in  a  narrow  crevasse  cut  parallel  to  the  direction  of 
magnetization.  This  quantity  is  denoted  by  «£),  and  its  components 
by  a,  /3,  y.  See  Art.  398. 

If  3  is  the  intensity  of  magnetization,  and  A,  J3,  C  its  com 
ponents,  then,  by  Art.  400, 

a  =  a  +  4  TT  A, 

(Equations  of  Magnetization.) 


b  =  /3  +  47T.S, 
C  =  y-f  47rC. 
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We  may  call  these  the  equations  of  magnetization,  and  they 
indicate  that  in  the  electromagnetic  system  the  magnetic  induction 
53,  considered  as  a  vector,  is  the  sum,  in  the  Hamiltonian  sense,  of 
two  vectors,  the  magnetic  force  «£),  and  the  magnetization  3  multi 
plied  by  47T,  or  $3  =  $  4-  47r3. 

In  certain  substances,  the  magnetization  depends  on  the  magnetic 
force,  and  this  is  expressed  by  the  system  of  equations  of  induced 
magnetism  given  at  Arts.  426  and  435. 

606.]  Up  to  this  point  of  our  investigation  we  have  deduced 
everything  from  purely  dynamical  considerations,  without  any 
reference  to  quantitative  experiments  in  electricity  or  magnetism. 
The  only  use  we  have  made  of  experimental  knowledge  is  to  re 
cognise,  in  the  abstract  quantities  deduced  from  the  theory,  the 
concrete  quantities  discovered  by  experiment,  and  to  denote  them 
by  names  which  indicate  their  physical  relations  rather  than  their 
mathematical  generation. 

In  this  way  we  have  pointed  out  the  existence  of  the  electro 
magnetic  momentum  51  as  a  vector  whose  direction  and  magnitude 
vary  from  one  part  of  space  to  another,  and  from  this  we  have 
deduced,  by  a  mathematical  process,  the  magnetic  induction,  $?,  as 
a  derived  vector.  We  have  not,  however,  obtained  any  data  for 
determining  either  21  or  23  from  the  distribution  of  currents  in  the 
field.  For  this  purpose  we  must  find  the  mathematical  connexion 
between  these  quantities  and  the  currents. 

We  begin  by  admitting  the  existence  of  permanent  magnets,  the 
mutual  action  of  which  satisfies  the  principle  of  the  conservation 
of  energy.  We  make  no  assumption  with  respect  to  the  laws  of 
magnetic  force  except  that  which  follows  from  this  principle, 
namely,  that  the  force  acting  on  a  magnetic  pole  must  be  capable 
of  being  derived  from  a  potential. 

We  then  observe  the  action  between  currents  and  magnets,  and 
we  find  that  a  current  acts  on  a  magnet  in  a  manner  apparently  the 
same  as  another  magnet  would  act  if  its  strength,  form,  and  position 
were  properly  adjusted,  and  that  the  magnet  acts  on  the  current 
in  the  same  way  as  another  current.  These  observations  need  not 
be  supposed  to  be  accompanied  with  actual  measurements  of  the 
forces.  They  are  not  therefore  to  be  considered  as  furnishing 
numerical  data,  but  are  useful  only  in  suggesting  questions  for 
our  consideration. 

The  question  these  observations  suggest  is,  whether  the  magnetic 
field  produced  by  electric  currents,  as  it  is  similar  to  that  produced 
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by  permanent  magnets  in  many  respects,  resembles  it  also  in  being 
related  to  a  potential  ? 

The  evidence  that  an  electric  circuit  produces,  in  the  space  sur 
rounding  it,  magnetic  effects  precisely  the  same  as  those  produced 
by  a  magnetic  shell  bounded  by  the  circuit,  has  been  stated  in 
Arts.  482-485. 

We  know  that  in  the  case  of  the  magnetic  shell  there  is  a 
potential,  which  has  a  determinate  value  for  all  points  outside  the 
substance  of  the  shell,  but  that  the  values  of  the  potential  at  two 
neighbouring  points,  on  opposite  sides  of  the  shell,  differ  by  a  finite 
quantity. 

If  the  magnetic  field  in  the  neighbourhood  of  an  electric  current 
resembles  that  in  the  neighbourhood  of  a  magnetic  shell,  the 
magnetic  potential,  as  found  by  a  line-integration  of  the  magnetic 
force,  will  be  the  same  for  any  two  lines  of  integration,  provided 
one  of  these  lines  can  be  transformed  into  the  other  by  continuous 
motion  without  cutting  the  electric  current. 

If,  however,  one  line  of  integration  cannot  be  transformed  into 
the  other  without  cutting  the  current,  the  line-integral  of  the 
magnetic  force  along  the  one  line  will  differ  from  that  along  the 
other  by  a  quantity  depending  on  the  strength  of  the  current.  The 
magnetic  potential  due  to  an  electric  current  is  therefore  a  function 
having  an  infinite  series  of  values  with  a  common  difference,  the 
particular  value  depending  on  the  course  of  the  line  of  integration. 
Within  the  substance  of  the  conductor,  there  is  no  such  thing  as 
a  magnetic  potential. 

607.]  Assuming  that  the  magnetic  action  of  a  current  has  a 
magnetic  potential  of  this  kind,  we  proceed  to  express  this  result 
m  athem  atically . 

In  the  first  place,  the  line-integral  of  the  magnetic  force  round 
any  closed  curve  is  zero,  provided  the  closed  curve  does  not  surround 
the  electric  current. 

In  the  next  place,  if  the  current  passes  once,  and  only  once, 
through  the  closed  curve  in  the  positive  direction,  the  line-integral 
has  a  determinate  value,  which  may  be  used  as  a  measure  of  the 
strength  of  the  current.  For  if  the  closed  curve  alters  its  form 
in  any  continuous  manner  without  cutting  the  current,  the  line- 
integral  will  remain  the  same. 

In  electromagnetic  measure,  the  line-integral  of  the  magnetic 
force  round  a  closed  curve  is  numerically  equal  to  the  current 
through  the  closed  curve  multiplied  by  47r. 
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If  we  take  for  the  closed  curve  the  parallelogram  whose  sides 
are  dy  and  dz,  the  line-integral  of  the  magnetic  force  round  the 
parallelogram  is  dy 


and  if  w,  v,  w  are  the  components  of  the  flow  of  electricity,  the 
current  through  the  parallelogram  is 

u  dy  dz. 

Multiplying  this  by  4-n,  and  equating  the  result  to  the  line- 
integral,  we  obtain  the  equation 

dy      d/3     -\ 


with  the  similar  equations 


da       dy 


47T?;  ==  —  —  - 
dz       dx 


(Equations  of 
Electric  Currents.) 


d/3       da 
~  dx       dy 

which  determine  the  magnitude  and  direction  of  the  electric  currents 
when  the  magnetic  force  at  every  point  is  given. 

When  there  is  no  current,  these  equations  are  equivalent  to  the 
condition  that  adx  + pdy  +  ydz=  -D&, 

or  that  the  magnetic  force  is  derivable  from  a  magnetic  potential 
in  all  points  of  the  field  where  there  are  no  currents. 

By  differentiating  the  equations  (E)  with  respect  to  #,  yt  and  z 
respectively,  and  adding  the  results,  we  obtain  the  equation 
du       dv       dw  __ 
dx       dy       dz 

which  indicates  that  the  current  whose  components  are  u,  v,  iv  is 
subject  to  the  condition  of  motion  of  an  incompressible  fluid,  and 
that  it  must  necessarily  flow  in  closed  circuits. 

This  equation  is  true  only  if  we  take  u,  v,  and  w  as  the  com 
ponents  of  that  electric  flow  which  is  due  to  the  variation  of  electric 
displacement  as  well  as  to  true  conduction. 

We  have  very  little  experimental  evidence  relating  to  the  direct 
electromagnetic  action  of  currents  due  to  the  variation  of  electric 
displacement  in  dielectrics,  but  the  extreme  difficulty  of  reconciling 
the  laws  of  electromagnetism  with  the  existence  of  electric  currents 
which  are  not  closed  is  one  reason  among  many  why  we  must  admit 
the  existence  of  transient  currents  due  to  the  variation  of  displace 
ment.  Their  importance  will  be  seen  when  we  come  to  the  electro 
magnetic  theory  of  light. 
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608.]  We  have  now  determined  the  relations  of  the  principal 
quantities  concerned  in  the  phenomena  discovered  by  Orsted,  Am 
pere,  and  Faraday.  To  connect  these  with  the  phenomena  described 
in  the  former  parts  of  this  treatise,  some  additional  relations  are 
necessary. 

When  electromotive  force  acts  on  a  material  body,  it  produces 
in  it  two  electrical  effects,  called  by  Faraday  Induction  and  Con 
duction,  the  first  being  most  conspicuous  in  dielectrics,  and  the 
second  in  conductors. 

In  this  treatise,  static  electric  induction  is  measured  by  what  we 
have  called  the  electric  displacement,  a  directed  quantity  or  vector 
which  we  have  denoted  by  2),  and  its  components  by  /,  g,  h, 

In  isotropic  substances,  the  displacement  is  in  the  same  direction 
as  the  electromotive  force  which  produces  it,  and  is  proportional 
to  it,  at  least  for  small  values  of  this  force.  This  may  be  expressed 
by  the  equation  , 

<r\  •*•     -IT-  (IK  (Equation  of  Electric  /  ™\ 

=  4^          '  Displacement.)  ( * ) 

where  K  is  the  dielectric  capacity  of  the  substance.     See  Art.  69. 

In  substances  which  are  not  isotropic,  the  components  ft  g,  h  of 
the  electric  displacement  £)  are  linear  functions  of  the  components 
P,  Q,  R  of  the  electromotive  force  (£. 

The  form  of  the  equations  of  electric  displacement  is  similar  to 
that  of  the  equations  of  conduction  as  given  in  Art.  298. 

These  relations  may  be  expressed  by  saying  that  K  is,  in  isotropic 
bodies,  a  scalar  quantity,  but  in  other  bodies  it  is  a  linear  and  vector 
function,  operating  on  the  vector  (£. 

609.]  The  other  effect  of  electromotive  force  is  conduction.  The 
laws  of  conduction  as  the  result  of  electromotive  force  were  esta 
blished  by  Ohm,  and  are  explained  in  the  second  part  of  this 
treatise,  Art.  241.  They  may  be  summed  up  in  the  equation 

fa=  C(&,  (Equation  of  Conductivity.)  (G) 

where  (£  is  the  intensity  of  the  electromotive  force  at  the  point, 
£  is  the  density  of  the  current  of  conduction,  the  components  of 
which  are  p,  q,  r,  and  C  is  the  conductivity  of  the  substance,  which, 
in  the  case  of  isotropic  substances,  is  a  simple  scalar  quantity,  but 
in  other  substances  becomes  a  linear  and  vector  function  operating 
on  the  vector  (?.  The  form  of  this  function  is  given  in  Cartesian 
coordinates  in  Art.  298. 

610.]  One  of  the  chief  peculiarities  of  this  treatise  is  the  doctrine 
which  it  asserts,  that  the  true  electric  current  (£,  that  on  which  the 
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electromagnetic  phenomena  depend,  is  not  the  same  thing-  as  $,  the 
current  of  conduction,  but  that  the  time-variation  of  3),  the  electric 
displacement,  must  be  taken  into  account  in  estimating1  the  total 
movement  of  electricity,  so  that  we  must  write, 

(£  =  $-{-£),         (Equation  of  True  Currents.)         (H) 

or,  in  terms  of  the  components, 

df 


w  =  r-\- 


dt 


611.]  Since  both  $  and  2)  depend  on  the  electromotive  force  (£, 
we  may  express  the  true  current  (£  in  terms  of  the  electromotive 
force,  thus  1  (j 

or,  in  the  case  in  which  C  and  K  are  constants, 


i    dp 

—  A  — 77-* 

4  TT       at 


(I*) 


1        d/jAj 
TTT      Ht"  ^ 

612.]  The  volume-density  of  the  free  electricity  at  any  point 
is  found  from  the  components  of  electric  displacement  by  the 
eq»ation  df  da  d?t 


613.     The  surface-density  of  electricity  is 

<r  =  lf+  mg  +  nil  +  Vf  +  m'tf  +  n'h',  (K) 

where  I,  m,  n  are  the  direction-cosines  of  the  normal  drawn  from 
the  surface  into  the  medium  in  which  f,  g,  li  are  the  components  of 
the  displacement,  and  l't  m\  n'  are  those  of  the  normal  drawn  from 
the  surface  into  the  medium  in  which  they  are  f,  g'}  h'. 

614.]  When  the  magnetization  of  the  medium  is  entirely  induced 
by  the  magnetic  force  acting  on  it,  we  may  write  the  equation  of 
induced  magnetization,  53  —  -^  (L\ 

where  ju  is  the  coefficient  of  magnetic  permeability,  which  may 
be  considered  a  scalar  quantity,  or  a  linear  and  vector  function 
operating  on  §,  according  as  the  medium  is  isotropic  or  not. 
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615.]  These  may  be  regarded  as  the  principal  relations  among 
the  quantities  we  have  been  considering.  They  may  be  combined 
so  as  to  eliminate  some  of  these  quantities,  but  our  object  at  present 
is  not  to  obtain  compactness  in  the  mathematical  formulae,  but 
to  express  every  relation  of  which  we  have  any  knowledge.  To 
eliminate  a  quantity  which  expresses  a  useful  idea  would  be  rather 
a  loss  than  a  gain  in  this  stage  of  our  enquiry. 

There  is  one  result,  however,  which  we  may  obtain  by  combining 
equations  (A)  and  (E),  and  which  is  of  very  great  importance. 

If  we  suppose  that  no  magnets  exist  in  the  field  except  in  the 
form  of  electric  circuits,  the  distinction  which  we  have  hitherto 
maintained  between  the  magnetic  force  and  the  magnetic  induction 
vanishes,  because  it  is  only  in  magnetized  matter  that  these  quan 
tities  differ  from  each  other. 

According  to  Ampere's  hypothesis,  which  will  be  explained  in 
Art.  833,  the  properties  of  what  we  call  magnetized  matter  are  due 
to  molecular  electric  circuits,  so  that  it  is  only  when  we  regard  the 
substance  in  large  masses  that  our  theory  of  magnetization  is 
applicable,  and  if  our  mathematical  methods  are  supposed  capable 
of  taking  account  of  what  goes  on  within  the  individual  molecules, 
they  will  discover  nothing  but  electric  circuits,  and  we  shall  find 
the  magnetic  force  and  the  magnetic  induction  everywhere  identical. 
In  order,  however,  to  be  able  to  make  use  of  the  electrostatic  or  of 
the  electromagnetic  system  of  measurement  at  pleasure  we  shall 
retain  the  coefficient  ju,  remembering  that  its  value  is  unity  in  the 
electromagnetic  system. 

616.]  The  components  of  the  magnetic  induction  are  by  equa 
tions  (A),  Art.  591,  dH  dG 

a    =  -=-    —    -y-3 

ay        dz 


dz  dx 
dG_dF 
dx  dy 

The  components  of  the  electric  current  are  by  equations  (E), 
Art.  607,  given  by  _  dy      dft     > 

~  dy       dz 

da       dy 

dz       dx 
_  dft       da 

dx       dv 
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According  to  our  hypothesis,  a,  b,  c  are  identical  with  pa,  /x£, 
respectively.     We  therefore  obtain 


4:11  LlU   —    --   _  •  — 

*         dxdy       dy*        dz*       dzdos 


If  we  write 


dF      dG      dH 

— i i 

dx       dy       dz 


and*  V2=- 

we  may  write  equation  (1), 


df 


0) 
(2) 
(3) 


Similarly, 


=  —  -f 


(4) 


If  we  write          F'=  p  ///  -dxdydz, 


(5) 


(6) 


where  r  is  the  distance  of  the  given  point  from  the  element  (so 
and  the  integrations  are  to  be  extended  over  all  space,  then 


The  quantity  x  disappears  from  the  equations  (A),  and  it  is  not 
related  to  any  physical  phenomenon.  If  we  suppose  it  to  be  zero 
everywhere,  J  will  also  be  zero  everywhere,  and  equations  (5), 
omitting  the  accents,  will  give  the  true  values  of  the  components 
of  St. 


*  Tine  negative  sign  is  employed  here  in  order  to  make  our  expressions  consistent 
with  those  in  which  Quaternions  are  employed. 
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r 

617.]  We  may  therefore  adopt,  as  a  definition  of  31,  that  it 
is  the  vector-potential  of  the  electric  current,  standing  in  the  same 
relation  to  the  electric  current  that  the  scalar  potential  stands  to 
the  matter  of  which  it  is  the  potential,  and  obtained  by  a  similar 
process  of  integration,  which  may  be  thus  described : — 

From  a  given  point  let  a  vector  be  drawn,  representing  in  mag 
nitude  and  direction  a  given  element  of  an  electric  current,  divided 
by  the  numerical  value  of  the  distance  of  the  element  from  the 
given  point.  Let  this  be  done  for  every  element  of  the  electric 
current.  The  resultant  of  all  the  vectors  thus  found  is  the  poten 
tial  of  the  whole  current.  Since  the  current  is  a  vector  quantity, 
its  potential  is  also  a  vector.  See  Art.  422. 

When  the  distribution  of  electric  currents  is  given,  there  is  one, 
and  only  one,  distribution  of  the  values  of  3{,  such  that  31  is  every 
where  finite  and  continuous,  and  satisfies  the  equations 

V2  31  =  47r/x(£,         S .V  31  =  0, 

and  vanishes  at  an  infinite  distance  from  the  electric  system.     This 
value  is  that  given  by  equations  (5),  which  may  be  written 

31  = 


Quaternion  Expressions  for  the  Electromagnetic  Equations. 

618.]  In  this  treatise  we  have  endeavoured  to  avoid  any  process 
demanding  from  the  reader  a  knowledge  of  the  Calculus  of  Qua 
ternions.  At  the  same  time  we  have  not  scrupled  to  introduce  the 
idea  of  a  vector  when  it  was  necessary  to  do  so.  When  we  have 
had  occasion  to  denote  a  vector  by  a  symbol,  we  have  used  a 
German  letter,  the  number  of  different  vectors  being  so  great  that 
Hamilton's  favourite  symbols  would  have  been  exhausted  at  once. 
Whenever  therefore,  a  German  letter  is  used  it  denotes  a  Hamil- 
tonian  vector,  and  indicates  not  only  its  magnitude  but  its  direction. 
The  constituents  of  a  vector  are  denoted  by  Roman  or  Greek  letters. 

The  principal  vectors  which  we  have  to  consider  are 

Constituents. 

The  radius  vector  of  a  point p  x  y   z 

The  electromagnetic  momentum  at  a  point  §(  F  G  II 

The  magnetic  induction    33  #   #    c 

The  (total)  electric  current  &  u   v   w 

The  electric  displacement 2)  f  g    h 
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Symbol  of        _ 
Vector.  Constituents. 

The  electromotive  force     .....................     (£  p  Q  ft 

The  mechanical  force     ........................     g  X  Y  Z 

The  velocity  of  a  point  ........................     (&  or  p     x  y    z 

The  magnetic  force   ...........................     £>  a   p  y 

The  intensity  of  magnetization    ............     3  ABC 

The  current  of  conduction     ..................     ft  p   q    r 

We  Lave  also  the  following-  scalar  functions  : 

The  electric  potential  #. 

The  magnetic  potential  (where  it  exists)  12. 

The  electric  density  e. 

The  density  of  magnetic  '  matter  '  m. 

Besides  these  we  have  the  following  quantities,  indicating  physical 
properties  of  the  medium  at  each  point  :  — 

<?,  the  conductivity  for  electric  currents. 
JT,  the  dielectric  inductive  capacity. 
ju,  the  magnetic  inductive  capacity. 

These  quantities  are,  in  iso  tropic  media,  mere  scalar  functions 
of  p,  but  in  general  they  are  linear  and  vector  operators  on  the 
vector  functions  to  which  they  are  applied.  K  and  ju  are  certainly 
always  self-conjugate,  and  C  is  probably  so  also. 

619.]  The  equations  (A)  of  magnetic  induction,  of  which  the 
first  is,  m  (1G 

a—~  ---  —  , 
dy        dz 

may  now  be  written  23  =  FV2(, 

where  V  is  the  operator 

.  d        .  d          d 

lT^JTy"rkTz' 

and  V  indicates  that  the  vector  part  of  the  result  of  this  operation 
is  to  be  taken. 


Since  51  is  subject  to  the  condition  #V2l  =  0,  V£(  is  a  pure 
vector,  and  the  symbol  V  is  unnecessary. 

The  equations  (B)  of  electromotive  force,  of  which  the  first  is 


-p  ,.      dF      d-* 

P  =  cy-lz-—-  ~-j~> 
dt       dx 


become  @  =  F®  23  -  £[  -  V  'J'. 

The  equations  (C)  of  mechanical  force,  of  which  the  first"  is 


become 


, 

=  cv—bw  —  e  -  --  m  ---  , 
ax          ax 
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The  equations  (D)  of  magnetization,  of  which  the  first  is 

a  =  a 
become  23 

The  equations  (E)  of  electric  currents,  of  which  the  first  is 

dy       dfr 

1-nu  =  -  ---  —  , 
dy       dz 


become  4  TT  $  = 

The  equation  of  the  current  of  conduction  is,  by  Ohm's  Law, 

£  =  0e. 

That  of  electric  displacement  is 

D  =  ~  K®. 

47T 

The  equation  of  the  total  current,  arising  from  the  variation  of 
the  electric  displacement  as  well  as  from  conduction,  is 


When  the  magnetization  arises  from  magnetic  induction, 

5B  =  M-&- 
We  have  also,  to  determine  the  electric  volume-density, 

e  =  flV2X 
To  determine  the  magnetic  volume-density, 

^  =  /Sv3. 

When  the  magnetic  force  can  be  derived  from  a  potential 


CHAPTEE  X. 

DIMENSIONS   OP   ELECTRIC    UNITS. 


620.]  EVERY  electromagnetic  quantity  may  be  defined  with 
reference  to  the  fundamental  units  of  Length,  Mass,  and  Time. 
If  we  begin  with  the  definition  of  the  unit  of  electricity,  as  given 
in  Art.  65,  we  may  obtain  definitions  of  the  units  of  every  other 
electromagnetic  quantity,  in  virtue  of  the  equations  into  which 
they  enter  along  with  quantities  of  electricity.  The  system  of 
units  thus  obtained  is  called  the  Electrostatic  System. 

If,  on  the  other  hand,  we  begin  with  the  definition  of  the  unit 
magnetic  pole,  as  given  in  Art.  374,  we  obtain  a  different  system 
of  units  of  the  same  set  of  quantities.  This  system  of  units  is 
not  consistent  with  the  former  system,  and  is  called  the  Electro 
magnetic  System. 

We  shall  begin  by  stating  those  relations  between  the  different 
units  which  are  common  to  both  systems,  and  we  shall  then  form 
a  table  of  the  dimensions  of  the  units  according  to  each  system. 

621.]  We  shall  arrange  the  primary  quantities  which  we  have 
to  consider  in  pairs.  In  the  first  three  pairs,  the  product  of  the 
two  quantities  in  each  pair  is  a  quantity  of  energy  or  work.  In 
the  second  three  pairs,  the  product  of  each  pair  is  a  quantity  of 
energy  referred  to  unit  of  volume. 

FIRST  THREE  PAIRS. 
Electrostatic  Pair. 

Symbol. 

(1)  Quantity  of  electricity  ......     e 

(2)  Line-integral  of  electromotive  force,  or  electric  po 

tential      E 

VOL.  n.  R 
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Magnetic  Pair.  Symbol. 

(3)  Quantity  of  free  magnetism,  or  strength  of  a  pole    .     m 

(4)  Magnetic  potential         ....  fi 

Electrokinetic  Pair. 

(5)  Electrokinetic  momentum  of  a  circuit      .         .  p 

(6)  Electric  current     .....         .  c 

SECOND  THREE  PAIRS. 

Electrostatic  Pair. 

(7)  Electric  displacement  (measured  by  surface-density)  .     £) 

(8)  Electromotive  force  at  a  point         .          .  (£ 

Magnetic  Pair. 

(9)  Magnetic  induction       ......     53 

(10)  Magnetic  force      .......     $ 

Electrokinetic  Pair. 

(11)  Intensity  of  electric  current  at  a  point    .         .         .     (£ 

(12)  Vector  potential  of  electric  currents         .         .         .     §( 

622.]    The  following  relations  exist  between  these  quantities. 

In  the  first  place,  since  the  dimensions  of  energy  are  |  j,  and 

[W  ~\   L 
-™-   ,  we  have  the 
ui  uimeusions  : 

£?,  (1) 


Secondly,  since  *,  /;  and  51  are  the  time-integrals  of  C,  E,  and  (£ 

**     H-[i]-B]-m  w 

Thirdly,  since  E,  12,  and  7;  are  the  line-integrals  of  @,  ,fi,  and  51 

""""    [f]-S]-K]=w.      °    c, 

Finally,  since  ^3  C,  and  m  are  the  surface-integrals  of  2),  (£,  and  33 

-ta-sj 

[We  have  also  —-=  [/,].] 
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623.]  These  fifteen  equations  are  not  independent,  and  in  order 
to  deduce  the  dimensions  of  the  twelve  units  involved,  we  require 
one  additional  equation.  If,  however,  we  take  either  e  or  m  as  an 
independent  unit,  we  can  deduce  the  dimensions  of  the  rest  in 
terms  of  either  of  these. 

<•>      M          = 


")  «    '[§?]-[?] 

(a)  «,a  (5) 


[»]    =&]  -[ 


«'»' 

00      [«] 


624.]  The  relations  of  the  first  ten  of  these  quantities  may  be 
exhibited  by  means  of  the  following  arrangement : — 

et          2),     <£),     C  and  12.  E  (£,      53,     mandp. 

maud.j),     33,      ($;,  E.  C  and  H,     <£),     2),  e. 

The  quantities  in  the  first  line  are  derived  from  e  by  the  same 
operations  as  the  corresponding  quantities  in  the  second  line  are 
derived  from  m.  It  will  be  seen  that  the  order  of  the  quantities 
in  the  first  line  is  exactly  the  reverse  of  the  order  in  the  second 
line.  The  first  four  of  each  line  have  the  first  symbol  in  the 
numerator.  The  second  four  in  each  line  have  it  in  the  deno 
minator. 

All  the  relations  given  above  are  true  whatever  system  of  units 
we  adopt. 

625.]  The  only  systems  of  any  scientific  value  are  the  electro 
static  and  the  electromagnetic  system.  The  electrostatic  system  is 
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founded  on  the  definition  of  the  unit  of  electricity,  Arts.  41,  42, 
and  may  be  deduced  from  the  equation 


which  expresses  that  the  resultant  force  (£  at  any  point,  due  to  the 
action  of  a  quantity  of  electricity  e  at  a  distance  L)  is  found  by 
dividing-  e  by  L2.  Substituting  the  equations  of  dimension  (l)  and 
(8),  we  find  rLW~\  V  e  1  r  m  1  |~  If 


whence  \e\  =  [L*M*T-*],     m  =  [lM], 

in  the  electrostatic  system. 

The  electromagnetic  system  is  founded  on  a  precisely  similar 
definition  of  the  unit  of  strength  of  a  magnetic  pole,  Art.  374, 
leading  to  the  equation  _  m 

•P  =  ;p-' 

r  e  i    rj/  1      [LM  l 

whence  [^  J  =  \-^  J  >  ^  J  - 

and  [e]  =  \L*M*\,         [m]  =  [I 

in  the  electromagnetic  system.     Erom  these   results  we  find  the 

dimensions  of  the  other  quantities. 

626.1  Table  of  Dimensions. 

Dimensions  in 

Electrostatic         Electromagnetic 
Symbol.  system.  System. 


Quantity  of  electricity  .  .  .  .     e 

Line-integral   of   electro-  ^         E       rL\M\T-i] 

motive  force  j 

Quantity  of  magnetism      \ 
Electrokinetic  momentum  J     .|    i 

of  a  circuit 

Electric  current  ^     )  (Cl 

Magnetic  potential  )    '  (-^3 


Electric  displacement  )  ^  r 

Surface-density  5 

Electromotive  force  at  a  point  @  [ 

Magnetic  induction  ......  S3  \l-*M*\ 

Magnetic  force   ........  §  [L*M*T-*] 

Strength  of  current  at  a  point  ®  [ 

Vector  potential     .......  51  [ 
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627.]  We  have  already  considered  the  products  of  the  pairs  of 
these  quantities  in  the  order  in  which,  they  stand.  Their  ratios  are 
in  certain  cases  of  scientific  importance.  Thus 

Electrostatic  Electromagnetic 
Symbol.       System.  System. 


£  j-yr2-i 

—-  =  capacity  of  an  accumulator     .  .      q          [L]  \~T\ 

(  coefficient  of  self-induction  \ 

I  \~  J-    I 

<       of  a  circuit,  or  electro-  >      L  ~/~  [^]- 

\      manetic  caacit  ) 


(  coefficient  of  self-induction  \ 
P  I  \~  J- 

—  =  <       of  a  circuit,  or  e-  ~~ 

magnetic  capacity 

2)         C  specific  inductive  capacity  }        „         ,-  -, 
¥=     (      of  dielectric  J' 

S3  r^72i 

-^-  =  magnetic  inductive  capacity  .  .     /x,  Ta  [0]- 

-4-  =  resistance  of  a  conductor  ....     7£          ITl  I        I  ' 

(5     _  C  specific  resistance  of  a  )  p^l 

^  :=  (      substance  )        '  '  l¥  J  ' 

628.]  If  the  units  of  length,  mass,  and  time  are  the  same  in  the 
two  systems,  the  number  of  electrostatic  units  of  electricity  con 
tained  in  one  electromagnetic  unit  is  numerically  equal  to  a  certain 
velocity,  the  absolute  value  of  which  does  not  depend  on  the 
magnitude  of  the  fundamental  units  employed.  This  velocity  is 
an  important  physical  quantity,  which  we  shall  denote  by  the 
symbol  v. 

Number  of  Electrostatic  Units  in  one  Electromagnetic  Unit. 
For  e,  C,  Q,,  $),  £,  £,  ......  v. 

Yorm,  p,E,%,  @,  51,  ......  ~- 

For  electrostatic  capacity,  dielectric  inductive  capacity,  and  con 
ductivity,  v'2. 

For  electromagnetic  capacity,  magnetic  inductive  capacity,  and 

resistance,  —  • 

v2 

Several  methods  of  determining  the  velocity  v  will  be  given  in 
Arts.  768-780. 

In  the  electrostatic  system  the  specific  dielectric  inductive  capa 
city  of  air  is  assumed  equal  to  unity.  This  quantity  is  therefore 

represented  by  —  in  the  electromagnetic  system. 
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In  the  electromagnetic  system  the  specific  magnetic  inductive 
capacity  of  air  is  assumed  equal  to  unity.  This  quantity  is  there 
fore  represented  by  —  in  the  electrostatic  system. 

Practical  System  of  Electric  Units. 

629.]  Of  the  two  systems  of  units,  the  electromagnetic  is  of  the 
greater  use  to  those  practical  electricians  who  are  occupied  with 
electromagnetic  telegraphs.  If,  however,  the  units  of  length,  time, 
and  mass  are  those  commonly  used  in  other  scientific  work,  such 
as  the  me"tre  or  the  centimetre,  the  second,  and  the  gramme,  the 
units  of  resistance  and  of  electromotive  force  will  be  so  small  that 
to  express  the  quantities  occurring  in  practice  enormous  numbers 
must  be  used,  and  the  units  of  quantity  and  capacity  will  be  so 
large  that  only  exceedingly  small  fractions  of  them  can  ever  occur 
in  practice.  Practical  electricians  have  therefore  adopted  a  set  of 
electrical  units  deduced  by  the  electromagnetic  system  from  a  large 
unit  of  length  and  a  small  unit  of  mass. 

The  unit  of  length  used  for  this  purpose  is  ten  million  of  metres, 
or  approximately  the  length  of  a  quadrant  of  a  meridian  of  the 
earth. 

The  unit  of  time  is,  as  before,  one  second. 

The  unit  of  mass  is  10~n  gramme,  or  one  hundred  millionth 
part  of  a  milligramme. 

The  electrical  units  derived  from  these  fundamental  units  have 
been  named  after  eminent  electrical  discoverers.  Thus  the  practical 
unit  of  resistance  is  called  the  Ohm,  and  is  represented  by  the 
resistance-coil  issued  by  the  British  Association,  and  described  in 
Art.  340.  It  is  expressed  in  the  electromagnetic  system  by  a 
velocity  of  10,000,000  metres  per  second. 

The  practical  unit  of  electromotive  force  is  called  the  Volt,  and 
is  not  very  different  from  that  of  a  Daniell's  cell.  Mr.  Latimer 
Clark  has  recently  invented  a  very  constant  cell,  whose  electro 
motive  force  is  almost  exactly  1.457  Volts. 

The  practical  unit  of  capacity  is  called  the  Farad.  The  quantity 
of  electricity  which  flows  through  one  Ohm  under  the  electromotive 
force  of  one  Volt  during  one  second,  is  equal  to  the  charge  produced 
in  a  condenser  whose  capacity  is  one  Farad  by  an  electromotive 
force  of  one  Volt. 

The  use  of  these  names  is  found  to  be  more  convenient  in  practice 
than  the  constant  repetition  of  the  words  '  electromagnetic  units/ 
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with  the  additional  statement  of  the  particular  fundamental  units 
on  which  they  are  founded. 

When  very  large  quantities  are  to  be  measured,  a  large  unit 
is  formed  by  multiplying  the  original  unit  by  one  million,  and 
placing  before  its  name  the  prefix  mega. 

In  like  manner  by  prefixing  micro  a  small  unit  is  formed,  one 
millionth  of  the  original  unit. 

The  following  table  gives  the  values  of  these  practical  units  in 
the  different  systems  which  have  been  at  various  times  adopted. 


FUNDAMENTAL 
UNITS. 

PRACTICAL 
SYSTEM. 

B.  A.  REPORT, 
1863. 

THOMSON. 

WEBER. 

Length, 
Time, 

Mass. 

Eartlis  Quadrant, 
Second, 
10~u  Gramme. 

Mttre, 
Second, 
Gramme. 

Centimetre, 

Second, 
Gramme. 

Millimetre, 
Second, 
Milligramme. 

Resistance 

Ohm 

10T 

IO9 

10IU 

Electromotive  force 

Volt 

105 

IO8 

IO11 

Capacity 
Quantity 

Farad 

Farad 
(charged  to  a  Volt.) 

io-7 

ID"2 

10~9 

io-1 

10-io 
10 

CHAPTER  XL 

ON    ENERGY    AND    STRESS    IN    THE    ELECTROMAGNETIC    FIELD. 

Electrostatic  Energy. 

630.]  THE  energy  of  the  system  may  be  divided  into  the  Potential 
Energy  and  the  Kinetic  Energy. 

The  potential  energy  due  to  electrification  has  been  already  con 
sidered  in  Art.  85.     It  may  be  written 

r=i2(**),  (1) 

where  e  is  the  charge  of  electricity  at  a  place  where  the  electric 
potential  is  ^,  and  the  summation  is  to  be  extended  to  every  place 
where  there  is  electrification. 

If  ./>  9,  h  are  the  components  of  the  electric  displacement,  the 
quantity  of  electricity  in  the  element  of  volume  clxdydz  is 

f(lf       clq       dh 

e  =  (-T-  +  ~r  +  j- 
V/#       dy       dz 


r-V+    +     '***  <•) 

where  the  integration  is  to  be  extended  throughout  all  space. 

631.]  Integrating  this  expression  by  parts,  and  remembering 
that  when  the  distance,  r,  from  a  given  point  of  a  finite  electrified 
system  becomes  infinite,  the  potential  y  becomes  an  infinitely  small 
quantity  of  the  order  r~\  and  that  f,  g,  k  become  infinitely  small 
quantities  of  the  order  r~2,  the  expression  is  reduced  to 


where  the  integration  is  to  be  extended  throughout  all  space. 
If  we  now  write  P,  Q,  R  for  the  components  of  the  electromotive 

force,  instead  of  —  C~- , and   —  -y-  ,  we  find 

dx          d,y  dz 


W  =  ifff(Pf+  Qff  +  RA)  dxdydz. 
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Hence,  the  electrostatic  energy  of  the  whole  field  will  be  the  same 
if  we  suppose  that  it  resides  in  every  part  of  the  field  where  elec 
trical  force  and  electrical  displacement  occur,  instead  of  being 
confined  to  the  places  where  free  electricity  is  found. 

The  energy  in  unit  of  volume  is  half  the  product  of  the  electro 
motive  force  and  the  electric  displacement,  multiplied  by  the  cosine 
of  the  angle  which  these  vectors  include. 

In  Quaternion  language  it  is  —  i  S  (£  2). 

Magnetic  Energy. 

*  632.]  We  may  treat  the  energy  due  to  magnetization  in  a  way 
similar  to  that  pursued  in  the  case  of  electrification,  Art.  85.  If 
A,  B,  C  are  the  components  of  magnetization  and  a,  /3,  y  the 
components  of  magnetic  force,  the  potential  energy  of  the  system 
of  magnets  is  then,  by  Art.  389, 


(6) 

the  integration  being  extended  over  the  space  occupied  by  mag 
netized  matter.  This  part  of  the  energy,  however,  will  be  included 
in  the  kinetic  energy  in  the  form  in  which  we  shall  presently 
obtain  it. 

633.]  We  may  transform  this  expression  when  there  are  no  elec 
tric  currents  by  the  following  method. 

We  know  that         da       db       do 

-J-  +  T-  +  ~r  =  °-  (?) 

dx       dy       dz 

Hence,  by  Art.  97,  if 

d£l  dQ,  d^l 

a=-,fo'     *=—&>     7=-^'  (8) 

as  is  always  the  case  in  magnetic  phenomena  where  there  are  no 
currents, 

=  0,  (9) 


the  integral  being  extended  throughout  all  space,  or 

jj  ((a  +  *'nA)a  +  ($  +  ±T:B)p  +  (y+±'nC}y 

Hence,  the  energy  due  to  a  magnetic  system 


=-^  Iff 


See  Appendix  I  at  the  end  of  this  Chapter. 
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Electrokinetic  Energy. 

634.]  We  have  already,  in  Art.  578,  expressed  the  kinetic  energy 
of  a  system  of  currents  in  the  form 

T=$2(j,i),  (12) 

where  p  is  the  electromagnetic  momentum  of  a  circuit,  and  i  is 
the  strength  of  the  current  flowing  round  it,  and  the  summation 
extends  to  all  the  circuits. 

But  we  have  proved,  in  Art.  590,  that  p  may  be  expressed  as 
a  line  -integral  of  the  form 

>-f  (**+*%+*£*.         <») 

where  F,  G,  H  are  the  components  of  the  electromagnetic  mo 
mentum,  21,  at  the  point  (xyz),  and  the  integration  is  to  be  ex 
tended  round  the  closed  circuit  s,  "We  therefore  find 


+«+**  (») 

If  u,  v,  w  are  the  components  of  the  density  of  the  current  at 
any  point  of  the  conducting  circuit,  and  if  S  is  the  transverse 
section  of  the  circuit,  then  we  may  write 

.  due  .  dy  .  dz 

i  —  =  uS,     i-j-  =  vSt     i-r=wS,  (15) 

ds  ds  ds 

and  we  may  also  write  the  volume 

Sds  =  dxdydz, 
and  we  now  find 

T  =  $fff(Fu  +  Gv  +  Ilw]  dx  dy  dz,  (  1  6) 

where  the  integration  is  to  be  extended  to  every  part  of  space 
where  there  are  electric  currents. 

635.]  Let  us  now  substitute  for  u,  v,  w  their  values  as  given  by 
the  equations  of  electric  currents  (E),  Art.  607,  in  terms  of  the 
components  a,  /3,  7  of  the  magnetic  force.  We  then  have 


z,   (17) 
STtJJJl     ^dy       dz)         \dz       das'          W#       dy'} 

where  the  integration  is  extended  over  a  portion  of  space  including 
all  the  currents. 

If  we  integrate  this  by  parts,  and  remember  that,  at  a  great 
distance  r  from  the  system,  a,  /3,  and  y  are  of  the  order  of  mag 
nitude  r~3,  we  find  that  when  the  integration  is  extended  through 
out  all  space,  the  expression  is  reduced  to 
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By  the  equations  (A),  Art.  591,  of  magnetic  induction,  we  may 
substitute  for  the  quantities  in  small  brackets  the  components  of 
magnetic  induction  #,  b,  c,  so  that  the  kinetic  energy  may  be 
written  -,  /-/-/• 

T=  —(aa.+  l$  +  cy)dxdydz,  (19) 


where  the  integration  is  to  be  extended  throughout  every  part  of 
space  in  which  the  magnetic  force  and  magnetic  induction  have 
values  differing  from  zero. 

The  quantity  within  brackets  in  this  expression  is  the  product  of 
the  magnetic  induction  into  the  resolved  part  of  the  magnetic  force 
in  its  own  direction. 

In  the  language  of  quaternions  this  may  be  written  more  simply, 


where  33  is  the  magnetic  induction,  whose  components  are  a,  I,  c, 
and  <£)  is  the  magnetic  force,  whose  components  are  a,  ft,  y. 

636.]  The  electrokinetic  energy  of  the  system  may  therefore  be 
expressed  either  as  an  integral  to  be  taken  where  there  are  electric 
currents,  or  as  an  integral  to  be  taken  over  every  part  of  the  field 
in  which  magnetic  force  exists.  The  first  integral,  however,  is  the 
natural  expression  of  the  theory  which  supposes  the  currents  to  act 
upon  each  other  directly  at  a  distance,  while  the  second  is  appro 
priate  to  the  theory  which  endeavours  to  explain  the  action  between 
the  currents  by  means  of  some  intermediate  action  in  the  space 
between  them.  As  in  this  treatise  we  have  adopted  the  latter 
method  of  investigation,  we  naturally  adopt  the  second  expression 
as  giving  the  most  significant  form  to  the  kinetic  energy. 

According  to  our  hypothesis,  we  assume  the  kinetic  energy  to 
exist  wherever  there  is  magnetic  force,  that  is,  in  general,  in  every 
part  of  the  field.  The  amount  of  this  energy  per  unit  of  volume 

is    --  $2345,  and  this  energy  exists  in  the  form  of  some  kind 

8  77 

of  motion  of  the  matter  in  every  portion  of  space. 

When  we  come  to  consider  Faraday's  discovery  of  the  effect  of 
magnetism  on  polarized  light,  we  shall  point  out  reasons  for  be 
lieving  that  wherever  there  are  lines  of  magnetic  force,  there  is 
a  rotatory  motion  of  matter  round  those  lines.  See  Art.  821. 

Magnetic  and  Electrokinetic  Energy  compared. 
637.]  We  found  in  Art.  423  that  the  mutual  potential  energy 
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of  two  magnetic  shells,  of  strengths  $  and  </>',  and  bounded  by  the 
closed  curves  s  and  s'  respectively,  is 


-*+'!/ 


cose        7/ 

as  as , 


r 

where  €  is  the  angle  between  the  directions  of  ds  and  daf,  and  r 
is  the  distance  between  them. 

We  also  found  in  Art.  521  that  the  mutual  energy  of  two  circuits 
s  and  /,  in  which  currents  i  and  i'  flow,  is 

ds  ds'. 


If  i,  i'  are  equal  to  (/>,  <£'  respectively,  the  mechanical  action 
between  the  magnetic  shells  is  equal  to  that  between  the  cor 
responding  electric  circuits,  and  in  the  same  direction.  In  the  case 
of  the  magnetic  shells,  the  force  tends  to  diminish  their  mutual 
potential  energy,  in  the  case  of  the  circuits  it  tends  to  increase  their 
mutual  energy,  because  this  energy  is  kinetic. 

It  is  impossible,  by  any  arrangement  of  magnetized  matter,  to 
produce  a  system  corresponding  in  all  respects  to  an  electric  circuit, 
for  the  potential  of  the  magnetic  system  is  single  valued  at  every 
point  of  space,  whereas  that  of  the  electric  system  is  many-valued. 

But  it  is  always  possible,  by  a  proper  arrangement  of  infinitely 
small  electric  circuits,  to  produce  a  system  corresponding  in  all 
respects  to  any  magnetic  system,  provided  the  line  of  integration 
which  we  follow  in  calculating  the  potential  is  prevented  from 
passing  through  any  of  these  small  circuits.  This  will  be  more 
fully  explained  in  Art.  833. 

The  action  of  magnets  at  a  distance  is  perfectly  identical  with 
that  of  electric  currents.  We  therefore  endeavour  to  trace  both 
to  the  same  cause,  and  since  we  cannot  explain  electric  currents 
by  means  of  magnets,  we  must  adopt  the  other  alternative,  and 
explain  magnets  by  means  of  molecular  electric  currents. 

638.]  In  our  investigation  of  magnetic  phenomena,  in  Part  III 
of  this  treatise,  we  made  no  attempt  to  account  for  magnetic  action 
at  a  distance,  but  treated  this  action  as  a  fundamental  fact  of 
experience.  We  therefore  assumed  that  the  energy  of  a  magnetic 
system  is  potential  energy,  and  that  this  energy  is  diminished  when 
the  parts  of  the  system  yield  to  the  magnetic  forces  which  act 
on  them. 

If,  however,  we  regard  magnets  as  deriving  their  properties  from 
electric  currents  circulating  within  their  molecules,  their  energy 
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is  kinetic,  and  the  force  between  them  is  such  that  it  tends  to 
move  them  in  a  direction  such  that  if  the  strengths  of  the  currents 
were  maintained  constant  the  kinetic  energy  would  increase. 

This  mode  of  explaining  magnetism  requires  us  also  to  abandon 
the  method  followed  in  Part  III,  in  which  we  regarded  the  magnet 
as  a  continuous  and  homogeneous  body,  the  minutest  part  of  which 
has  magnetic  properties  of  the  same  kind  as  the  whole. 

We  must  now  regard  a  magnet  as  containing  a  finite,  though 
very  great,  number  of  electric  circuits,  so  that  it  has  essentially 
a  molecular,  as  distinguished  from  a  continuous  structure. 

If  we  suppose  our  mathematical  machinery  to  be  so  coarse  that 
our  line  of  integration  cannot  thread  a  molecular  circuit,  and  that 
an  immense  number  of  magnetic  molecules  are  contained  in  our 
element  of  volume,  we  shall  still  arrive  at  results  similar  to  those 
of  Part  III,  but  if  we  suppose  our  machinery  of  a  finer  order, 
and  capable  of  investigating  all  that  goes  on  in  the  interior  of  the 
molecules,  we  must  give  up  the  old  theory  of  magnetism,  and  adopt 
that  of  Ampere,  which  admits  of  no  magnets  except  those  which 
consist  of  electric  currents. 

We  must  also  regard  both  magnetic  and  electromagnetic  energy 
as  kinetic  energy,  and  we  must  attribute  to  it  the  proper  sign, 
as  given  in  Art.  635. 

In  what  follows,  though  we  may  occasionally,  as  in  Art.  639,  &c., 
attempt  to  carry  out  the  old  theoiy  of  magnetism,  we  shall  find 
that  we  obtain  a  perfectly  consistent  system  only  when  we  abandon 
that  theory  and  adopt  Ampere's  theory  of  molecular  currents,  as  in 
Art.  644. 

The  energy  of  the  field  therefore  consists  of  two  parts  only,  the 
electrostatic  or  potential  energy 

W  =  lfff(Pf+  Qff  +  RX)  dxdydz, 
and  the  electromagnetic  or  kinetic  energy 


T  —  —  III  ( 


ON    THE    FORCES    WHICH    ACT    ON    AN    ELEMENT    OF    A    BODY    PLACED 
IN   THE    ELECTROMAGNETIC    FIELD. 

Forces  acting  on  a  Magnetic  Element. 

*639.]  The  potential  energy  of  the  element  dxdydz  of  a  body 
magnetized  with  an  intensity  whose  components  are  A,  B,  C}  and 

*  See  Appendix  II  at  the  end  of  this  Chapter. 
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placed  in  a  field  of  magnetic  force  whose  components  are  a,  /3,  y,  is 


Hence,  if  the  force  urging  the  element  to  move  without  rotation 
in  the  direction  of  x  is  X^dxdydz, 


and  if  the  moment  of  the  couple  tending  to  turn  the  element  about 
the  axis  of  x  from  y  towards  z  is  Ldxdydz, 

L  —  Sy—C^.  (2) 

The  forces  and  the  moments  corresponding  to  the  axes  of  y  and 
z  may  be  written  down  by  making  the  proper  substitutions. 

640.]  If  the  magnetized  body  carries  an  electric  current,  of 
which  the  components  are  u,  v,  w,  then,  by  equations  C,  Art.  603, 
there  will  be  an  additional  electromagnetic  force  whose  components 
are  X2,  Y2,  Z2,  of  which  X2  is 

X2  =  vc  —  wb.  (3) 

Hence,  the  total  force,  X,  arising  from  the  magnetism  of  the 
molecule,  as  well  as  the  current  passing  through  it,  is 

„  da      ^  d (3      _  dy 

dx         dx         dx 

The  quantities  0,  b,  c  are  the  components  of  magnetic  induction, 
and  are  related  to  a,  (3,  y,  the  components  of  magnetic  force,  by 
the  equations  given  in  Art.  400, 

a  =  a  +  4  TT  A, 

b  =  (3+  47rJ5,  (5) 

c  =  y  +  4  TT  C. 

The  components  of  the  current,  u,  v,  w,  can  be  expressed  in  terms 
of  a,  /3,  y  by  the  equations  of  Art.  607, 


4lTU   = -=-) 

ay        dz 

da       dy 

4  TTV  =  -j j-  > 

dz       dx 

dp       da 
Hence  ~  ~dx  ~  Jy  ' 

M/v,__^^  ,  d^^dP  ,  f,   ^dy 


(6) 


4  TT  (    dx         d         dz       2  dx 


641.]  THEORY    OF    STRESS.  255 

da       clb       dc 

By  Art.  403,  —  +  —  +  -=-  =  0.  (8) 

dx       dy       dz 

Multiplying  this  equation,  (8),  by  a,  and  dividing  by  4??,  we  may 
add  the  result  to  (7),  and  we  find 


(«) 
also,  by  (2),  L  =        ((*-/3)  y-('-y)  P),  (10) 

=  ^(*y-«0),  (11) 

where  X  is  the  force  referred  to  unit  of  volume  in  the  direction  of 
#,  and  L  is  the  moment  of  the  forces  about  this  axis. 


On  the  Explanation  of  these  Forces  by  the  Hypothesis  of  a  Medium 
in  a  State  of  Stress. 

641.]  Let  us  denote  a  stress  of  any  kind  referred  to  unit  of  area 
by  a  symbol  of  the  form  Phjc,  where  the  first  suffix,  h,  indicates  that 
the  normal  to  the  surface  on  which  the  stress  is  supposed  to  act 
is  parallel  to  the  axis  of  h,  and  the  second  suffix,  ft,  indicates  that 
the  direction  of  the  stress  with  which  the  part  of  the  body  on 
the  positive  side  of  the  surface  acts  on  the  part  on  the  negative 
side  is  parallel  to  the  axis  of  k. 

The  directions  of  h  and  k  may  be  the  same,  in  which  case  the 
stress  is  a  normal  stress.  They  may  be  oblique  to  each  other,  in 
which  case  the  stress  is  an  oblique  stress,  or  they  may  be  perpen 
dicular  to  each  other,  in  which  case  the  stress  is  a  tangential 
stress. 

The  condition  that  the  stresses  shall  not  produce  any  tendency 
to  rotation  in  the  elementary  portions  of  the  body  is 

P       -  P 

J'  hJc  —  ^Tch* 

In  the  case  of  a  magnetized  body,  however,  there  is  such  a 
tendency  to  rotation,  and  therefore  this  condition,  which  holds  in 
the  ordinary  theory  of  stress,  is  not  fulfilled. 

Let  us  consider  the  effect  of  the  stresses  on  the  six  sides  of 
the  elementary  portion  of  the  body  dx  dy  dz,  taking  the  origin  of 
coordinates  at  its  centre  of  gravity. 

On  the  positive  face  dydz,  for  which  the  value  of  x  is  \dx,  the 
forces  are — 
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Parallel  to  x,         (Pxx  +  J 


Parallel  toy, 
Parallel  to  0, 


+  t 


^z  +  1 


'z  -   Y       1 

~~   ***-  +  x)    j 


(12) 


The  forces  acting  on  the  opposite  side,  —X_x,  —  Y_x,  and  -Z_x 
may  be  found  from  these  by  changing  the  sign  of  dx.  We  may 
express  in  the  same  way  the  systems  of  three  forces  acting  on  each 
of  the  other  faces  of  the  element,  the  direction  of  the  force  being 
indicated  by  the  capital  letter,  and  the  face  on  which  it  acts  by 
the  suffix. 

If  Xdxdydz  is  the  whole  force  parallel  to  x  acting  on  the  element, 
Xdxdydz  =  X 


_  (dPxx    ,   dPvx 


whence 


d 


(13) 


If  Ldxdydz  is  the  moment  of  the  forces  about  the  axis  of  * 
tending  to  turn  the  element  from  y  to  z, 

Ldxdydz  =  \dy(Z+y-Z_v}-\dz(Y+,-Y_,\ 


whence  L  =  Pvz-Pzy.  (14) 

Comparing  the  values  of  X  and  L  given  by  equations  (9)  and 
(11)  with  those  given  by  (13)  and  (14),  we  find  that,  if  we  make 


JM=7-:(«a-i(aa  +  /32  +  y2)), 


4  7T 


P,.=  ±-h>       P,,= 


4  77 


(15) 


the  force  arising  from  a  system  of  stress  of  which  these  are  the 
components  will   be  statically  equivalent,  in  its  effects  on  each 
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element  of  the  body,  with  the  forces  arising  from  the  magnetization 
and  electric  currents. 

642.]  The  nature  of  the  stress  of  which  these  are  the  components 
may  be  easily  found,  by  making  the  axis  of  x  bisect  the  angle 
between  the  directions  of  the  magnetic  force  and  the  magnetic 
induction,  and  taking  the  axis  ofy  in  the  plane,  of  these  directions, 
and  measured  towards  the  side  of  the  magnetic  force. 

If  we  put  <gj  for  the  numerical  value  of  the  magnetic  force,  33  for 
that  of  the  magnetic  induction,  and  2  e  for  the  angle  between  their 
directions, 

a  =  £cose,          ft-      £sine,          y  =  0,    ) 
.    £=-23sine,          c  =  0  ;  J 


=  —     «    cos  €  sne, 


(17) 

P   —  P   —  P   —  P   —  o 

yz  —    •*•  zx  zy  —        xz  ~~ 

Pya  =  —  —  53  ^  cos  e  sin  e. 
Hence,  the  state  of  stress  may  be  considered  as  compounded  of  — 

(1)  A  pressure  equal  in  all  directions  =  -—  <&2. 

8  7T 

(2)  A  tension  along  the  line  bisecting  the  angle  between  the 
directions  of  the  magnetic  force  and  the  magnetic  induction 


(3)  A  pressure  along  the  line  bisecting  the  exterior  angle  between 

these  directions  =  —  53  &  sin2  e. 
4?r 

(4)  A  couple  tending  to  turn  every  element  of  the  substance  in 
the  plane  of  the  two  directions  from  the  direction  of  magnetic 

induction  to  the  direction  of  magnetic  force  =  —  53  «§  sin  2  e. 

When  the  magnetic  induction  is  in  the  same  direction  as  the 
magnetic  force,  as  it  always  is  in  fluids  and  non-magnetized  solids, 
then  e  =  0,  and  making  the  axis  of  a?  coincide  with  the  direction  of 
the  magnetic  force, 

VOL.   II.  S 
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(18) 


and  the  tangential  stresses  disappear. 

The  stress  in  this  case  is  therefore  a  hydrostatic  pressure «52, 

.  8  77     G 

combined  with  a  longitudinal  tension  —  23  «£)  along  the  lines  of 
force. 

643.]  When  there  is  no  magnetization,  33  =  «£j,  and  the  stress  is 
still  further  simplified,  being  a  tension  along  the  lines  of  force  equal 

to  —  £2,  combined  with  a  pressure  in  all  directions  at  right  angles 

to  the  lines  of  force,  numerically  equal  also  to  —  <£)2.     The  com 
ponents  of  stress  in  this  important  case  are 


p    -  ps  =  _i_ 

4  77 
XZ  4  7T 

PX  =  px  =  _L. 

4  77 


19) 


The  ^-component  of  the  force  arising  from  these  stresses  on  an 
element  of  the  medium  referred  to  unit  of  volume  is 


X- 

~ 


dx 
1 


__ 

~ 


Now 


P 
dy  * 


Tz 


P 


da 


dy 


da 


J_ 

477 


da 


dy 


-7 r-   =   4  77  W. 

dx       dy 
where  m  is  the  density  of  austral  magnetic  matter  referred  to  unit 
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of  volume,  and  v  and  w  are  the  components  of  electric  currents 
referred  to  unit  of  area  perpendicular  to  y  and  z  respectively.   Hence, 

X  =  am-\-  vy — wfi, 

Q-     M     i  T;r  (Equations  of 

O  imilarly  Y  =  /3  m  +  W  a  —  U  y,  Electromagne  tic  (20) 

/7  n  Force.) 

Z  =  ym  +  uj3—  va. 

644.]  If  we  adopt  the  theories  of  Ampere  and  Weber  as  to  the 
nature  of  magnetic  and  diamagnetic  bodies,  and  assume  that  mag 
netic  and  diamagnetic  polarity  are  due  to  molecular  electric  currents, 
we  get  rid  of  imaginary  magnetic  matter,  and  find  that  everywhere 
m  =  0,  and  da  dp  dy 

dx       dy       dz 

so  that  the  equations  of  electromagnetic  force  become 
X=  vy-wfr  , 
Y—  wa—uy,  V  (22) 

These  are  the  components  of  the  mechanical  force  referred  to  unit 
of  volume  of  the  substance.  The  components  of  the  magnetic  force 
are  a,  /3,  y,  and  those  of  the  electric  current  are  u,  v,  w.  These 
equations  are  identical  with  those  already  established.  (Equations 
(C),'Art.  603.) 

645.]  In  explaining  the  electromagnetic  force  by  means  of  a 
state  of  stress  in  a  medium,  we  are  only  following  out  the  con 
ception  of  Faraday*,  that  the  lines  of  magnetic  force  tend  to 
shorten  themselves,  and  that  they  repel  each  other  when  placed 
side  by  side.  All  that  we  have  done  is  to  express  the  value  of 
the  tension  along  the  lines,  and  the  pressure  at  right  angles  to 
them,  in  mathematical  language,  and  to  prove  that  the  state  of 
stress  thus  assumed  to  exist  in  the  medium  will  actually  produce 
the  observed  forces  on  the  conductors  which  carry  electric  currents. 

We  have  asserted  nothing  as  yet  with  respect  to  the  mode 
in  which  this  state  of  stress  is  originated  and  maintained  in  the 
medium.  We  have  merely  shewn  that  it  is  possible  to  conceive 
the  mutual  action  of  electric  currents  to  depend  on  a  particular 
kind  of  stress  in  the  surrounding  medium,  instead  of  being  a  direct 
and  immediate  action  at  a  distance. 

Any  further  explanation  of  the  state  of  stress,  by  means  of  the 
motion  of  the  medium  or  otherwise,  must  be  regarded  as  a  separate 
and  independent  part  of  the  theory,  which  may  stand  or  fall  without 
affecting  our  present  position.  See  Art.  832. 

*  Exp.  lies.,  3266,  3267,  3263. 
S  2 
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In  the  first  part  of  this  treatise.  Art.  108,  we  shewed  that  the 
observed  electrostatic  forces  may  be  conceived  as  operating-  through 
the  intervention  of  a  state  of  stress  in  the  surrounding  medium. 
We  have  now  done  the  same  for  the  electromagnetic  forces,  and 
it  remains  to  be  seen  whether  the  conception  of  a  medium  capable 
of  supporting  these  states  of  stress  is  consistent  with  other  known 
phenomena,  or  whether  we  shall  have  to  put  it  aside  as  unfruitful. 

In  a  field  in  which  electrostatic  as  well  as  electromagnetic  action 
is  taking  place,  we  must  suppose  the  electrostatic  stress  described 
in  Part  I  to  be  superposed  on  the  electromagnetic  stress  which  we 
have  been  considering. 

646.]  If  we  suppose  the  total  terrestrial  magnetic  force  to  be 
10  British  units  (grain,  foot,  second),  as  it  is  nearly  in  Britain,  then 
the  tension  along  the  lines  of  force  is  0.128  grains  weight  per 
square  foot.  The  greatest  magnetic  tension  produced  by  Joule  * 
by  means  of  electromagnets  was  about  140  pounds  weight  on  the 
square  inch. 

*  Sturgeon's  Annals  of  Electricity,  vol.  v.  p.  187  (1840)  ;  or  Philosophical  Magazine, 
Dec.  1851. 


APPENDIX   I. 

[The  following  note,  derived  from  a  letter  written  by  Professor  Clerk  Maxwell  to 
Professor  Chrystal,  is  important  in  connexion  with  Arts.  389  and  632  :  — 

In  Art.  389  the  energy  due  to  the  presence  of  a  magnet  whose  mag 
netization  components  are  Alt  JS19  C1}  placed  in  a  field  whose  magnetic 
force  components  are  a2,  /32,  y2,  is 

-///(A  «*  +  A  A  +  C,  y2)  dx  dy  dz, 

where  the  integration  is  confined  to  the  magnet  in  virtue  of  A  .  j  ,  Bl  ,  Cl 
being  zero  everywhere  else. 

But  the  whole  energy  is  of  the  form 


the  integration  extending  to  every  part  of  space  where  there  are  mag 
netized  bodies,  and  A29  B^  C2  denoting  the  components  of  magnetization 
at  any  point  exterior  to  the  magnet. 

The  whole  energy  thus  consists  of  four  parts  :-  — 

-SffSV-^  +  ^dxdydz,  (1) 

which  is  constant  if  the  magnetization  of  the  magnet  is  rigid  ; 

-%fff(A2al  +  &c.)dxdydz,  (2) 

which  is  equal,  by  Green's  Theorem,  to 

-\Sff(Ai«*  +  *n.)dxdydzt  (3) 

and  -i///(^2a2  +  &c.)  <£*%<&;  (4) 

which  last  we  may  suppose  to  arise  from  rigid  magnetizations  and  there 
fore  constant. 

Hence  the  variable  part  of  the  energy  of  the  moveable  magnet,  as  rigidly 
magnetized,  is  the  sum  of  the  expressions  (2)  and  (3),  viz., 
-///(A  a2  +  A  /32  +  C,  y2)  dxdydz. 

Remembering  that  the  displacement  of  the  magnet  alters  the  values  of 
«2,  /32,  y2,  but  not  those  of  Alt  JB1}  <71;  we  find  for  the  component  of  the 
force  on  the  magnet  in  any  direction  </>  — 


If  instead  of  a  magnet  we  have  a  body  magnetized  by  induction,  the 
expression  for  the  force  must  be  the  same,  viz.,  writing  A1  =  ka}  &c., 
we  have 


In  this  expression  a  is  put  for  a1  +  a2,  &c.,  but  if  either  the  magnetized 
body  be  small  or  K  be  small  we  may  neglect  ax  in  comparison  with  a2,  and 
the  expression  for  the  force  becomes,  as  in  Art.  440, 


The  work  done  by  the  magnetic  forces  while  a  body  of  small  inductive 
capacity,  magnetized  inductively,  is  carried  off  to  infinity  is  only  half 
of  that  for  the  same  body  rigidly  magnetized  to  the  same  original 
strength,  for  as  the  induced  magnet  is  carried  off  it  loses  its  strength.] 


APPENDIX   II. 

[Objection  has  been  taken  to  the  expression  contained  in  Art.  639  for 
the  potential  energy  per  unit  volume  of  the  medium  arising  from  mag 
netic  forces,  for  the  reason  that  in  finding  that  expression  in  Art.  389  we 
assumed  the  force  components  a,  ft,  y  to  be  derivable  from  a  potential, 
whereas  in  Arts.  639,  640  this  is  not  the  case.  This  objection  extends 
to  the  expression  for  the  force  X,  which  is  the  space  variation  of  the 
energy.  The  purpose  of  this  note  is  to  bring  forward  some  considerations 
tending  to  confirm  the  accuracy  of  the  text. 

We  consider  then  the  element  dxdydz  isolated  from  the  rest  of  the 
medium  with  a  current  of  electricity  (u,  v,  w)  flowing  through  it.  The 
forces  acting  on  the  element  arise  from  two  causes,  viz.,  first,  in  virtue  of 
the  element  being  magnetized,  next,  in  virtue  of  its  carrying  a  current. 
The  force  due  to  the  latter  cause  is  (Xz,  72,  ZJ)  dxdydz,  given  in  (3), 
Art.  640,  viz.  X2  —  vc—wb,  etc. 

To  estimate  the  other  we  observe  that,  if  no  current  were  flowing 
through  the  element,  the  magnetic  force  on  the  element  would  be 
(X',  Y',  Z'}  dxdydz,  where 


dy'"dz 

But  in  addition  to  this  there  will  be  forces  from  the  current  of  electricity 
acting  on  the  magnetism  of  the  faces  of  the  element.  Now  it  is  shewn  in 
Art.  653  that  in  passing  from  the  negative  to  the  positive  side  of  a 
current  sheet  the  component  of  the  magnetic  force  normal  to  the  sheet 
experiences  no  discontinuity;  neither-  does  the  component  in  the  direction 
of  the  current,  but  the  component  parallel  to  the  sheet  and  normal  to  the 
current  changes  by  ±iri,  where  i  is  the  strength  of  the  current  per  unit 
length.  Let  us  then  suppose  that  the  faces  of  our  element  which  are 
perpendicular  to  the  axis  of  y  in  a  right-handed  system  of  axes  are 
portions  of  an  infinite  current  sheet  in  which  there  is  flowing  a  current 
parallel  to  the  axis  of  z  equal  to  wdy.  There  will  then  be  a  magnetic 

force  B^Ttw  dxdydz  over  and  above  the  forced — dxdydz  previously 

dy 

reckoned  in  the  estimate  of  the  forces  parallel  to  dx  and  acting  on  the 
dx  dz  faces.  In  like  manner  we  should  find  an  additional  force 

—  C  &  TTV  dxdydz 
acting  on  the  dxdy  faces.     "We  have  thus  to  add  to  X'  a  term 


and  the  total  ^-component  of  the  magnetic  force  will  be 

,  da          .da  _.  .da 


that  is, 

dx          dx         dx 

It  will  be  observed  that  the  force  (X",  Y"}  Z"}  does  not  affect  the 
value  of  (L,  M, 


CHAPTER    XII. 


CURRENT-SHEETS. 


647.]  A  CURRENT-SHEET  is  an  infinitely  thin  stratum  of  con 
ducting  matter,  bounded  on  both  sides  by  insulating  media,  so  that 
electric  currents  may  flow  in  the  sheet,  but  cannot  escape  from  it 
except  at  certain  points  called  Electrodes,  where  currents  are  made 
to  enter  or  to  leave  the  sheet. 

In  order  to  conduct  a  finite  electric  current,  a  real  sheet  must 
have  a  finite  thickness,  and  ought  therefore  to  be  considered  a 
conductor  of  three  dimensions.  In  many  cases,  however,  it  is 
practically  convenient  to  deduce  the  electric  properties  of  a  real 
conducting  sheet,  or  of  a  thin  layer  of  coiled  wire,  from  those  of 
a  current-sheet  as  defined  above. 

We  may  therefore  regard  a  surface  of  any  form  as  a  current-sheet. 
Having  selected  one  side  of  this  surface  as  the  positive  side,  we 
shall  always  suppose  any  lines  drawn  on  the  surface  to  be  looked 
at  from  the  positive  side  of  the  surface.  In  the  case  of  a  closed 
surface  we  shall  consider  the  outside  as  positive.  See  Art.  294, 
where,  however,  the  direction  of  the  current  is  defined  as  seen  from 
the  negative  side  of  the  sheet. 

The  Current-function. 

648.]  Let  a  fixed  point  A  on  the  surface  be  chosen  as  origin,  and 
let  a  line  be  drawn  on  the  surface  from  A  to  another  point  P.  Let 
the  quantity  of  electricity  which  in  unit  of  time  crosses  this  line 
from  left  to  right  be  $,  then  $  is  called  the  Current-function  at 
the  point  P. 

The  current-function  depends  only  on  the  position  of  the  point  P 
and  is  the  same  for  any  two  forms  of  the  line  AP,  provided  this 
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line  can  be  transformed  by  continuous  motion  from  one  form  to  the 
other  without  passing  through  an  electrode.  For  the  two  forms  of 
the  line  will  enclose  an  area  within  which  there  is  no  electrode,  and 
therefore  the  same  quantity  of  electricity  which  enters  the  area  across 
one  of  the  lines  must  issue  across  the  other. 

If  s  denote  the  length  of  the  line  AP,  the  current  across  ds  from 

left  to  right  will  be  -^  ds. 

If  <£  is  constant  for  any  curve,  there  is  no  current  across  it.  Such 
a  curve  is  called  a  Current-line  or  a  Stream-line. 

649.]  Let  \jf  be  the  electric  potential  at  any  point  of  the  sheet, 
then  the  electromotive  force  along  any  element  ds  of  a  curve  will  be 


'•,;-  :,,      ,  dS  '    ,  ,'  S'l.U 

provided  no  electromotive  force  exists  except  that  which  arises  from 
differences  of  potential. 

If  \l/  is  constant  for  any  curve,  the  curve  is  called  an  Equi 
potential  Line. 

650.]  We  may  now  suppose  that  the  position  of  a  point  on  the 
sheet  is  defined  by  the  values  of  $  and  \^  at  that  point.  Let  dsl  be 
the  length  of  the  element  of  the  equipotential  line  ^  intercepted 
between  the  two  current  lines  <£  and  (fr  +  clcf),  and  let  ds2  be  the 
length  of  the  element  of  the  current  line  $  intercepted  between  the 
two  equipotential  lines  ^  and  \f/  +  d\js.  We  may  consider  dsl  and  ds2 
as  the  sides  of  the  element  city  d^r  of  the  sheet.  The  electromotive 
force  —  d\l/  in  the  direction  of  ds2  produces  the  current  d$  across  ds±. 

Let  the  resistance  of  a  portion  of  the  sheet  whose  length  is  ds2) 
and  whose  breadth  is  ds-, ,  be  ds* 


13 


a  -j—  > 
asl 

where  a-  is  the  specific  resistance  of  the  sheet  referred  to  unit  of 


n 

*+—£**• 


area,  then 

, 

whence  —  - 

d(f)          d\j/ 

651.]  If  the  sheet  is  of  a  substance  which  conducts  equally  well 
in  all  directions,  ds-^  is  perpendicular  to  ds2.  In  the  case  of  a  sheet 
of  uniform  resistance  a-  is  constant,  and  if  we  make  ^  =  o-\//,  we 
shall  have  ds^  d<j> 

ds2  ~~  d\j/'  ' 

and  the  stream-lines  and  equipotential  lines  will  cut  the  surface  into 
little  squares. 
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It  follows  from  this  that  if  cf)l  and  \^/  are  conjugate  functions 
(Art.  183)  of  cf)  and  \//,  the  curves  ^  may  be  stream-lines  in  the 
sheet  for  which  the  curves  i/r/  are  the  corresponding  equipotential 
lines.  One  case,  of  course,  is  that  in  which  0X  =  \j/  and  ^  =  —  0. 
In  this  case  the  equipotential  lines  become  current-lines,  and  the 
current-lines  equipotential  lines  *. 

If  we  have  obtained  the  solution  of  the  distribution  of  electric 
currents  in  a  uniform  sheet  of  any  form  for  any  particular  case,  we 
may  deduce  the  distribution  in  any  other  case  by  a  proper  trans 
formation  of  the  conjugate  functions,  according  to  the  method  given 
in  Art.  190. 

652.]  We  have  next  to  determine  the  magnetic  action  of  a 
current-sheet  in  which  the  current  is  entirely  confined  to  the  sheet, 
there  being  no  electrodes  to  convey  the  current  to  or  from  the 
sheet. 

In  this  case  the  current-function  $  has  a  determinate  value  at 
every  point,  and  the  stream-lines  are  closed  curves  which  do  not 
intersect  each  other,  though  any  one  stream-line  may  intersect 
itself. 

Consider  the  annular  portion  of  the  sheet  between  the  stream 
lines  0  and  0  +  60.  This  part  of  the  sheet  is  a  conducting  circuit 
in  which  a  current  of  strength  80  circulates  in  the  positive  direction 
round  that  part  of  the  sheet  for  which  0  is  greater  than  the  given 
value.  The  magnetic  effect  of  this  circuit  is  the  same  as  that  of 
a  magnetic  shell  of  strength  8  0  at  any  point  not  included  in  the 
substance  of  the  shell.  Let  us  suppose  that  the  shell  coincides  with 
that  part  of  the  current-sheet  for  which  0  has  a  greater  value  than 
it  has  at  the  given  stream-line. 

By  drawing  all  the  successive  stream-lines,,  beginning  with  that 
for  which  0  has  the  greatest  value,  and  ending  with  that  for  which 
its  value  is  least,  we  shall  divide  the  current-sheet  into  a  series 
of  circuits.  Substituting  for  each  circuit  its  corresponding  mag 
netic  shell,  we  find  that  the  magnetic  effect  of  the  current-sheet 
at  any  point  not  included  in  the  thickness  of  the  sheet  is  the  same 
as  that  of  a  complex  magnetic  shell,  whose  strength  at  any  point 
is  (7+0,  where  C"is  a  constant. 

If  the  current-sheet  is  bounded,  then  we  must  make  C+(p  =  0 
at  the  bounding  curve.  If  the  sheet  forms  a  closed  or  an  infinite 
surface,  there  is  nothing  to  determine  the  value  of  the  constant  C. 

*  See  Thomson,  Caml.  and  Dub.  Math.  Journ.,  vol.  iii.  p.  286. 
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653.]  The  magnetic  potential  at  any  point  on  either  side  of  the 
current-sheet  is  given,  as  in  Art.  415,  by  the  expression 


where  r  is  the  distance  of  the  given  point  from  the  element  of 
surface  dS,  and  0  is  the  angle  between  the  direction  of  r,  and  that 
of  the  normal  drawn  from  the  positive  side  of  dS. 

This  expression  gives  the  magnetic  potential  for  all  points  not 
included  in  the  thickness  of  the  current-sheet,  and  we  know  that 
for  points  within  a  conductor  carrying  a  current  there  is  no  such 
thing  as  a  magnetic  potential. 

The  value  of  12  is  discontinuous  at  the  current-sheet,  for  if  O1 
is  its  value  at  a  point  just  within  the  current-sheet,  and  I22  its 
value  at  a  point  close  to  the  first  but  just  outside  the  current-sheet, 

where  $  is  the  current-function  at  that  point  of  the  sheet. 

The  value  of  the  component  of  magnetic  force  normal  to  the 
sheet  is  continuous,  being  the  same  on  both  sides  of  the  sheet. 
The  component  of  the  magnetic  force  parallel  to  the  current-lines 
is  also  continuous,  but  the  tangential  component  perpendicular  to 
the  current-lines  is  discontinuous  at  the  sheet.  If  s  is  the  length 
of  a  curve  drawn  on  the  sheet,  the  component  of  magnetic  force 

in  the  direction  of  ds  is,  for  the  negative  side,  —  — ~  ,  and  for  the 

•  j  •  •  T  W  A^o  Cv  —  ~  i  Cv  (D 

positive  side, =-?  = ^__47r__r. 

ds  ds  ds 

The  component  of  the  magnetic  force  on  the  positive  side  there 
fore  exceeds  that  on  the  negative  side  by  —  4  TT ~  •  At  a  given  point 

this  quantity  will  be  a  maximum  when  ds  is  perpendicular  to  the 
current-lines. 

On  the  Induction  of  Electric  Currents  in  a  Sheet  of  Infinite 

Conductivity. 
654.]  It  was  shewn  in  Art.  579  that  in  any  circuit 


where  E  is  the  impressed  electromotive  force,  p  the  electrokinetic 
momentum  of  the  circuit,  R  the  resistance  of  the  circuit,  and  i  the 
current  round  it.  If  there  is  no  impressed  electromotive  force  and 

no  resistance,  then  -J-  =  0,  or  p  is  constant. 
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Now  _p,  the  electrokinetic  momentum  of  the  circuit,  was  shewn 
in  Art.  588  to  be  measured  by  the  surface-integral  of  magnetic 
induction  through  the  circuit.  Hence,  in  the  case  of  a  current- 
sheet  of  no  resistance,  the  surface-integral  of  magnetic  induction 
through  any  closed  curve  drawn  on  the  surface  must  be  constant, 
and  this  implies  that  the  normal  component  of  magnetic  induction 
remains  constant  at  every  point  of  the  current-sheet. 

655.]  If,  therefore,  by  the  motion  of  magnets  or  variations  of 
currents  in  the  neighbourhood,  the  magnetic  field  is  in  any  way 
altered,  electric  currents  will  be  set  up  in  the  current-  sheet,  such 
that  their  magnetic  effect,  combined  with  that  of  the  magnets  or 
currents  in  the  field,  will  maintain  the  normal  component  of  mag 
netic  induction  at  every  point  of  the  sheet  unchanged.  If  at  first 
there  is  no  magnetic  action,  and  no  currents  in  the  sheet,  then 
the  normal  component  of  magnetic  induction  will  always  be  zero 
at  every  point  of  the  sheet. 

The  sheet  may  therefore  be  regarded  as  impervious  to  magnetic 
induction,  and  the  lines  of  magnetic  induction  will  be  deflected  by 
the  sheet  exactly  in  the  same  way  as  the  lines  of  flow  of  an  electric 
current  in  an  infinite  and  uniform  conducting  mass  would  be 
deflected  by  the  introduction  of  a  sheet  of  the  same  form  made 
of  a  substance  of  infinite  resistance. 

If  the  sheet  forms  a  closed  or  an  infinite  surface,  no  magnetic 
actions  which  may  take  place  on  one  side  of  the  sheet  will  produce 
any  magnetic  effect  on  the  other  side. 

Theory  of  a  Plane  Current-sheet. 

656.]  We  have  seen  that  the  external  magnetic  action  of  a 
current-sheet  is  equivalent  to  that  of  a  magnetic  shell  whose  strength 
at  any  point  is  numerically  equal  to  $,  the  current-function.  When 
the  sheet  is  a  plane  one,  we  may  express  all  the  quantities  required 
for  the  determination  of  electromagnetic  effects  in  terms  of  a  single 
function,  P,  which  is  the  potential  due  to  a  sheet  of  imaginary 
matter  spread  over  the  plane  with  a  surface-density  <£.  The  value 
of  P  is  of  course 


where  r  is  the  distance  from  the  point  (x,  y,  z)  for  which  P  is 
calculated,  to  the  point  (xf,  y'  ,  0)  in  the  plane  of  the  sheet,  at  which 
the  element  dx'  dy'  is  taken. 

To  find  the  magnetic  potential,  we   may  regard  the  magnetic 
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shell  as  consisting  of  two  surfaces  parallel  to  the  plane  of  xy,  the 
first,  whose  equation  is  z  =  \c,  having  the  surface-density  ^,  and 
the  second,  whose  equation  is  z  =— Jo,  having  the  surface-density 

The  potentials  due  to  these  surfaces  will  be 

-P(z  c}    and  --P(    e\ 
c     (z~2)  c     (*+a) 

respectively,  where  the  suffixes  indicate  that  z--  is  put  for  z 
in  the  first  expression,  and  z  +  |  for  z  in  the  second.  Expanding 

these  expressions  by  Taylor's  Theorem,  adding  them,  and  then 
making  c  infinitely  small,  we  obtain  for  the  magnetic  potential  due 
to  the  sheet  at  any  point  external  to  it, 

dP 


657.]  The  quantity  P  is  symmetrical  with  respect  to  the  plane  of 
the  sheet,  and  is  therefore  the  same  when  —  z  is  substituted  for  z. 
H,  the  magnetic  potential,  changes  sign  when  —z  is  put  for  z. 
At  the  positive  surface  of  the  sheet 


At  the  negative  surface  of  the  sheet 

dP 


Within  the  sheet,  if  its  magnetic  effects  arise  from  the  magnet 
ization  of  its  substance,  the  magnetic  potential  varies  continu 
ously  from  2  TT  $  at  the  positive  surface  to  —  2  TT  <£  at  the  negative 
surface. 

If  the  sheet  contains  electric  currents,  the  magnetic  force 
within  it  does  not  satisfy  the  condition  of  having  a  potential. 
The  magnetic  force  within  the  sheet  is,  however,  perfectly  deter 
minate. 

The  normal  component, 

cm       d2P 

*  =    ~W=d^'  (5) 

is  the  same  on  both  sides  of  the  sheet  and  throughout  its  sub 
stance. 

If  a  and  j3  be  the  components  of  the  magnetic  force  parallel  to 
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ao  and  to  y  at  the  positive  surface,  and  a',  /3'  those  on  the  negative 
surface,  JA 


Within  the  sheet  the  components  vary  continuously  from  a  and 
to  a  and    '. 


rp,  ,. 

Ine  equations 


dz  doc 

dH  cm 

---=--->    >•  W 


dz         doc    '          dy 
dG        dF 


dx  dy  '  dz 
which  connect  the  components  F9  G,  H  of  the  vector-potential  due 
to  the  current-sheet  with  the  scalar  potential  12,  are  satisfied  if 
we  make  $p  fip 

F= — >          G  = )         ff=0.  (Q\ 

dy  dx  *•  ' 

We  may  also  obtain  these  values  by  direct  integration,  thus  for  F9 


Since  the  integration  is  to  be  estimated  over  the  infinite  plane 
sheet,  and  since  the  first  term  vanishes  at  infinity,  the  expression  is 
reduced  to  the  second  term  ;  and  by  substituting 

d   I  d  I 

for  —  — -, 

dy  r  dy  r 

and  remembering  that  $  depends  on  af  and  /,  and  not  on  x,  y,  z, 
we  obtain  ( 


dP    . 

=  ^>w 

If  fl'  is  the  magnetic  potential  due  to  any  magnetic  or  electric 
system  external  to  the  sheet,  we  may  write 


^,  (10) 

and  we  shall  then  have 


for  the  components  of  the  vector-potential  due  to  this  system. 
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658.]  Let  us  now  determine  the  electromotive  force  at  any  point 
of  the  sheet,  supposing  the  sheet  fixed. 

Let  X  and  T  be  the  components  of  the  electromotive  force  parallel 
to  x  and  to  y  respectively,  then,  by  Art.  598,  we  have 


If  the  electric  resistance  of  the  sheet  is  uniform  and  equal  to  o-, 

X=<TU,  Y=(TV,  (14) 

where  u  and  v  are  the  components  of  the  current,  and  if  $  is  the 

current-function,  ^  d* 

u  =  -j£,         0  =  —  --I.  (15) 

cly  dx 

But,  by  equation  (3),      2  TT  $  =  —  -=— 

$# 

at  the  positive  surface  of  the  current-sheet.     Hence,  equations  (12) 
and  (13)  may  be  written 


o  7       77        1  .L  V          '  /  7  V         / 

*i  77   «3?  f(y.2  f£i2/  f/£  T/^ 

where  the  values  of  the  expressions  are  those  corresponding  to  the 
positive  surface  of  the  sheet. 

If  we  differentiate  the  first  of  these  equations  with  respect  to  #, 
and  the  second  with  respect  to  y,  and  add  the  results,  we  obtain 


The  only  value  of  ^  which  satisfies  this  equation,  and  is  finite 
and  continuous  at  every  point  of  the  plane,  and  vanishes  at  an 
infinite  distance,  is  —  Q^ 


Hence  the  induction  of  electric  currents  in  an  infinite  plane  sheet 
of  uniform  conductivity  is  not  accompanied  with  differences  of 
electric  potential  in  different  parts  of  the  sheet. 

Substituting  this  value  of  \js,  and  integrating  equations  (16), 
(17),  we  obtain  a  dp  dp 


Since  the  values  of  the  currents  in  the  sheet  are  found  by 
differentiating  with  respect  to  as  or  y,  the  arbitrary  function  of  z 
and  t  will  disappear.  We  shall  therefore  leave  it  out  of  account. 
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If  we  also  write  for  —  ,  the  single  symbol  R,  which  represents 
a  certain  velocity,  the  equation  between  P  and  P'  becomes 
^(IP      dP       dP' 
E^  =  ^t+-ltt'  (21) 

659.]  Let  us  first  suppose  that  there  is  no  external  magnetic 
system  acting  on  the  current  sheet.  We  may  therefore  suppose 
Pf—  0.  The  case  then  becomes  that  of  a  system  of  electric  currents 
in  the  sheet  left  to  themselves,  but  acting  on  one  another  by  their 
mutual  induction,  and  at  the  same  time  losing  their  energy  on 
account  of  the  resistance  of  the  sheet.  The  result  is  expressed 
by  the  equation  dp  (ip 


the  solution  of  which  is    P  =f(x,y,  (z  +  Rt}}.  (23) 

*  Hence,  the  value  of  P  at  any  point  on  the  positive  side  of  the 

sheet  whose  coordinates  are  x,  y,  z,  and  at  a  time  t,  is  equal  to 

the  value  of  P  at  the  point  so,  y,  (z  +  Rt)  at  the  instant  when  t  —  0. 

If  therefore  a  system  of  currents  is  excited  in  a  uniform  plane 

sheet  of  infinite  extent  and  then  left  to  itself,  its  magnetic  effect 

at  any  point  on  the  positive  side  of  the  sheet  will  be  the  same 

as  if  the  system  of  currents  had  been  maintained  constant  in  the 

sheet,  and  the  sheet  moved  in  the  direction  of  a  normal  from  its 

negative  side  with  the  constant  velocity  R.     The  diminution  of 

the  electromagnetic  forces,  which  arises  from  a  decay  of  the  currents 

in  the  real  case,  is  accurately  represented  by  the  diminution  of  the 

force  on  account  of  the  increasing  distance  in  the  imaginary  case. 

660.]  Integrating  equation  (21)  with  respect  to  t,  we  obtain 


If  we  suppose  that  at  first  P  and  P'  are  both  zero,  and  that  a 
magnet  or  electromagnet  is  suddenly  magnetized  or  brought  from 
an  infinite  distance,  so  as  to  change  the  value  of  P'  suddenly  from 
zero  to  P',  then,  since  the  time-integral  in  the  second  member  of 
(24)  vanishes  with  the  time,  we  must  have  at  the  first  instant 
P  =  —P'  at  the  surface  of  the  sheet. 

*  [The  equations  (20)  and  (22)  are  proved  to  be  true  only  at  the  surface  of  the  sheet 
for  which  z  =  0  The  expression  (23)  satisfies  (22)  generally,  and  therefore  also  at 
the  surface  of  the  sheet.  It  also  satisfies  the  other  conditions  of  the  problem,  and  is 
therefore  a  solution.  «  Any  other  solution  must  differ  from  this  by  a  system  of  closed 
currents  depending  on  the  initial  state  of  the  sheet,  not  due  to  any  external  cause 
and  which  therefore  must  decay  rapidly.  Hence  since  we  assume  an  eternity  of  past 
time  this  is  the  only  solution  of  the  problem.'  See  Professor  Clerk  Maxwell's  Paper, 
Royal  Soc.  Proc.,  xx.  pp.  160-168.] 
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Hence,  the  system  of  currents  excited  in  the  sheet  by  the  sudden 
introduction  of  the  system  to  which  P'  is  due  is  such  that  at  the 
surface  of  the  sheet  it  exactly  neutralizes  the  magnetic  effect  of 
this  system. 

At  the  surface  of  the  sheet,  therefore,  and  consequently  at  all 
points  on  the  negative  side  of  it,  the  initial  system  of  currents 
produces  an  effect  exactly  equal  and  opposite  to  that  of  the 
magnetic  system  on  the  positive  side.  We  may  express  this  by 
saying  that  the  effect  of  the  currents  is  equivalent  to  that  of  an 
image  of  the  magnetic  system,  coinciding  in  position  with  that 
system,  but  opposite  as  regards  the  direction  of  its  magnetization 
and  of  its  electric  currents.  Such  an  image  is  called  a  negative  image. 

The  effect  of  the  currents  in  the  sheet  at  a  point  on  the  positive 
side  of  it  is  equivalent  to  that  of  a  positive  image  of  the  magnetic 
system  on  the  negative  side  of  the  sheet,  the  lines  joining  corre 
sponding  points  being  bisected  at  right  angles  by  the  sheet. 

The  action  at  a  point  on  either  side  of  the  sheet,  due  to  the 
currents  in  the  sheet,  may  therefore  be  regarded  as  due  to  an 
image  of  the  magnetic  system  on  the  side  of  the  sheet  opposite 
to  the  point,  this  image  being  a  positive  or  a  negative  image 
according  as  the  point  is  on  the  positive  or  the  negative  side  of 
the  sheet. 

661.]  If  the  sheet  is  of  infinite  conductivity,  R  =  0,  and  the 
second  term  of  (24)  is  zero,  so  that  the  image  will  represent  the 
effect  of  the  currents  in  the  sheet  at  any  time. 

In  the  case  of  a  real  sheet,  the  resistance  E  has  some  finite  value. 
The  image  just  described  will  therefore  represent  the  effect  of  the 
currents  only  during  the  first  instant  after  the  sudden  introduction 
of  the  magnetic  system.  The  currents  will  immediately  begin  to 
decay,  and  the  effect  of  this  decay  will  be  accurately  represented  if 
we  suppose  the  two  images  to  move  from  their  original  positions,  in 
the  direction  of  normals  drawn  from  the  sheet,  with  the  constant 
velocity  R. 

662.]  We  are  now  prepared  to  investigate  the  system  of  currents 
induced  in  the  sheet  by  any  system,  J/,  of  magnets  or  electro 
magnets  on  the  positive  side  of  the  sheet,  the  position  and  strength 
of  which  vary  in  any  manner. 

Let  jP,  as  before,  be  the  function  from  which  the  direct  action 
of  this  system  is  to  be  deduced  by  the  equations  (3),  (9),  &c., 

then  -=—  8 1  will  be  the  function  corresponding  to  the  system  re- 
u/t 
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presented  by  —  bt.     This  quantity,  which  is  the  increment  of  M 

in  the  time  S  t,  may  be  regarded  as  itself  representing  a  magnetic 
system. 

If  we  suppose  that  at  the  time  t  a  positive  image  of  the  system 
-fo-§t  is  formed  on  the  negative  side  of  the  sheet,  the  magnetic 

action  at  any  point  on  the  positive  side  of  the  sheet  due  to  this 
image  will  be  equivalent  to  that  due  to  the  currents  in  the  sheet 
excited  by  the  change  in  M  during  the  first  instant  after  the 
change,  and  the  image  will  continue  to  be  equivalent  to  the 
currents  in  the  sheet,  if,  as  soon  as  it  is  formed,  it  begins  to  move 
in  the  negative  direction  of  z  with  the  constant  velocity  R. 

If  we  suppose  that  in  every  successive  element  of  the  time  an 
image  of  this  kind  is  formed,  and  that  as  soon  as  it  is  formed 
it  begins  to  move  away  from  the  sheet  with  velocity  R,  we  shall 
obtain  the  conception  of  a  trail  of  images,  the  last  of  which  is 
in  process  of  formation,  while  all  the  rest  are  moving  like  a  rigid 
body  away  from  the  sheet  with  velocity  R. 

663.]  If  P'  denotes  any  function  whatever  arising  from  the 
action  of  the  magnetic  system,  we  may  find  P,  the  corresponding 
function  arising  from  the  currents  in  the  sheet,  by  the  following 
process,  which  is  merely  the  symbolical  expression  for  the  theory 
of  the  trail  of  images. 

Let  PT  denote  the  value  of  P  (the  function  arising  from  the 
currents  in  the  sheet)  at  the  point  (#,  y,  z  +  Rr),  and  at  the  time 
t— r,  and  let  P'T  denote  the  value  of  P'  (the  function  arising  from 
the  magnetic  system)  at  the  point  (#,y,  —(z+Rr)),  and  at  the 
time*-r.  Then  dPf  dl>  dp 

J^=:R^"WJ 
and  equation  (21)  becomes 

dPT      dP>r 

^  =  w> 

and  we  obtain  by  integrating  with  respect  to  r  from  r  =  0  to  r  =  oo, 


as  the  value  of  the  function  P,  whence  we  obtain  all  the  properties 
of  the  current  sheet  by  differentiation,  as  in  equations  (3),  (9),  &c. 
664.]  As  an  example  of  the  process  here  indicated,  let  us  take 
the  case  of  a  single  magnetic  pole  of  strength  unity,  moving  with 
uniform  velocity  in  a  straight  line. 

VOL.  II.  T 
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Let  the  coordinates  of  the  pole  at  the  time  t  be 


The  coordinates  of  the  image  of  the  pole  formed  at  the  time 
t  —  T  are 

f  =  lt(*—  r),         77  =  0,         £=-(<?  +  tt>(*-T)+72r), 
and  if  r  is  the  distance  of  this  image  from  the  point  (a?,  y,  z\ 


To  obtain  the  potential  due  to  the  trail  of  images  we  have  to 
calculate 


If  we  write  Q2  =  u2  +  (5—  tt>)2, 


4-  a  term  infinitely  great  which  however  will  disappear  on  differ 
entiation  with  regard  to  t,  the  value  of  r  in  this  expression  being 
found  by  making  r  =  0  in  the  expression  for  r  given  above. 

Differentiating  this  expression  with  respect  to  t,  and  putting 
t  =  0,  we  obtain  the  magnetic  potential  due  to  the  trail  of  images, 


, 

Q  —  - 

Q 

By  differentiating  this  expression  with  respect  to  x  or  z,  we 
obtain  the  components  parallel  to  x  or  z  respectively  of  the  mag 
netic  force  at  any  point,  and  by  putting  x  =  0,  z  =  c,  and  r  =  2c 
in  these  expressions,  we  obtain  the  following  values  of  the  com 
ponents  of  the  force  acting  on  the  moving  pole  itself, 


j.        _ 
" 


665.]  In  these  expressions  we  must  remember  that  the  motion 
is  supposed  to  have  been  going  on  for  an  infinite  time  before  the 
time  considered.  Hence  we  must  not  take  it)  a  positive  quantity, 
for  in  that  case  the  pole  must  have  passed  through  the  sheet 
within  a  finite  time. 

If  we  make  u  =  0,  and  n>  negative,  X  =  0,  and 


or  the  pole  as  it  approaches  the  sheet  is  repelled  from  it. 
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If  we  make  tt>  =  0,  we  find  Q2  =  u2 


,      -        1          U2 
and     Z=  —  x 


The  component  X  represents  a  retarding  force  acting  on  the  pole 
in  the  direction  opposite  to  that  of  its  own  motion.  For  a  given 
value  of  R,  X is  a  maximum  when  u  =  1.27R. 

When  the  sheet  is  a  non-conductor,  R  =00  and  X=  0. 

When  the  sheet  is  a  perfect  conductor,  R  =  0  and  X  =  0. 

The  component  Z  represents  a  repulsion  of  the  pole  from  the 
sheet.  It  increases  as  the  velocity  increases,  and  ultimately  becomes 

— g-  when  the  velocity  is  infinite.     It  has  the  same  value  when 

R  is  zero. 

666.]  When  the  magnetic  pole  moves  in  a  curve  parallel  to  the 
sheet,  the  calculation  becomes  more  complicated,  but  it  is  easy  to 
see  that  the  effect  of  the  nearest  portion  of  the  trail  of  images 
is  to  produce  a  force  acting  on  the  pole  in  the  direction  opposite 
to  that  of  its  motion.  The  effect  of  the  portion  of  the  trail  im 
mediately  behind  this  is  of  the  same  kind  as  that  of  a  magnet 
with  its  axis  parallel  to  the  direction  of  motion  of  the  pole  at 
some  time  before.  Since  the  nearest  pole  of  this  magnet  is  of  the 
same  name  with  the  moving  pole,  the  force  will  consist  partly  of 
a  repulsion,  and  partly  of  a  force  parallel  to  the  former  direction 
of  motion,  but  backwards.  This  may  be  resolved  into  a  retarding 
force,  and  a  force  towards  the  concave  side  of  the  path  of  the 
moving  pole. 

667.]  Our  investigation  does  not  enable  us  to  solve  the  case 
in  which  the  system  of  currents  cannot  be  completely  formed, 
on  account  of  a  discontinuity  or  boundary  of  the  conducting 
sheet. 

It  is  easy  to  see,  however,  that  if  the  pole  is  moving  parallel 
to  the  edge  of  the  sheet,  the  currents  on  the  side  next  the  edge 
will  be  enfeebled.  Hence  the  forces  due  to  these  currents  will 
be  less,  and  there  will  not  only  be  a  smaller  retarding  force,  but, 
since  the  repulsive  force  is  least  on  the  side  next  the  edge,  the  pole 
will  be  attracted  towards  the  edge. 

Theory  of  Arago's  Rotating  Disk. 

668.]  Arago  discovered  *  that  a  magnet  placed  near  a  rotating 
metallic  disk  experiences  a  force  tending  to  make  it  follow  the 

*  Annales  de  Chimie  et  de  Physique,  1826. 
T  2 
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motion  of  the  disk,  although  when  the  disk  is  at  rest  there  is 
no  action  between  it  and  the  magnet. 

This  action  of  a  rotating  disk  was  attributed  to  a  new  kind 
of  induced  magnetization,  till  Faraday  *  explained  it  by  means  of 
the  electric  currents  induced  in  the  disk  on  account  of  its  motion 
through  the  field  of  magnetic  force. 

To  determine  the  distribution  of  these  induced  currents,  and 
fcheir  effect  on  the  magnet,  we  might  make  use  of  the  results  already 
found  for  a  conducting  sheet  at  rest  acted  on  by  a  moving  magnet, 
availing  ourselves  of  the  method  given  in  Art.  600  for  treating  the 
electromagnetic  equations  when  referred  to  moving  systems  of  axes. 
As  this  case,  however,  has  a  special  importance,  we  shall  treat  it 
in  a  direct  manner,  beginning  by  assuming  that  the  poles  of  the 
magnet  are  so  far  from  the  edge  of  the  disk  that  the  effect  of  the 
limitation  of  the  conducting  sheet  may  be  neglected. 

Making  use  of  the  same  notation  as  in  the  preceding  articles 
(656-667),  we  find  for  the  components  of  the  electromotive  force 
parallel  to  x  and  y  respectively, 


<TU=       - 


dx      d\b 

(TV  =  —  y  — f- 

'  dt        dy 


where  y  is  the  resolved  part  of  the  magnetic  force  normal  to  the  disk. 
If  we  now  express  u  and  v  in  terms  of  $,  the  current-function, 


and  if  the  disk  is  rotating  about  the  axis  of  z  with  the  angular 
velocity  o>,  dy  dx 

i=*+    *=—  *  (3) 

Substituting  these  values  in  equations  (1),  we  find 

dd> 
-~- 


-^9  (4) 

dy                    dx  v  ' 

d(f>  d\Is 

—  0--^=  ywy—  -y--  (5) 

dx                   dy  ^  ' 

Multiplying  (4)  by  x  and  (5)  by  ^,  and  adding,  we  obtain 


Multiplying  (4)  by  y  and  (5)  by  —x,  and  adding,  we  obtain 

/    d(b        d(b\          d\l/        d\lr 

ff(x-r-+y-r-}  =#-r-  —  y-~ 

^    dx      ^  dy'          dy      *  dx 

.       *  Exp.  Res.,  81. 
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If  we  now  express  these  equations  in  terms  of  r  and  0,  where 


(8) 
they  become  a-  -^  =  yu>r*  —  r  -^->  (9) 

<rr^  =  ^.  (10) 

dr       dd 

Equation  (10)  is  satisfied  if  we  assume  any  arbitrary  function  x 
of  r  and  6,  and  make  d\  . 

<t>  =  d8' 

*  =  -|-  (12) 

Substituting  these  values  in  equation  (9),  it  becomes 


Dividing  by  try2,  and  restoring  the  coordinates  x  and  y,  this 
becomes  ^2X  ,  ^2X  _  w  /14\ 

^~  +  ^"  ~  a  y' 

This  is  the  fundamental  equation  of  the  theory,  and  expresses  the 
relation  between  the  function,  x>  and  the  component,  y,  of  the  mag 
netic  force  resolved  normal  to  the  disk. 

Let  Q  be  the  potential,  at  any  point  on  the  positive  side  of  the 
disk,  due  to  imaginary  matter  distributed  over  the  disk  with  the 
surface-density  \. 

At  the  positive  surface  of  the  disk 

£—  >•*  <»> 

Hence  the  first  member  of  equation  (14)  becomes 


But  since  Q  satisfies  Laplace's  equation  at  all  points  external 
the  disk,  <PQ 

dx* 
and  equation  (14)  becomes 

27 
Again,  since  Q  is  the  potential  due  to  the  distribution  x5  the 

potential  due  to  the  distribution  $,  or  ~  ,  will  be  -j%  •     From  this 

eld  dd 

we  obtain  for  the  magnetic  potential  due  to  the  currents  in  the  disk, 


to  the  disk,  <PQ  _   _  ,     , 

*  ~     "      *  '  (     } 


(18) 
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and  for  the  component  of  the  magnetic  force  normal  to  the  disk 
due  to  the  currents, 


If  H2  is  the  magnetic  potential  due  to  external  magnets,  and 

if  we  write  f  „ 

(21) 


the  component  of  the  magnetic  force  normal  to  the  disk  due  to 
the  magnets  will  be 


We  may  now  write  equation  (18),  remembering  that 

y  —  71+72* 

^r_fl*Q          d*Q  d2P 

2^  dz*  ~~°  Wfa*  "'  "  ~cti*  ° 

Integrating  twice  with  respect  to  z,  and  writing  R  for  —  , 

2  7T 


If  the  values  of  P  and  Q  are  expressed  in  terms  of  r  the  distance 
from  the  axis  of  the  disk,  £  and  f  two  new  variables  such  that 

2t  =  *A,          2f  =*-£«,  (25) 

equation  (24)  becomes,  by  integration  with  respect  to  f, 

(26) 


669.]  The  form  of  this  expression  taken  in  conjunction  with  the 
method  of  Art.  662  shews  that  the  magnetic  action  of  the  currents 
in  the  disk  is  equivalent  to  that  of  a  trail  of  images  of  the 
magnetic  system  in  the  form  of  a  helix. 

If  the  magnetic  system  consists  of  a  single  magnetic  pole  of 
strength  unity,  the  helix  will  lie  on  the  cylinder  whose  axis  is 
that  of  the  disk,  and  which  passes  through  the  magnetic  pole. 
The  helix  will  begin  at  the  position  of  the  optical  image  of  the 

pole  in  the  disk.     The  distance,  parallel  to  the  axis  between  con- 

-p 
secutive  coils  of  the  helix,  will  be  2n  —  .     The  magnetic  effect  of 

(0 

the  trail  will  be  the  same  as  if  this  helix  had  been  magnetized 
everywhere  in  the  direction  of  a  tangent  to  the  cylinder  perpen 
dicular  to  its  axis,  with  an  intensity  such  that  the  magnetic  moment 
of  any  small  portion  is  numerically  equal  to  the  length  of  its  pro 
jection  on  the  disk. 
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The  calculation  of  the  effect  on  the  magnetic  pole  would  be 
complicated,  but  it  is  easy  to  see  that  it  will  consist  of — 

(1)  A  dragging  force,  parallel   to  the   direction  of  motion  of 
the  disk. 

(2)  A  repulsive  force  acting  from  the  disk. 

(3)  A  force  towards  the  axis  of  the  disk. 

When  the  pole  is  near  the  edge  of  the  disk,  the  third  of  these 
forces  may  be  overcome  by  the  force  towards  the  edge  of  the  disk, 
indicated  in  Art.  667. 

All  these  forces  were  observed  by  Arago,  and  described  by  him  in 
the  Annales  de  Chimie  for  1826.  See  also  Felici,  in  Tortolini's 
Annals,  iv,  p.  173  (1853),  and  v,  p.  35  ;  and  E.  Jochmann,  in  Crelle's 
Journal,  Ixiii,,  pp.  158  and  329;  and  Pogg.  Ann.  cxxii,  p.  214 
(1864).  In  the  latter  paper  the  equations  necessary  for  deter 
mining  the  induction  of  the  currents  on  themselves  are  given,  but 
this  part  of  the  action  is  omitted  in  the  subsequent  calculation  of 
results.  The  method  of  images  given  here  was  published  in  the 
Proceedings  of  the  Royal  Society  for  Feb.  15,  1872. 

Spherical  Current-Sheet. 

670.]  Let  $  be  the  current-function  at  any  point  Q  of  a  spherical 
current-sheet,  and  let  P  be  the  po 
tential  at  a  given  point,  due  to  a 
sheet  of  imaginary  matter  distributed 
over  the  sphere  with  surface-density 
</>,  it  is  required  to  find  the  magnetic 
potential  and  the  vector-potential  of 
the  current-sheet  in  terms  of  P. 

Let  a  denote  the   radius   of  the 
sphere,  r  the  distance  of  the  given 
point   from   the   centre,  and  p   the 
reciprocal  of  the  distance  of  the  given  point  from  the  point  Q  on 
the  sphere  at  which  the  current-function  is  $. 

The  action  of  the  current- sheet  at  any  point  not  in  its  substance 
is  identical  with  that  of  a  magnetic  shell  whose  strength  at  any 
point  is  numerically  equal  to  the  current-function. 

The  mutual  potential  of  the  magnetic  shell  and  a  unit  pole  placed; 
at  the  point  P  is,  by  Art.  410, 

£2,  =  /  /  d)  — -  dS. 
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Since  p  is  a  homogeneous  function  of  the  degree  —  1  in  r  and  a, 


or 


dp          Id 
-=- 


Since  r  and  a  are  constant  throughout  the  surface-integration, 


But  if  P  is  the  potential  due  to  a  sheet  of  imaginary  matter 
of  surface-density  </>, 


and  Q,,  the  magnetic  potential  of  the  current-sheet,  may  be  expressed 
in  terms  of  P  in  the  form 


671.]  We  may  determine  F,  the   ^-component  of  the  vector- 
potential,  from  the  expression  given  in  Art.  416, 


where  f,  ry,  C  are  the  coordinates  of  the  element  dS,  and  /,  m,  n  are 
the  direction-  cosines  of  the  normal. 

Since  the  sheet  is  a  sphere,  the  direction-cosines  of  the  normal  are 

'=4   —  j.   -f 

|=(, 

|=^ 

sothat          «—      - 


__  z  dp      y  dp  t 

~  a  dy      adz9 

multiplying  by  <f>d89  and  integrating  over  the  surface  of  the  sphere, 

wefind  F--—-.?.— 

~  a  dy       a  dz  " 
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c,  .    .,    ,  ~       x  dP       z  dP 

Similarly  G  =  -  -=  ----  —  > 

a  az       >#  ## 


x-  —  . 
a  dos       a  dy 

The  vector  51,  whose  components  are  F,  G,  ff,  is  evidently  per 
pendicular  to  the  radius  vector  r,  and  to  the  vector  whose  com 

ponents  are  -=-,  -=-,  and  -=-.     If  we  determine  the  lines  of  inter- 
dos    dy  dz 

sections  of  the  spherical  surface  whose  radius  is  r,  with  the  series  of 
equipotential  surfaces  corresponding  to  values  of  P  in  arithmetical 
progression,  these  lines  will  indicate  by  their  direction  the  direction 
of  51,  and  by  their  proximity  the  magnitude  of  this  vector. 
In  the  language  of  Quaternions, 


a, 
672.]  If  we  assume  as  the  value  of  P  within  the  sphere 


where  Yi  is  a  spherical  harmonic  of  degree  it  then  outside  the  sphere 

r-A®MT, 

The  current-function  <    is 


7r 
The  magnetic  potential  within  the  sphere  is 

a—  (i+i)-^©'r<, 

and  outside  &'=  i  -  A  (-Y^F.. 

a     \r' 

For  example,  let  it  be  required  to  produce,  by  means  of  a  wire 
coiled  into  the  form  of  a  spherical  shell,  a  uniform  magnetic  force 
M  within  the  shell.  The  magnetic  potential  within  the  shell  is,  in 
this  case,  a  solid  harmonic  of  the  first  degree  of  the  form 

&  =  —  Mr  cos  0, 

where  If  is  the  magnetic  force.     Hence  A  =  \a2M,  and 

3 
<t>  =  —  Ma  cos  6. 

8  7T 

The  current-function  is  therefore  proportional  to  the  distance 
from  the  equatorial  plane  of  the  sphere,  and  therefore  the  number 
of  windings  of  the  wire  between  any  two  small  circles  must  be 
proportional  to  the  distance  between  the  planes  of  these  circles. 
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If  N  is  the  whole  number  of  windings,  and  if  y  is  the  strength 
of  the  current  in  each  winding, 

$  =  JJVycostf. 
Hence  the  magnetic  force  within  the  coil  is 

jr=*f^. 

3     a 

673.]  Let  us  next  find  the  method  of  coiling  the  wire  in  order 
to  produce  within  the  sphere  a  magnetic  potential  of  the  form  of  a 
solid  zonal  harmonic  of  the  second  degree, 

^l=-3-A-2(^  cos20-i). 

d  d 

Here  <t>  =  f^(!  cos20-i). 

If  the  whole  number  of  windings  is  N9  the  number  between  the 
pole  and  the  polar  distance  0  is  %Nsm20. 

The  windings  are  closest  at  latitude  45°.  At  the  equator  the 
direction  of  winding  changes,  and  in  the  other  hemisphere  the 
windings  are  in  the  contrary  direction. 

Let  y  be  the  strength  of  the  current  in  the  wire,  then  within 
the  shell  -2 


Let  us  now  consider  a  conductor  in  the  form  of  a  plane  closed 
curve  placed  anywhere  within  the  shell  with  its  plane  perpendicular 
to  the  axis.  To  determine  its  coefficient  of  induction  we  have  to 

find  the  surface-integral  of  --  j-  over  the  plane  bounded  by  the 
curve,  putting  y  =  1. 

Now  fl  =  -  0  N  (z*  -  i  (*2  +/)), 

d£l         Sir    ,r 
and         --  -j-  =  —  -3-  Nz. 
dz        5  a? 

Hence,  if  S  is  the  area  of  the  closed  curve,  its  coefficient  of  in 

duction  is  8  TT 

M=  —  ^-NSz. 
5  a2 

If  the  current  in  this  conductor  is  /,  there  will  be,  by  Art.  583, 
a  force  Z,  urging  it  in  the  direction  of  z,  where 

,dM       S 


and,  since  this  is  independent  of  #,  y,  2,  the  force  is  the  same  in 
whatever  part  of  the  shell  the  circuit  is  placed. 

674.]  The  method  given  by  Poisson,  and  described  in  Art.  437, 
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may  be  applied  to  current-sheets  by  substituting1  for  the  body 
supposed  to  be  uniformly  magnetized  in  the  direction  of  z  with 
intensity  7,  a  current-sheet  having-  the  form  of  its  surface,  and  for 
which  the  current-function  is  0  =/#.  (1) 

The  currents  in  the  sheet  will  be  in  planes  parallel  to  that  of  xy, 
and  the  strength  of  the  current  round  a  slice  of  thickness  dz  will  be 
Idz. 

The  magnetic  potential  due  to  this  current-sheet  at  any  point 
outside  it  will  be  _  ^dV  .  . 

dz  ' 

At  any  point  inside  the  sheet  it  will  be 

Sl=-4vIz-I~.  (3) 

dz 

The  components  of  the  vector-potential  are 

F—jdF  n_  _jc]^_  //— o  (4^ 

•^  1  dx'  () 

These  results  can  be  applied  to  several  cases  occurring  in  practice. 

675.]  (1)  A  plane  electric  circuit  of  any  form. 

Let  V  be  the  potential  due  to  a  plane  sheet  of  any  form  of  which 
the  surface-density  is  unity,  then,  if  for  this  sheet  we  substitute 
either  a  magnetic  shell  of  strength  7  or  an  electric  current  of 
strength  7  round  its  boundary,  the  values  of  12  and  of  T7,  G,  H  will 
be  those  given  above. 

(2)  For  a  solid  sphere  of  radius  #, 

V  —  — when  r  is  greater  than  a,  (5) 

o      T 

and       V  =  —  (3a2-r2)  when  r  is  less  than  a.  (6) 

o 

Hence,  if  such  a  sphere  is  magnetized  parallel  to  z  with  intensity 
1,  the  magnetic  potential  will  be 

H  =  —  7  -3  z  outside  the  sphere,  (7) 

O          ¥ 

and          H  =  —  Iz  inside  the  sphere.  (8) 

o 

If,  instead  of  being  magnetized,  the  sphere  is  coiled  with  wire 
in  equidistant  circles,  the  total  strength  of  current  between  two 
small  circles  whose  planes  are  at  unit  distance  being  7,  then  outside 
the  sphere  the  value  of  12  is  as  before,  but  within  the  sphere 

a  =  -%i*.  (9) 

This  is  the  case  already  discussed  in  Art.  672. 
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(3)  The  case  of  an  ellipsoid  uniformly  magnetized  parallel  to 
a  given  line  has  been  discussed  in  Art.  437. 

If  the  ellipsoid  is  coiled  with  wire  in  parallel  and  equidistant 
planes,  the  magnetic  force  within  the  ellipsoid  will  be  uniform. 

(4)   A  Cylinclric  Magnet  or  Solenoid. 

676.]  If  the  body  is  a  cylinder  having  any  form  of  section  and 
bounded  by  planes  perpendicular  to  its  generating  lines,  and 
if  Fj  is  the  potential  at  the  point  (#,  y,  z)  due  to  a  plane  area  of 
surface-density  unity  coinciding  with  the  positive  end  of  the 
solenoid,  and  F2  the  potential  at  the  same  point  due  to  a  plane  area 
of  surface-density  unity  coinciding  with  the  negative  end,  then,  if 
the  cylinder  is  uniformly  and  longitudinally  magnetized  with  in 
tensity  unity,  the  potential  at  the  point  (x,  y,  z)  will  be 

&  =  F!—  F2.  (10) 

If  the  cylinder,  instead  of  being  a  magnetized  body,  is  uniformly 
lapped  with  wire,  so  that  there  are  n  windings  of  wire  in  unit 
of  length,  and  if  a  current,  y,  is  made  to  flow  through  this  wire, 
the  magnetic  potential  outside  the  solenoid  is  as  before, 

but  within  the  space  bounded  by  the  solenoid  and  its  plane  ends 

12  =  ny(  —  47T2+  V^—  F2).  (12) 

The  magnetic  potential  is  discontinuous  at  the  plane  ends  of  the 
solenoid,  but  the  magnetic  force  is  continuous. 

If  rlt  r%,  the  distances  of  the  centres  of  inertia  of  the  positive 
and  negative  plane  end  respectively  from  the  point  (x,  y,  z),  are 
very  great  compared  with  the  transverse  dimensions  of  the  solenoid, 

we  may  write  A  A 

J  ?!==.,          r2=-,  (13) 

*i  *a 

where  A  is  the  area  of  either  section. 

The  magnetic  force  outside  the  solenoid  is  therefore  very  small, 
and  the  force  inside  the  solenoid  approximates  to  a  force  parallel  to 
the  axis  in  the  positive  direction  and  equal  to  47r^y. 

If  the  section  of  the  solenoid  is  a  circle  of  radius  a,  the  values  of 
Fj  and  F2  may  be  expressed  in  the  series  of  spherical  harmonics 
given  in  Thomson  and  Tait's  Natural  Philosophy,  Art.  546,  Ex.  II., 


«,    (14) 
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In  these  expressions  r  is  the  distance  of  the  point  (#,  y,  z)  from 
the  centre  of  one  of  the  circular  ends  of  the  solenoid,  and  the  zonal 
harmonics,  Pl  ,  P2  ,  &c.,  are  those  corresponding  to  the  angle  0  which 
r  makes  with  the  axis  of  the  cylinder. 

The  first  of  these  expressions  is  discontinuous  when  0  =  -  ,  but 

2 

we  must  remember  that  within  the  solenoid  we  must  add  to  the 
magnetic  force  deduced  from  this  expression  a  longitudinal  force 


677.]  Let  us  now  consider  a  solenoid  so  long  that  in  the  part 
of  space  which  we  consider,  the  terms  depending  on  the  distance 
from  the  ends  may  be  neglected. 

The  magnetic  induction  through  any  closed  curve  drawn  within 
the  solenoid  is  4  -nny  A',  where  A'  is  the  area  of  the  projection  of 
the  curve  on  a  plane  normal  to  the  axis  of  the  solenoid. 

If  the  closed  curve  is  outside  the  solenoid,  then,  if  it  encloses  the 
solenoid,  the  magnetic  induction  through  it  is  ^-nnyA,  where  A  is 
the  area  of  the  section  of  the  solenoid.  If  the  closed  curve  does  not 
surround  the  solenoid,  the  magnetic  induction  through  it  is  zero. 

If  a  wire  be  wound  ri  times  round  the  solenoid,  the  coefficient  of 
induction  between  it  and  the  solenoid  is 

M=l-ann'A.  (16) 

By  supposing  these  windings  to  coincide  with  n  windings  of  the 
solenoid,  we  find  that  the  coefficient  of  self-induction  of  unit  of 
length  of  the  solenoid,  taken  at  a  sufficient  distance  from  its  ex 
tremities,  is  L  =  4.itnzA.  (17) 

Near  the  ends  of  a  solenoid  we  must  take  into  account  the  terms 
depending  on  the  imaginary  distribution  of  magnetism  on  the  plane 
ends  of  the  solenoid.  The  effect  of  these  terms  is  to  make  the  co 
efficient  of  induction  between  the  solenoid  and  a  circuit  which  sur 
rounds  it  less  than  the  value  4  Tin  A,  which  it  has  when  the  circuit 
surrounds  a  very  long  solenoid  at  a  great  distance  from  either  end. 

Let  us  take  the  case  of  two  circular  and  coaxal  solenoids  of  the 
same  length  I.  Let  the  radius  of  the  outer  solenoid  be  clt  and  let 
it  be  wound  with  wire  so  as  to  have  %  windings  in  unit  of  length. 
Let  the  radius  of  the  inner  solenoid  be  <?2,  and  let  the  number  of 
windings  in  unit  of  length  be  n2,  then  the  coefficient  of  induction 
between  the  solenoids,  if  we  neglect  the  effect  of  the  ends,  is 


where  G  =  4  77%,  (19) 

and  g  =  irc2zlnz.  (20) 
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678.]  To  determine  the  effect  of  the  positive  end  of  the  solenoids 
we  must  calculate  the  coefficient  of  induction  on  the  outer  solenoid 
due  to  the  circular  disk  which  forms  the  end  of  the  inner  solenoid. 
For  this  purpose  we  take  the  second  expression  for  F9  as  given 
in  equation  (15),  and  differentiate  it  with  respect  to  r.  This  gives 
the  magnetic  force  in  the  direction  of  the  radius.  We  then  multiply 
this  expression  by  2  -nr^cL^  and  integrate  it  with  respect  to  \L  from 

/y 

//,  =  1  to  /u  =         ~         .     This  gives  the  coefficient  of  induction 

Vz2  +  cl2 

with  respect  to  a  single  winding  of  the  outer  solenoid  at  a  distance 
z  from  the  positive  end.  We  then  multiply  this  by  dz  and 
integrate  with  respect  to  z  from  z  —  I  to  2  =  0.  Finally,  we 
multiply  the  result  by  %%,  and  so  find  the  effect  of  one"  of  the 
ends  in  diminishing  the  coefficient  of  induction. 

We  thus  find  for  the  value  of  the  coefficient  of  mutual  induction 
between  the  two  cylinders, 

M=  47ra»l»9ca2(^-2c1a),  (21) 


where  r  is  put,  for  brevity,  instead  of 

It  appears  from  this,  that  in  calculating  the  mutual  induction  of 
two  coaxal  solenoids,  we  must  use  in  the  expression  (20)  instead  of 
the  true  length  I  the  corrected  length  I—  2^ a,  in  which  a  portion 
equal  to  ac-^  is  supposed  to  be  cut  off  at  each  end.  When  the 
solenoid  is  very  long  compared  with  its  external  radius, 

^2  ,,4 

(23) 


679.]  When  a  solenoid  consists  of  a  number  of  layers  of  wire  of 
such  a  diameter  that  there  are  n  layers  in  unit  of  length,  the 
number  of  layers  in  the  thickness  dr  is  n  dr}  and  we  have 


G  =  4  vf**dr,    and    g  =  vljn*i*df.  (24) 

If  the  thickness  of  the  wire  is  constant,  and  if  the  induction  take 
place  between  an  external  coil  whose  outer  and  inner  radii  are  x  and 
y  respectively,  and  an  inner  coil  whose  outer  and  inner  radii  are 
y  and  2,  then,  neglecting  the  effect  of  the  ends, 

t*).  (25) 
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That  this  may  be  a  maximum,  x  and  z  being*  given,  and  y 
variable,  ~s 

•=4y-*jT  (26) 

This  equation  gives  the  best  relation  between  the  depths  of  the 
primary  and  secondary  coil  for  an  induction-machine  without  an 
iron  core. 

If  there  is  an  iron  core  of  radius  zt  then  G  remains  as  before,  but 


g  =  TT  in2  (r  2  +  4  ITK  z2)  dr,  (27) 

(^-^).  (28) 


If  y  is  given,  the  value  of  z  which  gives  the  maximum  value  of  g  is 

187TK 


When,  as  in  the  case  of  iron,  K  is  a  large  number,  z  =  f  y,  nearly. 

If  we  now  make  x  constant,  and  y  and  z  variable,  we  obtain  the 
maximum  value  of  Qg  when 

#:y:2::4:3:2.  (30) 

The  coefficient  of  self-induction  of  a  long  solenoid  whose  outer 
and  inner  radii  are  x  and  y,  and  having  a  long  iron  core  whose 
radius  is  zt  is  per  unit  length 


/     \itl\ 
y    I     J 


477 

i         i  •       I  v        •  /  —     i    —  -   |      "\"       '    ~  "  " ""    /  ™*    i   •"    w 

y    {     JP  *>y  3 

680.]  We  have  hitherto  supposed  the  wire  to  be  of  uniform 
thickness.  We  shall  now  determine  the  law  according  to  which 
the  thickness  must  vary  in  the  different  layers  in  order  that,  for 
a  given  value  of  the  resistance  of  the  primary  or  the  secondary  coil, 
the  value  of  the  coefficient  of  mutual  induction  may  be  a  maximum. 

Let  the  resistance  of  unit  of  length  of  a  wire,  such  that  n  windings 
occupy  unit  of  length  of  the  solenoid,  be  pn2. 

The  resistance  of  the  whole  solenoid  is 

R  =  27tljn*rdr.  (32) 

The  condition  that,  with  a  given  value  of  R,  G  may  be  a  maximum 

3  ri  /JT} 

is  -=-=£  —  ,  where  C  is  some  constant. 
dr  dr 

This  gives  nz  proportional  to  - ,  or  the  diameter  of  the  wire  of 

the  exterior  coil  must  be  proportional  to  the  square  root  of  the 
radius. 
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In  order  that,  for  a  given  value  of  R,  g  may  be  a  maximum 

*.C(r+i3£).  (33) 

Hence,  if  there  is  no  iron  core,  the  diameter  of  the  wire  of  the 
interior  coil  should  be  inversely  as  the  square  root  of  the  radius, 
but  if  there  is  a  core  of  iron  having  a  high  capacity  for  magnet 
ization,  the  diameter  of  the  wire  should  be  more  nearly  directly 
proportional  to  the  square  root  of  the  radius  of  the  layer. 

An  Endless  Solenoid. 

681.]  If  a  solid  be  generated  by  the  revolution  of  a  plane  area  A 
about  an  axis  in  its  own  plane,  not  cutting  it,  it  will  have  the  form 
of  a  ring.  If  this  ring  be  coiled  with  wire,  so  that  the  windings 
of  the  coil  are  in  planes  passing  through  the  axis  of  the  ring,  then, 
if  n  is  the  whole  number  of  windings,  the  current-function  of  the 

layer  of  wire  is  <£  =  —  ny&,  where  0  is  the  angle  of  azimuth  about 

the  axis  of  the  ring. 

If  il  is  the  magnetic  potential  inside  the  ring  and  Q!  that  out 
side,  then  &  —  £'=  —  47r4>-f£  =  — 2fly0  +  £ 
Outside  the  ring,  &'  must  satisfy  Laplace's  equation,  and  must 
vanish  at  an  infinite  distance.  From  the  nature  of  the  problem 
it  must  be  a  function  of  0  only.  The  only  value  of  &'  which  fulfils 
these  conditions  is  zero.  Hence 

12'=  0,  fi  =  -2»y0+a 

The  magnetic  force  at  any  point  within  the  ring  is  perpendicular 

to  the  plane  passing  through  the  axis,  and  is  equal  to  2#y-, 

where  r  is  the  distance  from  the  axis.  Outside  the  ring  there  is 
no  magnetic  force. 

If  the  form  of  a  closed  curve  be  given  by  the  coordinates  z,  r, 
and  0  of  its  tracing  point  as  functions  of  s,  its  length  from  a  fixed 
point,  the  magnetic  induction  through  the  closed  curve  may  be 
found  by  integration  round  it  of  the  vector  potential,  the  com 
ponents  of  which  are 

Tf—**  n        $Z  TT        n 

£  =  -£-»  Cr  =  — »  //  =  0. 

r2  r2 

f*s  2  flr 

We  thus  find  2ny       --=-ds 

Jo  r  as 

taken  round  the  curve,  provided  the  curve  is  wholly  inside  the  ring. 
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If  the  curve  lies  wholly  without  the  ring,  but  embraces  it,  the 
magnetic  induction  through  it  is 

dr'  . 


where  the  accented  coordinates  refer  not  to  the  closed  curve,  but  to 
a  single  winding  of  the  solenoid. 

The  magnetic  induction  through  any  closed  curve  embracing  the 

ring  is  therefore  the  same,  and  equal  to  2nyay  where  a.  is  the  linear 

rsf  zf  cir' 
quantity  /     -,  —  ds'.     If  the  closed  curve  does  not  embrace  the 

ring,  the  magnetic  induction  through  it  is  zero. 

Let  a  second  wire  be  coiled  in  any  manner  round  the  ring,  not 
necessarily  in  contact  with  it,  so  as  to  embrace  it  nf  times.  The 
induction  through  this  wire  is  2nn'ya,  and  therefore  M,  the 
coefficient  of  induction  of  the  one  coil  on  the  other,  is  M  =  2nn'a. 

Since  this  is  quite  independent  of  the  particular  form  or  position 
of  the  second  wire,  the  wires,  if  traversed  by  electric  currents,  will 
experience  no  mechanical  force  acting  between  them.  By  making 
the  second  wire  coincide  with  the  first,  we  obtain  for  the  coefficient 
of  self-induction  of  the  ring-coil 

L  =  2n2a. 
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Cylindrical  Conductors. 

682.]  IN  a  very  important  class  of  electrical  arrangements  the 
current  is  conducted  through,  round  wires  of  nearly  uniform  section, 
and  either  straight,  or  such  that  the  radius  of  curvature  of  the  axis 
of  the  wire  is  very  great  compared  with  the  radius  of  the  transverse 
section  of  the  wire.  In  order  to  be  prepared  to  deal  mathematically 
with  such  arrangements,  we  shall  begin  with  the  case  in  which  the 
circuit  consists  of  two  very  long  parallel  conductors,  with  two  pieces 
joining  their  ends,  and  we  shall  confine  our  attention  to  a  part  of 
the  circuit  which  is  so  far  from  the  ends  of  the  conductors  that  the 
fact  of  their  not  being  infinitely  long  does  not  introduce  any- 
sensible  change  in  the  distribution  of  force. 

We  shall  take  the  axis  of  z  parallel  to  the  direction  of  the  con 
ductors,  then,  from  the  symmetry  of  the  arrangements  in  the  part 
of  the  field  considered,  everything  will  depend  on  //,  the  component 
of  the  vector-potential  parallel  to  z. 

The  components  of  magnetic  induction  become,  by  equations  (A), 

dH  . 


- 

dx 

c  =  0. 

For  the  sake  of  generality  we  shall  suppose  the  coefficient  of 
magnetic  induction  to  be  /u,  so  that  #  =  /ua,  £  =  /*/?,  where  a  and  /3 
are  the  components  of  the  magnetic  force. 

The  equations  (E)  of  electric  currents,  Art.  607,  give 

dj3       da  /0, 

«=0,         0  =  0,          47rw=  -7-  —  -7--  (3) 

dx       dy 
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683.]  If  the  current  is  a  function  of  rt  the  distance  from  the  axis 
of  z,  and  if  we  write 

x  =  r  cos  0,     and    y  =  r  sin  0,  (4) 

and  /3  for  the  magnetic  force,  in  the  direction  in  which  6  is  measured 
perpendicular  to  the  plane  through  the  axis  of  z,  we  have 


. 

dr       r         r  dr  v     '  v  ' 

If  C  is  the  whole  current  flowing  through  a  section  bounded  by 
a  circle  in  the  plane  xy>  whose  centre  is  the  origin  and  whose 
radius  is  r,  rr 

C  =      2Trrwdr  —  l{3r.  (6) 

It  appears,  therefore,  that  the  magnetic  force  at  a  given  point 
due  to  a  current  arranged  in  cylindrical  strata,  whose  common  axis 
is  the  axis  of  zt  depends  only  on  the  total  strength  of  the  current 
flowing  through  the  strata  which  lie  between  the  given  point  and 
the  axis,  and  not  on  the  distribution  of  the  current  among  the 
different  cylindrical  strata. 

For  instance,  let  the  conductor  be  a  uniform  wire  of  radius  a, 
and  let  the  total  current  through  it  be  (?,  then,  if  the  current  is 
uniformly  distributed  through  all  parts  of  the  section,  w  will  be 
constant,  and  C=irwa?.  (7) 

The  current  flowing  through  a  circular  section  of  radius  r,  r  being 
less  than  a,  is  C'=  nwr2.  Hence  at  any  point  within  the  wire, 

P=2JL=2C^.  (8) 

r  a? 

Q 

Outside  the  wire          ft  =  2  -  -  (9) 

r  v  ' 

In  the  substance  of  the  wire  there  is  no  magnetic  potential,  for 
within  a  conductor  carrying  an  electric  current  the  magnetic  force 
does  not  fulfil  the  condition  of  having  a  potential. 

Outside  the  wire  the  magnetic  potential  is 

12  =  -200.  (10) 

Let  us  suppose  that  instead  of  a  wire  the  conductor  is  a  metal 
tube  whose  external  and  internal  radii  are  a^  and  a2,  then,  if  C  is 
the  current  through  the  tubular  conductor, 

C=TTW  (a  *-<*.?).  (11) 

The  magnetic  force  within  the  tube  is  zero.     In  the  metal  of  the 
tube,  where  r  is  between  al  and  «2, 


U  2 


292  PAKALLEL   CURRENTS.  [684. 

and  outside  the  tube,  C  ,     . 

^=  2~' 

the  same  as  when  the  current  flows  through  a  solid  wire. 

684.]  The  magnetic  induction  at  any  point  is  b  =  /x/3,  and  since, 
by  equation  (2),  dH 


(15) 

The  value  of  //outside  the  tube  is 

A-2^C\ogr,  (16) 

where  ju0  is  the  value  of  //  in  the  space  outside  the  tube,  and  A  is  a 
constant,  the  value  of  which  depends  on  the  position  of  the  return 
current. 

In  the  substance  of  the  tube, 


H=A-2n0Cl0ga1+  -fr-S+Zaflog).  (17) 

al    —  a2  al 

In  the  space  within  the  tube  //  is  constant,  and 

+  --\0g'-  (18) 


685.]  Let  the  circuit  be  completed  by  a  return  current,  flowing 
in  a  tube  or  wire  parallel  to  the  first,  the  axes  of  the  two  currents 
being  at  a  distance  b.  To  determine  the  kinetic  energy  of  the 
system  we  have  to  calculate  the  integral 


(19) 

If  we  confine  our  attention  to  that  part  of  the  system  which  lies 
between  two  planes  perpendicular  to  the  axes  of  the  conductors,  and 
distant  I  from  each  other,  the  expression  becomes 

T=\ljj  Hwdxdy.  (20) 

If  we  distinguish  by  an  accent  the  quantities  belonging  to  the 
return  current,  we  may  write  this 

wfdsxfd^t    (21) 


Since  the  action  of  the  current  on  any  point  outside  the  tube  is 
the  same  as  if  the  same  current  had  been  concentrated  at  the  axis 
of  the  tube,  the  mean  value  of  //  for  the  section  of  the  return 
current  is  A—  2  ^  Clog  d,  and  the  mean  value  of  //'  for  the  section 
of  the  positive  current  is  A'—  2  JUG  C'  log  b. 
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Hence,  in  the  expression  for  1\  the  first  two  terras  may  be  written 
AC'—2p0CC'\og6,  and  A'C—2[j,0CC'logb. 

Integrating  the  two  latter  terms  in  the  ordinary  way,  and  adding 
the  results,  remembering  that  C-\-C'=  0,  we  obtain  the  value  of 
the  kinetic  energy  T.  Writing  this  \LC2,  where  L  is  the  co 
efficient  of  self-induction  of  the  system  of  two  conductors,  we  find 
as  the  value  of  L  for  unit  of  length  of  the  system 

L  b*         .     a^-Sa22  2a^  a^ 

=  2/^o  log  —  ^+  if*   *a     A    +  /    2    2  22  log  -i 


.      . 

-     (22) 


If  the  conductors  are  solid  wires,  a2  and  a£  are  zero,  and 

(23) 


It  is  only  in  the  case  of  iron  wires  that  we  need  take  account  of 
the  magnetic  induction  in  calculating  their  self-induction.  In 
other  cases  we  may  make  /x0,  /x,  and  //  all  equal  to  unity.  The 
smaller  the  radii  of  the  wires,  and  the  greater  the  distance  between 
them,  the  greater  is  the  self-induction. 

Tofnd  the  Repulsion,  X,  between  the  Two  Portions  of  Wire. 
686.]  By  Art.  580  we  obtain  for  the  force  tending  to  increase  5, 


=  20',  (24) 

which  agrees  with  Ampere's  formula,  when  ju0  =  1,  as  in  air. 

687.]  If  the  length  of  the  wires  is  great  compared  with  the 
distance  between  them,  we  may  use  the  coefficient  of  self-induction 
to  determine  the  tension  of  the  wires  arising  from  the  action  of  the 
current. 

If  Z  is  this  tension, 


In  one  of  Ampere's  experiments  the  parallel  conductors  consist 
of  two  troughs  of  mercury  connected  with  each  other  by  a  floating 
bridge  of  wire.  When  a  current  is  made  to  enter  at  the  extremity 
of  one  of  the  troughs,  to  flow  along  it  till  it  reaches  one  extremity 
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of  the  floating  wire,  to  pass  into  the  other  trough  through  the 
floating  bridge,  and  so  to  return  along  the  second  trough,  the 
floating  bridge  moves  along  the  troughs  so  as  to  lengthen  the  part 
of  the  mercury  traversed  by  the  current. 

Professor  Tait  has  simplified  the  electrical  conditions  of  this 
experiment  by  substituting  for  the  wire  a  floating  siphon  of  glass 
filled  with  mercury,  so  that  the  current  flows  in  mercury  through 
out  its  course. 


Fig.  40. 

This  experiment  is  sometimes  adduced  to  prove  that  two  elements 
of  a  current  in  the  same  straight  line  repel  one  another,  and  thus 
to  shew  that  Ampere's  formula,  which  indicates  such  a  repulsion 
of  collinear  elements,  is  more  correct  than  that  of  Grassmann,  which 
gives  no  action  between  two  elements  in  the  same  straight  line  ; 
Art.  526. 

But  it  is  manifest  that  since  the  formulae  both  of  Ampere  and  of 
Grassmann  give  the  same  results  for  closed  circuits,  and  since  we 
have  in  the  experiment  only  a  closed  circuit,  no  result  of  the 
experiment  can  favour  one  more  than  the  other  of  these  theories. 

In  fact,  both  formulae  lead  to  the  very  same  value  of  the 
repulsion  as  that  already  given,  in  which  it  appears  that  b,  the 
distance  between  the  parallel  conductors,  is  an  important  element. 

When  the  length  of  the  conductors  is  not  very  great  compared 
with  their  distance  apart,  the  form  of  the  value  of  L  becomes 
somewhat  more  complicated. 

688.]  As  the  distance  between  the  conductors  is  diminished,  the 
value  of  L  diminishes.  The  limit  to  this  diminution  is  when  the 
wires  are  in  contact,  or  when  I  =  a^  +  «/.  In  this  case 

l  +  l.  (26) 
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This  is  a  minimum  when  a^  —  «/,  and  then 


=  2^(1.8863), 

=  3.7726^.  (27) 

This  is  the  smallest  value  of  the  self-induetion  of  a  round  wire 
doubled  on  itself,  the  whole  length  of  the  wire  being  2  1. 

Since  the  two  parts  of  the  wire  must  be  insulated  from  each 
other,  the  self-induction  can  never  actually  reach  this  limiting 
value.  By  using  broad  flat  strips  of  metal  instead  of  round  wires 
the  self-induction  may  be  diminished  indefinitely. 

On  the  Electromotive  Force  required  to  produce  a  Current  of  Varying 
Intensity  along  a  Cylindrical  Conductor. 

689.]  When  the  current  in  a  wire  is  of  varying  intensity,  the 
electromotive  force  arising  from  the  induction  of  the  current  on 
itself  is  different  in  different  parts  of  the  section  of  the  wire,  being 
in  general  a  function  of  the  distance  from  the  axis  of  the  wire 
as  well  as  of  the  time.  If  we  suppose  the  cylindrical  conductor 
to  consist  of  a  bundle  of  wires  all  forming  part  of  the  same  circuit, 
so  that  the  current  is  compelled  to  be  of  uniform  strength  in  every 
part  of  the  section  of  the  bundle,  the  method  of  calculation  which 
we  have  hitherto  used  would  be  strictly  applicable.  If,  however, 
we  consider  the  cylindrical  conductor  as  a  solid  mass  in  which 
electric  currents  are  free  to  flow  in  obedience  to  electromotive  force, 
the  intensity  of  the  current  will  not  be  the  same  at  different 
distances  from  the  axis  of  the  cylinder,  and  the  electromotive  forces 
themselves  will  depend  on  the  distribution  of  the  current  in  the 
different  cylindric  strata  of  the  wire. 

The  vector-potential  H,  the  density  of  the  current  w,  and  the 
electromotive  force  at  any  point,  must  be  considered  as  functions  of 
the  time  and  of  the  distance  from  the  axis  of  the  wire. 

The  total  current,  (7,  through  the  section  of  the  wire,  and  the  total 
electromotive  force,  fi,  acting  round  the  circuit,  are  to  be  regarded 
as  the  variables,  the  relation  between  which  we  have  to  find. 

Let  us  assume  as  the  value  of  Ht 

H=S+TQ  +  Tir*  +  &xs.  +  Tni*;  (1) 

where  8,  T^  Tlt  &c.  are  functions  of  the  time. 

Then,  from  the  equation 

1  dH 

(2) 


dr*        r  dr 
we  find  -7TW  =  :T1  +  &c.  +  ^Vn"2.  (3) 
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If  p  denotes  the  specific  resistance  of  the  substance  per  unit  of 
volume,  the  electromotive  force  at  any  point  is  pw,  and  this  may  be 
expressed  in  terms  of  the  electric  potential  and  the  vector  potential 
//by  equations  (B)5  Art.  598, 

dV      clH 


Comparing   the   coefficients   of  like  powers   of  r  in   equations 
(3)  and  (5),  _  ,   J*      d8      dT 

^~      +    ")' 


T  - 
2-n* 

d 
dt 


dS         d* 
Hence  we  may  write         —  =  --  =-  >  (9) 


T  _**T  »»     1     d»T 

^-pdt'"         ^~^(^W 

690.]  To  find  the  total  current  C,  we  must  integrate  w  over  the 
section  of  the  wire  whose  radius  is  a, 

C  =2ir      wrdr.  (11) 

^o 

Substituting  the  value  of  TTW  from  equation  (3),  we  obtain 

C  =  -(T1a2  +  8cc.+nTna2n).  (12) 

The  value  of  //  at  any  point  outside  the  wire  depends  only  on 
the  total  current  C,  and  not  on  the  mode  in  which  it  is  distributed 
within  the  wire.  Hence  we  may  assume  that  the  value  of  //at  the 
surface  of  the  wire  is  AC,  where  A  is  a  constant  to  be  determined 
by  calculation  from  the  general  form  of  the  circuit.  Putting  H=-AC 
when  r  =  a,  we  obtain 

AC=S+T0  +  T1a2  +  &c.  +  Tna2n.  (13) 

o  j 

If  we  now  write  --  =  a,  a  is  the  value  of  the  conductivity  of 

P 
unit  of  length  of  the  wire,  and  we  have 
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To  eliminate  T  from  these  equations  we  must  first  reverse  the 
series  (14).     We  thus  find 

dT  dC          d2C 


"We  have  also  from  (14)  and  (15) 
,    AC     dS, 


+  &C. 


From  the  last  two  equations  we  find 


L^£-*£uo4.*a*?-Arf££+ju^.   -   -dt° 


If  I  is  the  whole  length  of  the  circuit,  R  its  resistance,  and  E  the 
electromotive  force  due  to  other  causes  than  the  induction  of  the 
current  on  itself,  - 


dC        1*&C         I*  dsC 


The  first  term,  EC,  of  the  right-hand  member  of  this  equation 
expresses  the  electromotive  force  required  to  overcome  the  resist 
ance  according  to  Ohm's  law. 

dC 

The  second  term,  l(A  +  1)  -=7,  expresses  the  electromotive  force 

dt 

which  would  be  employed  in  increasing  the  electrokinetic  momentum 
of  the  circuit,  on  the  hypothesis  that  the  current  is  of  uniform 
strength  at  every  point  of  the  section  of  the  wire. 

The  remaining  terms  express  the  correction  of  this  value,  arising 
from  the  fact  that  the  current  is  not  of  uniform  strength  at  different 
distances  from  the  axis  of  the  wire.  The  actual  system  of  currents 
has  a  greater  degree  of  freedom  than  the  hypothetical  system, 
in  which  the  current  is  constrained  to  be  of  uniform  strength 
throughout  the  section.  Hence  the  electromotive  force  required 
to  produce  a  rapid  change  in  the  strength  of  the  current  is  some 
what  less  than  it  would  be  on  this  hypothesis. 

The  relation  between  the  time-integral  of  the  electromotive  force 
and  the  time-integral  of  the  current  is 


(19) 
If  the  current  before  the  beginning  of  the  time  has  a  constant 
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value  C0>  and  if  during  the  time  it  rises  to  the  value  Clt  and  re 
mains  constant  at  that  value,  then  the  terms  involving  the  differ 
ential  coefficients  of  C  vanish  at  both  limits,  and 

fldt  =  sfcdt+  l(A  +  \)  (C,-  C0),  (20) 

the  same  value  of  the  electromotive  impulse  as  if  the  current  had 
been  uniform  throughout  the  wire. 

On  the  Geometrical  Mean  Distance  of  Two  Figures  in  a  Plane* 

691.]  In  calculating  the  electromagnetic  action  of  a  current 
flowing  in  a  straight  conductor  of  any  given  section  on  the  current 
in  a  parallel  conductor  whose  section  is  also  given,  we  have  to  find 
the  integral  /Y/Y 

JJJJ logl  r  dx  dy  dx'dy'> 

where  dxdy  is  an  element  of  the  area  of  the  first  section,  dx  dy' 
an  element  of  the  second  section,  and  r  the  distance  between 
these  elements,  the  integration  being  extended  first  over  every 
element  of  the  first  section,  and  then  over  every  element  of  the 
second. 

If  we  now  determine  a  line  R,  such  that  this  integral  is  equal  to 

Al  A2  log  R, 

where  Al  and  A2  are  the  areas  of  the  two  sections,  the  length  of  R 
will  be  the  same  whatever  unit  of  length  we  adopt,  and  whatever 
system  of  logarithms  we  use.  If  we  suppose  the  sections  divided 
into  elements  of  equal  size,  then  the  logarithm  of  R,  multiplied 
by  the  number  of  pairs  of  elements,  will  be  equal  to  the  sum 
of  the  logarithms  of  the  distances  of  all  the  pairs  of  elements. 
Here  R  may  be  considered  as  the  geometrical  mean  of  all  the 
distances  between  pairs  of  elements.  It  is  evident  that  the  value 
of  R  must  be  intermediate  between  the  greatest  and  the  least 
values  of  r. 

If  RA  and  RB  are  the  geometric  mean  distances  of  two  figures, 
A  and  R,  from  a  third,  C,  and  if  RA+B  is  that  of  the  sum  of  the  two 
figures  from  C,  then 

(A  +  R)logRA+B  =  A  log  RA+3  log  RB. 

By  means  of  this  relation  we  can  determine  R  for  a  compound 
figure  when  we  know  R  for  the  parts  of  the  figure. 

*  Trans.  It.  8.  Edin.,  1871-2. 
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692.]  EXAMPLES. 

(1)   Let  R  be  the  mean  distance  from  the  point  0  to  the  line 
AB.     Let  OP  be  perpendicular  to  AB,  then 

AB  (log  R+  1)  =  AP  log  OA  +  PB  log  OB  +  OP  AOB. 


Fig.  41. 

(2)  For  two  lines  (Fig.  42)  of  lengths  a  and  b  drawn  perpendicu 
lar  to  the  extremities  of  a  line  of  length  c  and  on  the  same  side  of  it. 


a*-c2)  log 


—  c2)  log 


c(a  —  b)  tan"1  --  f-  #c  tan"1  -  +  &?  tan*1  - 
^        J  c  c  c 


Fig.  42. 

(3)  For  two  lines,  PQ  and  RS  (Fig.  43),  whose  directions  inter 
sect  at  0. 

PQ .  RS(2  log  .ft  +-  3)  =  logP^  (20P.OE  sin20— PJ?2  cos  0) 
+  log  Qtf  (2  OQ .  OS  sin2  0-  Q  S2  cos  0) 

-  log  PS  (20P.OS  sin2  0-PS2  cos  0) 

-  log  QR(20Q  .0^sin20-  §^2cos  0) 
-sin  0  (OP2.  SPR-  OQ*.SqR -f  0722.  P'RQ-~OS*.PSQ}< 


Fig.  43. 
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(4)  For  a  point  0  and  a  rectangle  ABCD  (Fig.  44). 
OQ,  OR,  OS,  be  perpendiculars  on  the  sides,  then 
AB.AD(2  log R  +  3)  =  2.0P.OQ  log  OA+  2.0Q.OR  log  OB 
+  2  .072. OS  log  OC+  2. OS. OP  log  OD 


[692- 
Let  OP, 


Fig.  44. 

(5)  It  is  not  necessary  that  the  two  figures  should  be  different,  for 
we  may  find  the  geometric  mean  of  the  distances  between  every  pair 
of  points  in  the  same  figure.     Thus,  for  a  straight  line  of  length  a, 

log  R  =  log  a—  |, 
or  R  =  ae~$, 

R  =  0.223130. 

(6)  For  a  rectangle  whose  sides  are  a  and  b, 

o 


2—  f  L  lo 


When  the  rectangle  is  a  square,  whose  side  is  a, 


7T 


logR  =  logtf  +  J  log  2  +  - -f|, 
7?=  0. 44705  fl. 

(7)  The  geometric  mean  distance  of  a  point  from  a  circular  line 
is  equal  to  the  greater  of  the  two  quantities,  its  distance  from  the 
centre  of  the  circle,  and  the  radius  of  the  circle. 

(8)  Hence  the  geometric  mean  distance  of  any  figure  from  a 
ring  bounded  by  two  concentric  circles  is  equal  to  its  geometric 
mean  distance  from  the  centre  if  it  is  entirely  outside  the  ring,  but 
if  it  is  entirely  within  the  ring 

,       -p,       a-,2  log  a,—  a92 

' 


—a2  )          a2  al  — 
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where  al  and  a2  are  the  outer  and  inner  radii  of  the  ring.  R  is 
in  this  case  independent  of  the  form  of  the  figure  within  the 
ring. 

(9)  The  geometric  mean  distance  of  all  pairs  of  points  in  the 
ring  is  found  from  the  equation 

,  a£        , 

log  R  =  log-*,-      2  2         log 
(ft  —a2  ) 

For  a  circular  area  of  radius  a,  this  becomes 

log  12  =  logtf-i 
or  E  =  #<?"*, 

12  =  0.77880. 
For  a  circular  line  it  becomes 

E  =  a. 

693.]  In  calculating  the  coefficient  of  self-induction  of  a  coil  of 
uniform  section,  the  radius  of  curvature  being  great  compared  with 
the  dimensions  of  the  transverse  section,  we  first  determine  the 
geometric  mean  of  the  distances  of  every  pair  of  points  of  the 
section  by  the  method  already  described,  and  then  we  calculate  the 
coefficient  of  mutual  induction  between  two  linear  conductors  of 
the  given  form,  placed  at  this  distance  apart. 

This  will  be  the  coefficient  of  self-induction  when  the  total  cur 
rent  in  the  coil  is  unity,  and  the  current  is  uniform  at  all  points  of 
the  section. 

But  if  there  are  n  windings  in  the  coil  we  must  multiply  the 
coefficient  already  obtained  by  n2,  and  thus  we  shall  obtain  the 
coefficient  of  self-induction  on  the  supposition  that  the  windings  of 
the  conducting  wire  fill  the  whole  section  of  the  coil. 

But  the  wire  is  cylindric,  and  is  covered  with  insulating  material, 
so  that  the  current,  instead  of  being  uniformly  distributed  over  the 
section,  is  concentrated  in  certain  parts  of  it,  and  this  increases  the 
coefficient  of  self-induction.  Besides  this,  the  currents  in  the 
neighbouring  wires  have  not  the  same  action  on  the  current  in  a 
given  wire  as  a  uniformly  distributed  current. 

The  corrections  arising  from  these  considerations  may  be  de 
termined  by  the  method  of  the  geometric  mean  distance.  They 
are  proportional  to  the  length  of  the  whole  wire  of  the  coil,  and 
may  be  expressed  as  numerical  quantities,  by  which  we  must 
multiply  the  length  of  the  wire  in  order  to  obtain  the  correction 
of  the  coefficient  of  self-induction. 
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Let  the  diameter  of  the  wire  be  d.  It  is  covered  with  insulating 
material,  and  wound  into  a  coil.  We  shall  suppose  that  the 
sections  of  the  wires  are  in  square  order,  as  in  Fig.  45,  and  that 
the  distance  between  the  axis  of  each  wire  and  that  of  the  next 
is  D,  whether  in  the  direction  of  the  breadth  or  the  depth  of  the 
coil.  D  is  evidently  greater  than  d. 

We  have  first  to  determine  the  excess  of  self-induction  of  unit  of 
length  of  a  cylindric  wire  of  diameter  d  over  that  of  unit  of  length 
of  a  square  wire  of  side  D,  or 

R  for  the  square 


2  log 


O 


o 


o 


R  for  the  circle 


=  2  (log—  +  0.1380606). 

The  inductive  action  of  the  eight  nearest 
round  wires  on  the  wire  under  consideration 
is  less  than  that  of  the  corresponding  eight 
square  wires  on  the  square  wire  in  the  middle 
by  2  x  (-01971). 

The  corrections  for  the  wires  at  a  greater 
distance  may  be  neglected,  and  the  total 
correction  may  be  written 

2  (log,  j-  4-  0.1  1835)- 

The  final  value  of  the  self-induction  is  therefore 
L  =  n2M+2l(log—  +  0.11835), 

where  n  is  the  number  of  windings,  and  I  the  length  of  the  wire, 
M  the  mutual  induction  of  two  circuits  of  the  form  of  the  mean 
wire  of  the  coil  placed  at  a  distance  R  from  each  other,  where  R  is 
the  mean  geometric  distance  between  pairs  of  points  of  the  section. 
D  is  the  distance  between  consecutive  wires,  and  d  the  diameter 
of  the  wire. 


O 


o 


o 


Fig.  45. 
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Magnetic  Potential  due  to  a  Circular  Current. 

694.]  THE  magnetic  potential  at  a  given  point,  due  to  a  circuit 
carrying  a  unit  current,  is  numerically  equal  to  the  solid  angle  sub 
tended  by  the  circuit  at  that  point;  see  Arts.  409,  485. 

When  the  circuit  is  circular,  the  solid  angle  is  that  of  a  cone 
of  the  second  degree,  which,  when  the  given  point  is  on  the  axis 
of  the  circle,  becomes  a  right  cone.  When  the  point  is  not  on 
the  axis,  the  cone  is  an  elliptic  cone,  and  its  solid  angle  is 
numerically  equal  to  the  area  of  the  spherical  ellipse  which  it  traces 
on  a  sphere  whose  radius  is  unity. 

This  area  can  be  expressed  in  finite  terms  by  means  of  elliptic 
integrals  of  the  third  kind.  We  shall  find  it  more  convenient  to 
expand  it  in  the  form  of  an  infinite  series  of  spherical  harmonics,  for 
the  facility  with  which  mathematical  operations  may  be  performed 
on  the  general  term  of  such  a  series 
more  than  counterbalances  the  trouble 
of  calculating  a  number  of  terms  suffi 
cient  to  ensure  practical  accuracy. 

For  the  sake  of  generality  we  shall 
assume  the  origin  at  any  point  on  the 
axis  of  the  circle,  that  is  to  say,  on 
the  line  through  the  centre  perpen 
dicular  to  the  plane  of  the  circle. 

Let  0  (Fig.  46)  be  the  centre  of  the 
circle,  C  the  point  on  the  axis  which 
we  assume  as  origin,  H  a  point  on  the 
circle. 

Describe  a  sphere  with  C  as  centre, 
and  CH  as  radius.     The  circle  will  lie 
on   this  sphere,   and  will  form  a  small 
angular  radius  a. 


Fig.  46. 

circle   of  the   sphere   of 
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Let  CH  =  c, 

OC  =  b  =  c  cos  a, 
OH  —  a  =  c  sin  a. 

Let  A  be  the  pole  of  the  sphere,  and  Z  any  point  on  the  axis,  and 
let  CZ  =  z. 

Let  R  be  any  point  in  space,  and  let  CR  =  r,  and  ACR  =  0. 

Let  P  be  the  point  where  CR  cuts  the  sphere. 

The  magnetic  potential  due  to  the  circular  current  is  equal  to 
that  due  to  a  magnetic  shell  of  strength  unity  bounded  by  the 
current.  As  the  form  of  the  surface  of  the  shell  is  indifferent, 
provided  it  is  bounded  by  the  circle,  we  may  suppose  it  to  coincide 
with  the  surface  of  the  sphere. 

We  have  shewn  in  Art.  670  that  if  V  is  the  potential  due  to  a 
stratum  of  matter  of  surface-density  unity,  spread  over  the  surface 
of  the  sphere  within  the  small  circle,  the  potential  due  to  a  mag 
netic  shell  of  strength  unity  and  bounded  by  the  same  circle  is 

I  d  ,      . 

0)  =  ---  T~(Tr)' 
c  clr  v 

We  have  in  the  first  place,  therefore,  to  find  V. 

Let  the  given  point  be  on  the  axis  of  the  circle  at  Z>  then  the 
part  of  the  potential  at  Z  due  to  an  element  dS  of  the  spherical 
surface  at  P  is  dS 


This  may  be  expanded  in  one  of  the  two  series  of  spherical  har- 
monies, 


or 


the  first  series  being  convergent  when  z  is  less  than  c,  and  the 
second  when  z  is  greater  than  c. 

Writing  dS  =  —c*dp  dfy, 

and  integrating  with  respect  to  $  between  the  limits  0  and  2?:, 
and  with  respect  to  />t  between  the  limits  cos  a  and  1,  we  find 

(1) 


or         =7r-0  c.      -i,  ..          (I7) 

Z    (.J 


By  the  characteristic  equation  of  Pi5 
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Hence  p,  dp  =  -rv         •  (2) 

JP  i(i+l)  d^ 

This  expression  fails  when  i  =  0,  but  since  P0  =  1, 


As  the  function  -y-^  occurs  in  every  part  of  this  investigation  we 

shall  denote  it  by  the  abbreviated  symbol  P/.     The  values  of  P  ' 
corresponding  to  several  values  of  i  are  given  in  Art.  698. 

We  are  now  able  to  write  down  the  value  of  V  for  any  point  R, 
whether  on  the  axis  or  not,  by  substituting  r  for  zt  and  multiplying 
each  term  by  the  zonal  harmonic  of  0  of  the  same  order.  For 
V  must  be  capable  of  expansion  in  a  series  of  zonal  harmonics  of  0 
with  proper  coefficients.  When  0  =  0  each  of  the  zonal  harmonics 
becomes  equal  to  unity,  and  the  point  R  lies  on  the  axis.  Hence 
the  coefficients  are  the  terms  of  the  expansion  of  V  for  a  point  on 
the  axis.  We  thus  obtain  the  two  series 


(4') 


or        =2l- 


695.]  We  may  now  find  o>,  the  magnetic  potential  of  the  circuit, 
by  the  method  of  Art.  670,  from  the  equation 


We  thus  obtain  the  two  series 

(6) 


The  series  (6)  is  convergent  for  all  values  of  r  less  than  c,  and  the 
series  (6')  is  convergent  for  all  values  of  r  greater  than  c.  At  the 
surface  of  the  sphere,  where  r  =  c,  the  two  series  give  the  same 
value  for  o>  when  6  is  greater  than  a,  that  is,  for  points  not 
occupied  by  the  magnetic  shell,  but  when  0  is  less  than  a,  that  is, 
at  points  on  the  magnetic  shell, 

o>'=  o>+  4  TT.  (7) 

If  we  assume  0,  the  centre  of  the  circle,  as  the  origin  of  co 

ordinates,  we  must  put  a  —  ^  ,  and  the  series  become 
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,  (s) 


where  the  orders  of  all  the  harmonics  are  odd  *. 

On  the  Potential  Energy  of  two  Circular  Currents. 

696.]    Let  us  begin  by  supposing  the  two  magnetic  shells  which 
are  equivalent  to  the  currents  to  be  portions  of  two  concentric  spheres, 


their  radii  being 


and  c2,  of  which 


is  the  greater  (Fig.  47). 


Let  us  also  suppose  that  the  axes  of  the  two  shells  coincide,  and 

that  ax  is  the  angle  subtended  by 
the  radius  of  the  first  shell,  and  a2 
the  angle  subtended  by  the  radius 
of  the  second  shell  at  the  centre  C. 

Let  <«>!  be  the  potential  due  to  the 
first  shell  at  any  point  within  it,  then 
the  work  required  to  carry  the  second 
shell  to  an  infinite  distance  is  the 
value  of  the  surface-integral 


Fig.  47. 
extended  over  the  second  shell. 


Hence 


or,  substituting  the  value  of  the  integrals  from  equation  (2),  Art.  694, 


M 


*  The  value  of  the  solid  angle  subtended  by  a  circle  may  be  obtained  in  a  more 
direct  way  as  follows.  — 

The  solid  angle  subtended  by  the  circle  at  the  point  Z  in  the  axis  is  easily  shewn 
to  be 


Expanding  this  expression  in  spherical  harmonics,  we  find 

=  27T  {(cosa  +  1)  +  (P,  (a)  cosa-P0  (a))  %&c.  +  (Pi(a)  cos  a  -P^,  (a))  ^  +  &c.  j 

'=  2ir  |(P0  (a)  cosa-Pi  (a))%  &c.  +  (Pi  (a)  cosa-Pi  +  j  (a))  J^  +  &c.  |, 


for  the  expansions  of  a;  for  points  on  the  axis  for  which  2  is  less  than  c  or  greater 
than  c  respectively.  These  results  can  easily  be  shewn  to  coincide  with  those  in  the 
text. 
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697.]  Let  us  next  suppose  that  the  axis  of  one  of  the  shells  is 
turned  about  C  as  a  centre,  so  that  it  now  makes  an  angle  6  with 
the  axis  of  the  other  shell  (Fig.  48).  We  have  only  to  introduce 
the  zonal  harmonics  of  0  into  this  expression  for  M,  and  we  find  for 
the  more  general  value  of  Mt 


This  'is  the  value  of  the  potential  energy  due  to  the  mutual 
action  of  two  circular  currents  of  unit  strength,  placed  so  that 
the  normals  through  the  centres  of  the  circles  meet  in  a  point  C 
in  an  angle  0,  the  distances  of  the  circumferences  of  the  circles  from 
the  point  C  being  c1  and  c2,  of  which  c^  is  the  greater. 

If  any  displacement  dx  alters  the  value 
of  M,  then  the  force  acting  in  the  direc- 

fl  ~M~ 

tion  of  the  displacement  is  X  =  —  — 

u/OS 

For  instance,  if  the  axis  of  one  of  the 
shells  is  free  to  turn  about  the  point  C, 
so  as  to  cause  0  to  vary,  then  the  moment 
of  the  force  tending  to  increase  6  is  0, 


where 


_ 
~ 


dM 


Fig.  48. 


Performing  the  differentiation,  and  remembering  that 


where  P/  has  the  same  signification  as  in  the  former  equations. 
0  =  -  4  7T2  sin2  oj  sin2  a2  sin  OcA\  ^-P/fa)  P^aJ  PJ(&)  +  &c. 


698.]  As  the  values  of  P/  occur  frequently  in  these  calculations 
the  following  table  of  values  of  the  first  six  degrees  may  be  useful. 
In  this  table  //,  stands  for  cos  6,  and  v  for  sin  0. 


P5'=  V 
P= 


x  a 
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699.]  It  is  sometimes  convenient  to  express  the  series  for  M  in 
terms  of  linear  quantities  as  follows  :  — 

Let  a  be  the  radius  of  the  smaller  circuit,  b  the  distance  of  its 
plane  from  the  origin,  and  c  =  v#2-f  #2. 

Let  A,  B,  and  C  be  the  corresponding  quantities  for  the  larger 
circuit. 

The  series  for  M  may  then  be  written, 

A* 

M=  1.2.7T2  —  02COS0 
J27? 

+  2.3.7T2-—  aH  (cos2  0-J  sin20) 


.. 

+  &C. 

If  we  make  6  =  0,  the  two  circles  become  parallel  and  on  the 
same  axis.  To  determine  the  attraction  between  them  we  may 
differentiate  M  with  respect  to  I.  We  thus  find 


700.]  In  calculating  the  effect  of  a  coil  of  rectangular  section 
we  have  to  integrate  the  expressions  already  found  with  respect 
to  A,  the  radius  of  the  coil,  and  B,  the  distance  of  its  plane  from 
the  origin,  and  to  extend  the  integration  over  the  breadth  and 
depth  of  the  coil. 

In  some  cases  direct  integration  is  the  most  convenient,  but 
there  are  others  in  which  the  following  method  of  approximation 
leads  to  more  useful  results. 

Let  P  be  any  function  of  x  and  y,  and  let  it  be  required  to  find 
the  value  of  P  where 


_  r+4*   r+hy 

Pxy-\         I        Pdxdy. 
J  -k*  J -ky 


In  this  expression  P  is  the  mean  value  of  P  within  the  limits  of 
integration. 

Let  P0  be  the  value  of  P  when  x  -  0  and  y  =  0,  then,  expanding 
P  by  Taylor's  Theorem, 


Wl*/  i*y 

Integrating  this  expression  between  the  limits,  and  dividing  the 
result  by  xy,  we  obtain  as  the  value  of  P, 
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In  the  case  of  the  coil,  let  the  outer  and  inner  radii  be 
and  A  —  \£  respectively,  and  let  the  distance  of  the  planes  of  the 
windings  from  the  origin  lie  between  £  +  lrj  and  -#—£77,  then  the 
breadth  of  the  coil  is  77,  and  its  depth  f,  these  quantities  being 
small  compared  with  A  or  C. 

In  order  to  calculate  the  magnetic  effect  of  such  a  coil  we  may 
write  the  successive  terms  of  the  series  as  follows  :  — 


&c.5  &c.  ; 


&cv  &c. 

The  quantities  6r0,  6?1,  ^2J  &c.  belong  to  the  large  coil.     The 
value  of  co  at  points  for  which  r  is  less  than  C  is 

co  =  -27T+  2  £0-  <VA(0)-  £2r2P2(0)-&c. 
The  quantities  ^,  ^2,  &c.  belong  to  the  small  coil.     The  value  of 
a/  at  points  for  which  r  is  greater  than  c  is 

<•>'=  ^ 

The  potential  of  the  one  coil  with  respect  to  the  other  when  the 
total  current  through  the  section  of  each  coil  is  unity  is 
M= 


To  find  M  ly  Elliptic  Integrals. 

701.]  When  the  distance  of  the  circumferences  of  the  two  circles 
is  moderate  as  compared  with  the  radii  of  the  smaller,  the  series 
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already  given  do  not  converge  rapidly.  In  every  case,  however,  we 
may  find  the  value  of  M  for  two  parallel  circles  by  elliptic  integrals. 
For  let  b  be  the  length  of  the  line  joining  the  centres  of  the  circles, 
and  let  this  line  be  perpendicular  to  the  planes  of  the  two  circles, 
and  let  A  and  a  be  the  radii  of  the  circles,  then 


cos  e   , 
M  =  n  -  dsds', 

the  integration  being  extended  round  both  curves. 
In  this  case, 


Jf  = 


=  ad(f>, 
Aa  cos  ((/)  —  <£')  d(f)  d<j>' 


where  c  = 

and  F  and  E  are  complete  elliptic  integrals  to  modulus  c. 
From  this,  remembering  that 


_ 

dc       c  v          y 
and  that  c  is  a  function  of  bt  .we  find 


If  rx  and  r2  denote  the  greatest  and  least  values  of  r, 
rf  =  (A  +  a)2  +  1\         r2  =  (A-  a)2  +  1\ 

¥ 

and  if  an  angle  y  be  taken  such  that  cos  y  =  —  > 


where  J^v  and  ^Y  denote  the  complete  elliptic  integrals  of  the  first 
and  second  kind  whose  modulus  is  sin  y. 

If  A  =  a,  cot  y  =  —,  and 

u  a/ 


The  quantity  -jj~  represents  the  attraction  between  two  parallel 
circular  circuits,  the  current  in  each  being  unity. 
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On  account  of  the  importance  of  the  quantity  M  in  electro 
magnetic  calculations  the  values  of  log  (M / lit *>/ Aa),  which  is  a 
function  of  c  and  therefore  of  y  only,  have  been  tabulated  for 
intervals  of  6'  in  the  value  of  the  angle  y  between  60  and  90 
degrees.  The  table  will  be  found  in  an  appendix  to  this  chapter. 

Second  Expression  for  M. 
An  expression  for  M,  which  is  sometimes  more  convenient,  is  got 

by  making  c-,  =  — -,  in  which  case 

J  *    *      fi+f,1 


*M=  8 

A 

To  draw  the  Lines  of  Magnetic  Force  for  a  Circular  Current. 

702.]  The  lines  of  magnetic  force  are  evidently  in  planes  passing 
through  the  axis  of  the  circle,  and  in  each  of  these  lines  the  value 
of  M  is  constant. 

Calculate   the   value   of    K6  =  7™ ^ — ^    from   Legendre's 

(/'sine  —  Asinfl) 

tables  for  a  sufficient  number  of  values  of  0. 

Draw  rectangular  axes  of  x  and  z  on  the  paper,  and,  with  centre 
at  the  point  x  =  \a  (sin  0  +  cosec0),  draw  a  circle  with  radius 
\a  (cosec  6  —  sin  6).  For  all  points  of  this  circle  the  value  of  c±  will 
be  sin  0.  Hence,  for  all  points  of  this  circle, 

i-r-     1  1     M2Ke 

M=8irVAa—7=:,     and    A  =  — —^ 

2 


Now  A  is  the  value  of  x  for  which  the  value  of  M  was  found. 
Hence,  if  we  draw  a  line  for  which  x  =  A,  it  will  cut  the  circle 
in  two  points  having  the  given  value  of  M. 

Giving  M  a  series  of  values  in  arithmetical  progression,  the 
values  of  A  will  be  as  a  series  of  squares.  Drawing  therefore  a 
series  of  lines  parallel  to  z,  for  which  x  has  the  values  found  for  A, 
the  points  where  these  lines  cut  the  circle  will  be  the  points  where 
the  corresponding  lines  of  force  cut  the  circle. 

*  [The  second  expression  for  M  may  be  deduced  from  the  first  by  means  of  the 
following  transformations  in  Elliptic  Integrals  : — 

If  Vl-c2  =  i^-,     or     c 

then  F  (c) 
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If  we  put  m  =  8ira,  and  M  =  nm,  then 

A  =  x  =  %2Z"^. 
We  may  call  n  the  index  of  the  line  of  force. 

The  forms  of  these  lines  are  given  in  Fig.  XVIII  at  the  end  of 
this  volume.  They  are  copied  from  a  drawing  given  by  Sir  W. 
Thomson  in  his  paper  on  'Vortex  Motion "*.' 

703.]  If  the  position  of  a  circle  having  a  given  axis  is  regarded 
as  defined  by  b,  the  distance  of  its  centre  from  a  fixed  point  on 
the  axis,  and  a,  the  radius  of  the  circle,  then  M,  the  coefficient 
of  induction  of  the  circle  with  respect  to  any  system  whatever 
of  magnets  or  currents,  is  subject  to  the  following  equation, 
d?M       d2M  _  1  dM 
~dtf~  +  ~W~  ~aH^''       ' 

To  prove  this,  let  us  consider  the  number  of  lines  of  magnetic 
force  cut  by  the  circle  when  a  or  I  is  made  to  vary. 

(l)  Let  a  become  a  +  ba,  b  remaining  constant.  During  this 
variation  the  circle,  in  expanding,  sweeps  over  an  annular  surface 
in  its  own  plane  whose  breadth  is  ba. 

If  V  is  the  magnetic  potential  at  any  point,  and  if  the  axis  of  y 
be  parallel  to  that  of  the  circle,  then  the  magnetic  force  perpen- 

dV 
dicular  to  the  plane  of  the  ring  is  —  • 

To  find  the  magnetic  induction  through  the  annular  surface  we 

have  to  integrate  /*27r    _     dV  ,. 

/     aba  —  d0, 
Jo  dy 

where  0  is  the  angular  position  of  a  point  on  the  ring. 

But   this  quantity  represents  the   variation  of  M  due  to  the 

variation  of  a,  or  -= —  ba.     Hence 
da 


—  =  /     a^-dd.  (2) 

da      JQ      dy 

(2)  Let  b  become  b  +  §b,  while  a  remains  constant.  During  this 
variation  the  circle  sweeps  over  a  cylindric  surface  of  radius  a  and 
length  bb. 

The  magnetic  force  perpendicular  to  this  surface  at  any  point  is 

dF 

-r—  ,  where  r  is  the  distance  from  the  axis.     Hence 

dr 

dM 


db 

Differentiating   equation  (2)  with   respect   to   a,  and  (3)  with 
respect  to  b,  we  get 

*  Trans.  R.  8.  Edin.,  vol.  xxv.  p.  217  (1869). 
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d*M      [*«dr  .       P"  d27  . 

— —  =/      -rde  +       a-j-j-dO,  (4) 

da2       JQ     dy          JQ       drdy 

d27    _d  ,. 

-j-j-dB.  (5) 

drdy 


Hence  ~  +  ^  =  /      r^*  (6) 

da*          do*       JQ     dy 

IdM 

=  -•—,  by  (2). 
a  da       J   v  J 

Transposing  the  last  term  we  obtain  equation  (1). 

Coefficient  of  Induction  of  Two  Parallel  Circles  when  the  Distance  be 
tween  the  Arcs  is  small  compared  with  the  Radius  of  either  Circle. 
704.]  We  might  deduce  the  value  of  M  in  this  case  from  the 

expansion  of  the  elliptic  integrals  already  given  when  their  modulus 

is  nearly  unity.     The  following  method,  however,  is  a  more  direct 

application  of  electrical  principles. 

First  Approximation. 

Let  a  and  a  +  c  be  the  radii  of  the  circles  and  b  the  distance 
between  their  planes,  then  the  shortest  distance  between  their 
circumferences  is  given  by 

We  have  to  find  the  magnetic  induction  through  the  one  circle  due 
to  a  unit  current  in  the  other. 

We  shall  begin  by  supposing  the  two  circles  to  be  in  one  plane. 
Consider  a  small  element  bs  of  the  circle  whose  radius  is  a  +  c.  At 
a  point  in  the  plane  of  the  circle,  distant  p  from  the  centre  of  bs, 
measured  in  a  direction  making  an  angle  0  with  the  direction  of 
bs,  the  magnetic  force  is  perpendicular  to  the  plane  and  equal  to 

—,  sin  0  bs. 
P 

To  calculate  the  surface  integral  of  this  force  over  the  space 
which  lies  within  the  circle  of  radius  a  we  must  find  the  value 

of  the  integral  r^  rrt  sjn  Q 

2bs  I      I 

where  rlt  r2  are  the  roots  of  the  equation 

viz.  r-L  =  (a  +  c)  sin  0  +  \/(a  +  c)2  sin2  0  —  c2  —  2 ac, 

r2  =  (a  +  c)  smO—\/(a  +  c)2  sin2 0  —  c2  —  2  ac, 

and 
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When  c  is  small  compared  to  a  we  may  put 

rl  —  2  a  sin  0, 

r2  =  c/sinO. 
Integrating  with  regard  to  p  we  have 

2bs  I  "iog(—  sin20).sin0d<9  =  2  85  (log  —  —  2),  nearly. 
We  thus  find  for  the  whole  induction 


Since  the  magnetic  force  at  any  point,  the  distance  of  which 
from  a  curved  wire  is  small  compared  with  the  radius  of  curvature, 
is  nearly  the  same  as  if  the  wire  had  been  straight,  we  can  calculate 
the  difference  between  the  induction  through  the  circle  whose 
radius  is  a—  c  and  the  circle  A  by  the  formula 

MaA-Mac=  47r0{logtf-log/-}. 

Hence  we  find  the  value  of  the  induction  between  A  and  a  to  be 

MAa=  4  IT  a  (log  80—  logr—  2) 
approximately,  provided  /  is  small  compared  with  a. 

705.]  Since  the  mutual  induction  between  two  windings  of  the 
same  coil  is  a  very  important  quantity  in  the  calculation  of  ex 
perimental  results,  I  shall  now  describe  a  method  by  which  the 
approximation  to  the  value  of  M  for  this  case  can  be  carried  to  any 
required  degree  of  accuracy. 

We  shall  assume  that  the  value  of  M  is  of  the  form 


where    A  = 


and        B= 

where  a  and  a  +  cv  are  the  radii  of  the  circles,  and  y  the  distance 
between  their  planes. 

We  have  to  determine  the  values  of  the  coefficients  A  and  B. 
It  is  manifest  that  only  even  powers  of  y  can  occur  in  these  quan 
tities,  because,  if  the  sign  of  y  is  reversed,  the  value  of  M  must 
remain  the  same. 

We  get  another  set  of  conditions  from  the  reciprocal  property 
of  the  coefficient  of  induction,  which  remains  the  same  whichever 
circle  we  take  as  the  primary  circuit.  The  value  of  M  must  there- 
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fore  remain  the  same  when  we  substitute  a  +  x  for  a,  and  —  x  for  a? 
in  the  above  expression. 

We  thus  find  the  following  conditions  of  reciprocity  by  equating 
the  coefficients  of  similar  combinations  of  x  and  y> 

4  =  1-4,  ^=1-2-^, 

4  =-4  -4,        £9  =  j-44+4  -£2  -J08, 

,/  '_        j'       //  '  7?'  —  J  '       7?  '      ~R'> 

•"3  —  —  -^2  —     3  »  3  —  2  —  •*32  —  -°3  ' 

--  .+  A,, 


From  the  general  equation  of  M,  Art.  70S, 
<Z2M       d2M         1     ^l/ 

_      [      _  ___  __    -    Q 

dx*          dy*        a  -j-  x  dx 
we  obtain  another  set  of  conditions, 

24+2^3  =  4, 
24+2^2+64+2^3  =  24; 


1  +  2.3A"n+2.3A"n+1  =  (n-2)An', 
&c.; 

4J2+    4  =  2 


Solving  these  equations  and  substituting  the  values  of  the  co 
efficients,  the  series  for  M  becomes 


*  [This  result  may  be  obtained  directly  by  the  method  suggested  in  Art.  704, 
viz.  by  the  expansions  of  the  elliptic  integrals  in  the  expression  for  M  found  in 
Art.  701.  See  Cayley's  Elliptic  Functions,  Art.  75.] 
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To  find  the  form  of  a  coil  for  which  the  coefficient  of  self-in 
duction  is  a  maximum,  the  total  length  and  thickness  of  the 
wire  being  given. 

706.]  Omitting  the  corrections  of  Art.  705,  we  find  by  Art.  673 
L  -  4     2/1     —  _  2"! 

where  n  is  the  number  of  windings  of  the  wire,  a  is  the  mean 
radius  of  the  coil,  and  R  is  the  geometrical  mean  distance  of  the 
transverse  section  of  the  coil  from  itself.  See  Art.  690.  If  this 
section  is  always  similar  to  itself,  R  is  proportional  to  its  linear 
dimensions,  and  n  varies  as  R2. 

Since  the  total  length  of  the  wire  is  2  IT  an,  a  varies  inversely 

as  n.     Hence 

dn         dR  da  dR 

—  =  2  -Tj-  >      and     —  =  —  2  -^-  > 
n  R  a  R 

and  we  find  the  condition  that  L  may  be  a  maximum 

.       Sa 
log  -g  =  £. 

If  the  transverse  section  of  the  coil  is  circular,  of  radius  c,  then, 

by  Art.  692,  R 

logT=-i, 

Sa 
and  log  —  =  Y, 

whence  a  =  3.22  cj 

or,  the  mean  radius  of  the  coil  should  be  3.22  times  the  radius  of 
the  transverse  sectiori  of  the  coil  in  order  that  such  a  coil  may  have 
the  greatest  coefficient  of  self-induction.  This  result  was  found  by 
Gauss  *. 

If  the  channel  in  which  the  coil  is  wound  has  a  square  transverse 
section,  the  mean  diameter  of  the  coil  should  be  3.7  times  the  side 
of  the  square  section. 

*  WerJce,  Gottingen  edition,  1867,  vol.  v.  p.  622. 
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Table  of  the  values  of  log  -   — —   (Art.  701). 


Loff   M 

M 

Lo£T          " 

M 

T  .y-v^c 

Jjt'&    f  — 
±-nVAa 

4irVAa 

±TrVAa 

60°  0' 

T-4994783 

63°  30' 

T-5963782 

67°  0' 

T-6927081 

6' 

1.5022651 

36' 

T-5991329 

6' 

1-6954642 

12' 

1.5050505 

42' 

1.6018871 

12' 

1-6982209 

18' 

1.5078345 

48' 

1.6046408 

18' 

1.7009782 

24' 

T.5106173 

54' 

1.6073942 

24' 

1.7037362 

30' 

T.5133989 

64°  0' 

1.6101472 

30' 

1.7064949 

36' 

T.5161791 

6' 

1.6128998 

36' 

T.7092544 

42' 

1.5189582 

12' 

1.6156522 

42' 

T-7120146 

48' 

1.5217361 

18' 

1.6184042 

48' 

T-7147756 

54' 

T.5245128 

24' 

1-6211560 

54' 

1-7175375 

61°  0' 

T.5272883 

30' 

T-6239076 

68°  0' 

1-7203003 

6' 

1.5300628 

36' 

T-6266589 

6' 

1-7230640 

12' 

T.5328361 

42' 

-6294101 

12' 

1-7258286 

18' 

T.5356084 

48' 

-6321612 

18' 

T-7285942 

24' 

1.5383796 

54' 

-6349121 

24' 

T-7313609 

30' 

1.5411498 

65°  0' 

"-6376629 

30' 

1-7341287 

36' 

T.5439190 

6' 

-6404137 

36' 

1-7368975 

42' 

T.5466872 

12' 

~-6431645 

42' 

1-7396675 

48' 

1.5494545 

18' 

-6459153 

48' 

T-7424387 

54' 

1.5522209 

24' 

•6486660 

54' 

T-7452111 

62°  0' 

1.5549864 

30' 

T-6514169 

69°  0' 

1-7479848 

6' 

1.5577510 

36' 

1-6541678 

6' 

1-7507597 

12' 

1.5605147 

42' 

1-6569189 

12' 

T-7535361 

18' 

1-5632776 

48' 

1-6596701 

18' 

T-7563138 

24' 

1-5660398 

54' 

1-6624215 

24' 

T-7590929 

30' 

1-5688011 

66°  0' 

1-6651732 

30' 

1-7618735 

36' 

1-5715618 

6' 

1-6679250 

36' 

1-7646556 

42' 

1-5743217 

12' 

1-6706772 

42' 

•7674392 

48' 

1-5770809 

18' 

1-6734296 

48' 

•7702245 

54' 

1-5798394 

24' 

1-6761824 

54' 

•7730114 

63°  0' 

1-5825973 

30' 

1-6789356 

70°  0' 

•7758000 

6' 

1-5853546 

36' 

1-6816891 

6' 

"•7785903 

12' 

1-5881113 

42' 

1-6844431 

12' 

•7813823 

18' 

1-5908675 

48' 

1-6871976 

18' 

1-7841762 

24' 

1-5936231 

54' 

1-6899526 

24' 

T-7869720 
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Log  —  r- 
irrVAa 

M 

T  ,f\ff           . 

M 

I  .r\r* 

J-'Og       ' 

4irVAa 

J-^^5      
47lVZ^ 

70°  30' 

1-7897696 

75°  0' 

1-9185141 

79°  30' 

-0576136 

36' 

1-7925692 

6' 

1-9214613 

36' 

-0609037 

42' 

1-7953709 

12' 

1.9244135 

42' 

-0642054 

48' 

1-7981745 

18' 

1-9273707 

48' 

-0675187 

54' 

1-8009803 

24' 

1-9303330 

54' 

-0708441 

71°  0' 

1-8037882 

30' 

1-9333005 

80°  0' 

.0741816 

6' 

1-8065983 

36' 

1-9362733 

6' 

-0775316 

12' 

1-8094107 

42' 

1-9392515 

12' 

-0808944 

18' 

1-8122253 

48' 

1-9422352 

18' 

-0842702 

24' 

1-8150423 

54' 

1-9452246 

24' 

-0876592 

30' 

T-8178617 

76°  0' 

1-9482196 

30' 

•0910619 

36' 

1-8206836 

6' 

1-9512205 

36' 

-0944784 

42' 

1-8235080 

12' 

1-9542272 

42' 

-0979091 

48' 

1-8263349 

18' 

1-9572400 

48' 

-1013542 

54' 

T-8291645 

24' 

1-9602590 

54' 

-1048142 

72°  0' 

1-8319967 

30' 

1-9632841 

81°  0' 

-1082893 

6' 

T-8348316 

36' 

1-9663157 

6' 

-1117799 

12' 

1-8376693 

42' 

1-9693537 

12' 

-1152863 

18' 

1-8405099 

48' 

1-9723983 

18' 

-1188089 

24' 

1-8433534 

54' 

1-9754497 

24' 

-1223481 

30' 

1-8461998 

77°  0' 

1-9785079 

30' 

•1259043 

36' 

T-8490493 

6' 

1-9815731 

36' 

•1294778 

42' 

T-8519018 

12' 

1-9846454 

42' 

•1330691 

48' 

1-8547575 

18' 

1-9877249 

48' 

•1366786 

54' 

1-8576164 

24' 

1-9908118 

54' 

•1403067 

73°  0' 

1-8604785 

30' 

1-9939062 

82°  0' 

-1439539 

6' 

T-8633440 

36' 

1-9970082 

6' 

•1476207 

12' 

T-8662129 

42' 

-0001181 

12' 

•1513075 

18' 

T-8690852 

48' 

-0032359 

18' 

-1550149 

24' 

T-8719611 

54' 

-0063618 

24' 

•1587434 

30' 

1-8748406 

78°  0' 

•0094959 

30' 

•1624935 

36' 

1-8777237 

6' 

•0126385 

36' 

•1662658 

42' 

1-8806106 

12' 

•0157896 

42' 

•1700609 

48' 

T-8835013 

18' 

•0189494 

48' 

•1738794 

54' 

1-8863958 

24' 

•0221181 

54' 

•1777219 

74°  0' 

T-8892943 

30' 

•0252959 

83°  0' 

•1815890 

6' 

1-8921969 

36' 

•0284830 

6' 

•1854815 

12' 

1-8951036 

42' 

•0316794 

12' 

•1894001 

18' 

1-8980144 

48' 

•0348855 

18' 

•1933455 

24' 

1-9009295 

54' 

•0381014 

24' 

•1973184 

30' 

1-9038489 

79°  0' 

•0413273 

30' 

•2013197 

36' 

T-9067728 

6' 

•0445633 

36' 

•2053502 

42' 

T-9097012 

12' 

•0478098 

42' 

-2094108 

48' 

T-9126341 

18' 

•0510668 

48' 

•2135026 

54' 

T-9155717 

24' 

•0543347 

54' 

•2176259 
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M 

T  s^*»           . 

M 

M 

°°*«VA^ 

°g47rVZ^ 

84°  0' 

•2217823 

86°  0' 

•3139097 

88°  0' 

•4385420 

6' 

•2259728 

6' 

•3191092 

6' 

•4465341 

12' 

•2301983 

12' 

•3243843 

12' 

•4548064 

18' 

•2344600 

18' 

•3297387 

18' 

•4633880 

24' 

•2387591 

24' 

•3351762 

24' 

•4723127 

30' 

•2430970 

L    30' 

•3407012 

30' 

•4816206 

36' 

•2474748 

36' 

•3463184 

36' 

•4913595 

42' 

•2518940 

42' 

•3520327 

42' 

•5015870 

48' 

•2563561 

48' 

•3578495 

48' 

•5123738 

54' 

•2608626 

54' 

•3637749 

54' 

•5238079 

85°  0' 

•2654152 

87°  0' 

•3698153 

89°  0' 

•5360007 

6' 

•2700156 

6' 

•3759777 

6' 

•5490969 

12' 

•2746655 

12' 

•3822700 

12' 

•5632886 

18' 

•2793670 

18' 

•3887006 

18' 

•5788406 

24' 

•2841221 

24' 

•3952792 

24' 

•5961320 

30' 

•2889329 

30' 

•4020162 

30' 

•6157370 

36' 

•2938018 

36' 

•4089234 

36' 

•6385907 

42' 

•2987312 

42' 

•4160138 

42' 

•6663883 

48' 

•3037238 

48' 

•4233022 

48' 

•7027765 

54' 

•3087823 

54' 

•4308053 

54' 

•7586941 

[APPENDIX    II. 

In  the  very  important  case  of  two  circular  coaxal  coils  Lord  JRayleigh 
has  suggested  in  the  use  of  the  foregoing  tables  a  very  convenient 
formula  of  approximation.  The  formula,  applicable  to  any  number  of 
variables,  occurs  in  Mr.  Merrifield's  Report  on  Quadratures  and  Inter 
polation  to  the  British  Association,  1880,  and  is  attributed  to  the  late 
Mr.  H.  J.  Purkiss.  In  the  present  instance  the  number  of  variables  is 
four. 

Let  n,  n'  be  the  number  of  windings  in  the  coils. 
a,  a  the  radii  of  their  central  windings. 
b  the  distance  between  their  centres. 
2  h,  2h'  the  radial  breadths  of  the  coils. 
2k,  2k'  the  axial  breadths. 

Also  let  f(a,  a,  b)  be  the  coefficient  of  mutual  induction  for  the  central 
windings.     Then  the  coefficient  of  mutual  induction  of  the  two  coils  is 
'f(a  +  h,a',b)+f(a-h,a',b) 
+/(«,  cf  +  h',  b)+f(a,  a'-h',  b) 

a',b  +  k')+f(a,a,b-k') 


[APPENDIX   III. 

Self-induction  of  a  circular  coll  of  rectangular  section. 

If  a  denote  the  mean  radius  of  a  coil  of  n  windings  whose  axial 
breadth  is  b  and  radial  breadth  is  c,  then  the  self-induction,  as  calculated 
by  means  of  the  series  of  Art.  705,  may  be  thrown  into  the  form 

L= 

where 


1    c4  „  137.       1   6«  .  137. 
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ELECTROMAGNETIC    INSTRUMENTS. 

Galvanometers. 

707.]  A  GALVANOMETER  is  an  instrument  by  means  of  which  an 
electric  current  is  indicated  or  measured  by  its  magnetic  action. 

When  the  instrument  is  intended  to  indicate  the  existence  of  a 
feeble  current,  it  is  called  a  Sensitive  Galvanometer. 

When  it  is  intended  to  measure  a  current  with  the  greatest 
accuracy  in  terms  of  standard  units,  it  is  called  a  Standard  Galva 
nometer. 

All  galvanometers  are  founded  on  the  principle  of  Schweigger's 
Multiplier,  in  which  the  current  is  made  to  pass  through  a  wire, 
which  is  coiled  so  as  to  pass  many  times  round  an  open  space, 
within  which  a  magnet  is  suspended,  so  as  to  produce  within  this 
space  an  electromagnetic  force,  the  intensity  of  which  is  indicated 
by  the  magnet. 

In  sensitive  galvanometers  the  coil  is  so  arranged  that  its 
windings  occupy  the  positions  in  which  their  influence  on  the 
magnet  is  greatest.  They  are  therefore  packed  closely  together 
in  order  to  be  near  the  magnet. 

Standard  galvanometers  are  constructed  so  that  the  dimensions 
and  relative  positions  of  all  their  fixed  parts  may  be  accurately 
known,  and  that  any  small  uncertainty  about  the  position  of  the 
moveable  parts  may  introduce  the  smallest  possible  error  into  the 
calculations. 

In  constructing  a  sensitive  galvanometer  we  aim  at  making  the 
field  of  electromagnetic  force  in  which  the  magnet  is  suspended  as 
intense  as  possible.  In  designing  a  standard  galvanometer  we 
wish  to  make  the  field  of  electromagnetic  force  near  the  magnet 
as  uniform  as  possible,  and  to  know  its  exact  intensity  in  terms 
of  the  strength  of  the  current. 
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On  Standard  Galvanometers. 

708.]  In  a  standard  galvanometer  the  strength  of  the  current 
has  to  be  determined  from  the  force  which  it  exerts  on  the  sus 
pended  magnet.  Now  the  distribution  of  the  magnetism  within 
the  magnet,  and  the  position  of  its  centre  when  suspended,  are  not 
capable  of  being  determined  with  any  great  degree  of  accuracy. 
Hence  it  is  necessary  that  the  coil  should  be  arranged  so  as  to 
produce  a  field  of  force  which  is  very  nearly  uniform  throughout 
the  whole  space  occupied  by  the  magnet  during  its  possible  motion. 
The  dimensions  of  the  coil  must  therefore  in  general  be  much  larger 
than  those  of  the  magnet. 

By  a  proper  arrangement  of  several  coils  the  field  of  force  within 
them  may  be  made  much  more  uniform  than  when  one  coil  only 
is  used,  and  the  dimensions  of  the  instrument  may  be  thus  reduced 
and  its  sensibility  increased.  The  errors  of  the  linear  measurements, 
however,  introduce  greater  uncertainties  into  the  values  of  the 
electrical  constants  for  small  instruments  than  for  large  ones.  It 
is  therefore  best  to  determine  the  electrical  constants  of  small 
instruments,  not  by  direct  measurement  of  their  dimensions,  but 
by  an  electrical  comparison  with  a  large  standard  instrument,  of 
which  the  dimensions  are  more  accurately  known;  see  Art.  752. 

In  all  standard  galvanometers  the  coils  are  circular.  The  channel 
in  which  the  coil  is  to  be  wound  is  carefully  turned.  Its  breadth 


Fig.  49. 

is  made  equal  to  some  multiple,  n,  of  the  diameter  of  the  covered 
wire.     A  hole  is  bored  in  the  side  of  the  channel  where  the  wire  is 

Y  % 
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to  enter,  and  one  end  of  the  covered  wire  is  pushed  out  through 
this  hole  to  form  the  inner  connexion  of  the  coil.  The  channel  is 
placed  on  a  lathe,  and  a  wooden  axis  is  fastened  to  it ;  see  Fig.  49. 
The  end  of  a  long  string  is  nailed  to  the  wooden  axis  at  the  same 
part  of  the  circumference  as  the  entrance  of  the  wire.  The  whole 
is  then  turned  round,  and  the  wire  is  smoothly  and  regularly  laid 
on  the  bottom  of  the  channel  till  it  is  completely  covered  by  n 
windings.  During  this  process  the  string  has  been  wound  n  times 
round  the  wooden  axis,  and  a  nail  is  driven  into  the  string  at  the 
ftth  turn.  The  windings  of  the  string  should  be  kept  exposed 
so  that  they  can  easily  be  counted.  The  external  circumference 
of  the  first  layer  of  windings  is  then  measured  and  a  new  layer 
is  begun,  and  so  on  till  the  proper  number  of  layers  has  been 
wound  on.  The  use  of  the  string  is  to  count  the  number  of 
windings.  If  for  any  reason  we  have  to  unwind  part  of  the  coil, 
the  string  is  also  unwound,  so  that  we  do  not  lose  our  reckoning 
of  the  actual  number  of  windings  of  the  coil.  The  nails  serve 
to  distinguish  the  number  of  windings  in  each  layer. 

The  measure  of  the  circumference  of  each  layer  furnishes  a  test 
of  the  regularity  of  the  winding,  and  enables  us  to  calculate  the 
electrical  constants  of  the  coil.  For  if  we  take  the  arithmetic  mean 
of  the  circumferences  of  the  channel  and  of  the  outer  layer,  and 
then  add  to  this  the  circumferences  of  all  the  intermediate  layers, 
and  divide  the  sum  by  the  number  of  layers,  we  shall  obtain  the 
mean  circumference,  and  from  this  we  can  deduce  the  mean  radius 
of  the  coil.  The  circumference  of  each  layer  may  be  measured  by 
means  of  a  steel  tape,  or  better  by  means  of  a  graduated  wheel 
which  rolls  on  the  coil  as  the  coil  revolves  in  the  process  of 
winding.  The  value  of  the  divisions  of  the  tape  or  wheel  must 
be  ascertained  by  comparison  with  a  straight  scale. 

709.]  The  moment  of  the  force  with  which  a  unit  current  in 
the  coil  acts  upon  the  suspended  apparatus  may  be  expressed  in 
the  series  ^  ^  sin  Q+G^  sin  6  P2'  (0)  +  &c., 

where  the  coefficients  G  refer  to  the  coil,  and  the  coefficients  g  to 
the  suspended  apparatus,  0  being  the  angle  between  the  axis  of 
the  coil  and  that  of  the  suspended  apparatus  ;  see  Art.  700. 

When  the  suspended  apparatus  is  a  thin  uniformly  and  longi 
tudinally  magnetized  bar  magnet  of  length  2 1  and  strength  unity, 
suspended  by  its  middle, 

=2l,     <7   =  0,     <73=2/3,  &c. 
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The  values  of  the  coefficients  for  a  magnet  of  length  2  1  magnetized 
in  any  other  way  are  smaller  than  when  it  is  magnetized  uni 
formly. 

710.]  When  the  apparatus  is  used  as  a  tangent  galvanometer, 
the  coil  is  fixed  with  its  plane  vertical  and  parallel  to  the  direction 
of  the  earth's  magnetic  force.  The  equation  of  equilibrium  of  the 
magnet  is  in  this  case 


where  mg^  is  the  magnetic  moment  of  the  magnet,  H  the  horizontal 
component  of  the  terrestrial  magnetic  force,  and  y  the  strength 
of  the  current  in  the  coil.  When  the  length  of  the  magnet  is 
small  compared  with  the  radius  of  the  coil  the  terms  after  the  first 
in  G  and  g  may  be  neglected,  and  we  find 

TT 

y  =  ~  Cot  6. 

The  angle  usually  measured  is  the  deflexion,  b,  of  the  magnet 
which  is  the  complement  of  0,  so  that  cot  0  =  tan  8. 

The  current  is  thus  proportional  to  the  tangent  of  the  deviation, 
and  the  instrument  is  therefore  called  a  Tangent  Galvanometer. 

Another  method  is  to  make  the  whole  apparatus  moveable  about 
a  vertical  axis,  and  to  turn  it  till  the  magnet  is  in  equilibrium  with 
its  axis  parallel  to  the  plane  of  the  coil.  If  the  angle  between  the 
plane  of  the  coil  and  the  magnetic  meridian  is  S,  the  equation  of 
equilibrium  is 


H 

whence  y  —  —^  -  -  —  -  sm  o. 

(^-&c.) 

Since  the  current  is  measured  by  the  sine  of  the  deviation,  the 
instrument  when  used  in  this  way  is  called  a  Sine  Galvanometer. 

The  method  of  sines  can  be  applied  only  when  the  current  is 
so  steady  that  we  can  regard  it  as  constant  during  the  time  of 
adjusting  the  instrument  and  bringing  the  magnet  to  equi 
librium. 

711.]  We  have  next  to  consider  the  arrangement  of  the  coils 
of  a  standard  galvanometer. 

The  simplest  form  is  that  in  which  there  is  a  single  coil,  and 
the  magnet  is  suspended  at  its  centre. 

Let  A  be  the  mean  radius  of  the  coil,  £  its  depth,  rj  its  breadth, 
and  n  the  number  of  windings,  the  values  of  the  coefficients  are 
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£4  =  0,  &c. 
The  principal  correction  is  that  arising  from  G3  .     The  series 


becomes  G^  (l  -  3  -^  —  (cos20-|  sin20))  • 

•"•  9i 

The  factor  of  correction  will  differ  most  from  unity  when  the 
magnet  is  uniformly  magnetized  and  when  0  =  0.  In  this  case  it 

I2 

becomes  1  —  3—.     It  vanishes  when  tan  0=2,  or  when  the  de- 
A* 

flexion  is  tan"1!,  or  26°34/.  Some  observers,  therefore,  arrange 
their  experiments  so  as  to  make  the  observed  deflexion  as  near 
this  angle  as  possible.  The  best  method,  however,  is  to  use  a 
magnet  so  short  compared  with  the  radius  of  the  coil  that  the 
correction  may  be  altogether  neglected. 

The  suspended  magnet  is  carefully  adjusted  so  that  its  centre 
shall  coincide  as  nearly  as  possible  with  the  centre  of  the  coil.  If, 
however,  this  adjustment  is  not  perfect,  and  if  the  coordinates  of 
the  centre  of  the  magnet  relative  to  the  centre  of  the  coil  are  as,  y,  z, 
z  being  measured  parallel  to  the  axis  of  the  coil,  the  factor  of 

a*+f-2z\ 
correction  is  (  1  +  f  -  -42  --  )  ' 

When  the  radius  of  the  coil  is  large,  and  the  adjustment  of  the 
magnet  carefully  made,  we  may  assume  that  this  correction  is 
insensible. 

Gaugain's  Arrangement. 

712.]  In  order  to  get  rid  of  the  correction  depending  on  £3 
Gaugain  constructed  a  galvanometer  in  which  this  term  was  ren 
dered  zero  by  suspending  the  magnet,  not  at  the  centre  of  the 
coil,  but  at  a  point  on  the  axis  at  a  distance  from  the  centre  equal 
to  half  the  radius  of  the  coil.  The  form  of  £3  is 


and,  since  in  this  arrangement  IB  =  \A>   Gz  =  0. 

This  arrangement  would  be  an  improvement  on  the  first  form 
if  we  could  be  sure  that  the  centre  of  the  suspended  magnet  is 
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exactly  at  the  point  thus  defined.  The  position  of  the  centre  of  the 
magnet,  however,  is  always  uncertain,  and  this  uncertainty  intro 
duces  a  factor  of  correction  of  unknown  amount  depending  on  (72  and 

of  the  form  (l  •—•§•  —  ),  where  z  is  the  unknown  excess  of  distance 
of  the  centre  of  the  magnet  from  the  plane  of  the  coil.  This 

correction  depends  on  the  first  power  of  —  .     Hence  Gaugain's  coil 

jL 

with  eccentrically  suspended  magnet  is  subject  to  far  greater  un 
certainty  than  the  old  form. 

Helmholtz's  Arrangement. 

713.]  Helmholtz  converted  Gaugain's  galvanometer  into  a  trust 
worthy  instrument  by  placing  a  second  coil,  equal  to  the  first,  at 
an  equal  distance  on  the  other  side  of  the  magnet. 

By  placing  the  coils  symmetrically  on  both  sides  of  the  magnet 
we  get  rid  at  once  of  all  terms  of  even  order. 

Let  A  be  the  mean  radius  of  either  coil,  the  distance  between 
their  mean  planes  is  made  equal  to  A,  and  the  magnet  is  suspended 
at  the  middle  point  of  their  common  axis.  The  coefficients  are 


=s 

1-"   5/5^         * 
G2  =  -0, 
G   =  0.0512 


3  V5A5 


=  -0.73728     "* 


where  n  denotes  the  number  of  windings  in  both  coils  together. 

It  appears  from  these  results  that  if  the  section  of  the  coils  be 
rectangular,  the  depth  being  f  and  the  breadth  77,  the  value  of 
6r3,  as  corrected  for  the  finite  size  of  the  section,  will  be  small,  and 
will  vanish,  if  £2  is  to  if  as  36  to  31. 

It  is  therefore  quite  unnecessary  to  attempt  to  wind  the  coils 
upon  a  conical  surface,  as  has  been  done  by  some  instrument  makers, 
for  the  conditions  may  be  satisfied  by  coils  of  rectangular  section, 
which  can  be  constructed  with  far  greater  accuracy  than  coils 
wound  upon  an  obtuse  cone. 

The  arrangement  of  the  coils  in  Helmholtz's  double  galvanometer 
is  represented  in  Fig.  53,  Art.  725. 
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The  field  of  force  due  to  the  double  coil  is  represented  in  section 
in  Fig.  XIX  at  the  end  of  this  volume. 

Galvanometer  of  Four  Coils. 

714.]  By  combining  four  coils  we  may  get  rid  of  the  coefficients 
^2'  ^3>  ^4»  ^6»  an^  ^e*  ^or  by  any  symmetrical  combinations 
we  get  rid  of  the  coefficients  of  even  orders.  Let  the  four  coils 
be  parallel  circles  belonging  to  the  same  sphere,  corresponding 
to  angles  Q,  <fr,  TT  —  $,  and  TT — 0. 

Let  the  number  of  windings  on  the  first  and  fourth  coil  be  n, 
and  the  number  on  the  second  and  third  pn.  Then  the  condition 
that  #3  =  0  for  the  combination  gives 

n  sin2  0  P3'  (0)  +pn  sin2  $ P3'  (<£)  =  0,  ( 1 ) 

and  the  condition  that  G5  =  0  gives 

Putting  sin20  =  x     and     sin2</>=y,  (3) 

and  expressing  P3'  and  P5'  (Art.  698)  in  terms  of  these  quantities, 
the  equations  (l)  and  (2)  become 

4# — 5x2  +  ^py — 5jt?y2  =  0,  (4) 

Taking  twice  (4)  from  (5)3  and  dividing  by  3,  we  get 

Hence,  from  (4)  and  (6), 

x  5x—4:       x2  7 x—Q 

and  we  obtain 

,  Ix—  6  32      7cc— 6 


a?  — 4)3 

Both  x  and  y  are  the  squares  of  the  sines  of  angles  and  must 
therefore  lie  between  0  and  1 .  Hence,  either  x  is  between  0  and  ^, 
in  which  case  y  is  between  f  and  1,  and  p  between  oo  and  |f, 
or  else  x  is  between  f  and  1,  in  which  case  y  is  between  0  and 
Y,  and  p  between  0  and  f  |. 

Galvanometer  of  Three  Coils. 

715.]  The  most  convenient  arrangement  is  that  in  which  x  =  1. 
Two  of  the  coils  then  coincide  and  form  a  great  circle  of  the  sphere 
whose  radius  is  C.  The  number  of  windings  in  this  compound 
coil  is  64.  The  other  two  coils  form  small  circles  of  the  sphere. 
The  radius  of  each  of  them  is  V^C.  The  distance  of  either  ot 
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them  from  the  plane  of  the  first  is  y%  C.     The  number  of  windings 
on  each  of  these  coils  is  49. 

1  20 

The  value  of  G1  is  —  —  • 
C/ 

This  arrangement  of  coils  is  represented  in  Fig.  5  1  . 


Fig.  50. 

Since  in  this  three-coiled  galvanometer  the  first  term  after  Gl 
which  has  a  finite  value  is  G7,  a  large  portion  of  the  sphere  on 
whose  surface  the  coils  lie  forms  a  field  of  force  sensibly  uniform. 

If  we  could  wind  the  wire  over  the  whole  of  a  spherical  surface, 
as  described  in  Art.  672,  we  should  obtain  a  field  of  perfectly 
uniform  force.  It  is  practically  impossible,  however,  to  distribute 
the  windings  on  a  spherical  surface  with  sufficient  accuracy,  even 
if  such  a  coil  were  not  liable  to  the  objection  that  it  forms  a  closed 
surface,  so  that  its  interior  is  inaccessible. 

By  putting  the  middle  coil  out  of  the  circuit,  and  making  the 
current  flow  in  opposite  directions  through  the  two  side  coils,  we 
obtain  a  field  of  force  which  exerts  a  nearly  uniform  action  in 
the  direction  of  the  axis  on  a  magnet  or  coil  suspended  within  it, 
with  its  axis  coinciding  with  that  of  the  coils  ;  see  Art.  673.  For 
in  this  case  all  the  coefficients  of  odd  orders  disappear,  and  since 


Hence  the  expression  for  the  magnetic  potential  near  the  centre 
of  the  coil  becomes 

y       P6  (0)  +&c. 
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On  the  Proper  Thickness  of  the  Wire  of  a  Galvanometer,  the  External 
Resistance  being  given. 

716.]  Let  the  form  of  the  channel  in  which  the  galvanometer 
coil  is  to  be  wound  be  given,  and  let  it  be  required  to  determine 
whether  it  ought  to  be  filled  with  a  long  thin  wire  or  with  a  shorter 
thick  wire. 

Let  I  be  the  length  of  the  wire,  y  its  radius,  y  +  b  the  radius 
of  the  wire  when  covered,  p  its  specific  resistance,  g  the  value  of 
G  for  unit  of  length  of  the  wire,  and  r  the  part  of  the  resistance 
which  is  independent  of  the  galvanometer. 

The  resistance  of  the  galvanometer  wire  is 


;r 

y 


The  volume  of  the  coil  is 


The  electromagnetic  force  is  y  G,  where  y  is  the  strength  of  the 
current  and  G  =  gl. 

If  E  is  the  electromotive  force  acting  in  the  circuit  whose 
resistance  is  R  +  r,  E  =  y  (R  +  r). 

The  electromagnetic  force  due  to  this  electromotive  force  is 


which  we  have  to  make  a  maximum  by  the  variation  of  y  and  1. 
Inverting  the  fraction,  we  find  that 


is  to  be  made  a  minimum,     Hence 

p  dy      rdl 
2  -  -4  +  -70-  =  0- 

vf        I2 

If  the  volume  of  the  coil  remains  constant 

-0 

~ 


Eliminating  dl  and  dy,  we  obtain 

p  y  +  b  __.r 
TT  ~  l 

r 


or  -TT 

E         y 

Hence  the  thickness  of  the  wire  of  the  galvanometer  should  be 
such  that  the  external  resistance  is  to  the  resistance  of  the  gal 
vanometer  coil  as  the  diameter  of  the  covered  wire  to  the  diameter 
of  the  wire  itself. 
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On  Sensitive  Galvanometers. 

717.]  In  the  construction  of  a  sensitive  galvanometer  the  aim 
of  every  part  of  the  arrangement  is  to  produce  the  greatest  possible 
deflexion  of  the  magnet  by  means  of  a  given  small  electromotive 
force  acting  between  the  electrodes  of  the  coil. 

The  current  through  the  wire  produces  the  greatest  effect  when 
it  is  placed  as  near  as  possible  to  the  suspended  magnet.  The 
magnet,  however,  must  be  left  free  to  oscillate,  and  therefore  there 
is  a  certain  space  which  must  be  left  empty  within  the  coil.  This 
defines  the  internal  boundary  of  the  coil. 

Outside  of  this  space  each  winding  must  be  placed  so  as  to  have 
the  greatest  possible  effect  on  the  magnet.  As  the  number  of 
windings  increases,  the  most  advantageous  positions  become  filled 
up,  so  that  at  last  the  increased  resistance  of  a  new  winding 
diminishes  the  effect  of  the  current  in  the  former  windings  more 
than  the  new  winding  itself  adds  to  it.  By  making  the  outer 
windings  of  thicker  wire  than  the  inner  ones  we  obtain  the  greatest 
magnetic  effect  from  a  given  electromotive  force. 

718.]  We  shall  suppose  that  the  windings  of  the  galvanometer 
are  circles,  the  axis  of  the  galvanometer  passing  through  the  centres 
of  these  circles  at  right  angles  to  their  planes. 

Let  r  sin  6  be  the  radius  of  one  of  these  circles,  and  r  cos  6  the 
distance  of  its  centre  from  the  centre  of  the  galvanometer,  then, 
if  /  is  the  length  of  a  portion  of  wire  coinciding  with  this  circle, 
and  y  the  current  which  flows  in  it,  the 
magnetic  force  at  the  centre  of  the  gal 
vanometer  resolved  in  the  direction  of 
the  axis  is  sin  Q 

y'-js- 

If  we  write         r2  =  x2  sin#,  (1) 

this  expression  becomes  y  —  • 

x 

Hence,  if  a  surface  be  constructed 
similar  to  those  represented  in  section 
in  Fig.  51,  whose  polar  equation  is 

7-2  =  x*  sintf,  (2) 

where  x^  is  any  constant,  a  given  length 
of  wire  bent  into  the  form  of  a  circular 
arc  will  produce  a  greater  magnetic 
effect  when  it  lies  within  this  surface  than  when  it  lies  outside  it. 
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It  follows  from  this  that  the  outer  surface  of  any  layer  of  wire 
ought  to  have  a  constant  value  of  so,  for  if  x  is  greater  at  one  place 
than  another  a  portion  of  wire  might  be  transferred  from  the  first 
place  to  the  second,  so  as  to  increase  the  force  at  the  centre  of  the 
galvanometer. 

The  whole  force  due  to  the  coil  is  y  G,  where 


G 


-I 


the  integration  being  extended  over  the  whole  length  of  the  wire, 
sc  being  considered  as  a  function  of  I. 

719.]  Let  y  be  the  radius  of  the  wire,  its  transverse  section  will 
be  Try2.  Let  p  be  the  specific  resistance  of  the  material  of  which 
the  wire  is  made  referred  to  unit  of  volume,  then  the  resistance  of  a 

length  I  is  — — ,  and  the  whole  resistance  of  the  coil  is 


where  y  is  considered  a  function  of  I. 

Let  Y2  be  the  area  of  the  quadrilateral  whose  angles  are  the 
sections  of  the  axes  of  four  neighbouring  wires  of  the  coil  by  a 
plane  through  the  axis,  then  Y2l  is  the  volume  occupied  in  the  coil 
by  a  length  I  of  wire  together  with  its  insulating  covering,  and 
including  any  vacant  space  necessarily  left  between  the  windings 
of  the  coil.  Hence  the  whole  volume  of  the  coil  is 


(5) 

where  Fis  considered  a  function  of  I. 

But  since  the  coil  is  a  figure  of  revolution 

or,  expressing  r  in  terms  of  x,  by  equation  (2), 

F=  2 TT  I    z2(sm6)%da;de.  (7) 

Now  2  7i  /    (sin  6)%  dO  is  a  numerical  quantity,  call  it  N,  then 

F=  i^#3—  F0,  (8) 

where    F0    is    the   volume   of    the    interior    space    left    for    the 
magnet. 

Let  us  now  consider  a  layer  of  the  coil  contained  between  the 
surfaces  x  and  x  -f  dx. 
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The  volume  of  this  layer  is 


(9) 
where  dl  is  the  length  of  wire  in  this  layer. 

This  gives  us  dl  in  terms  of  dx.     Substituting  this  in  equations 
(3)  and  (4),  we  find  dx 


(11) 

where  dG  and  dE  represent  the  portions  of  the  values  of  G  and  of 
R  due  to  this  layer  of  the  coil. 

Now  if  E  be  the  given  electromotive  force, 


where  r  is  the  resistance  of  the  external  part  of  the  circuit,  in 
dependent  of  the  galvanometer,  and  the  force  at  the  centre  is 


C1 

We  have  therefore  to  make  -=- — ^  a  maximum,  by  properly  ad 
justing  the  section  of  the  wire  in  each  layer.  This  also  necessarily 
involves  a  variation  of  Y  because  Y  depends  on  y. 

Let  6r0  and  R0  be  the  values  of  G  and  of  R  -f  r  when  the  given 
layer  is  excluded  from  the  calculation.  We  have  then 

Cr  (jrn  +  dG 

,   (12) 


and  to  make  this  a  maximum  by  the  variation  of  the  value  ofy  for 
the  given  layer  we  must  have 

6    •  03) 


fl 

Since   dx  is  very  small  and   ultimately   vanishes,  -—  will  be 

sensibly,  and  ultimately  exactly,  the  same  whichever  layer  is  ex 
cluded,  and  we  may  therefore  regard  it  as  constant.  We  have 
therefore,  by  (10)  and  (11), 


p  %2  ,         Y  dy\  r 

~  -T  (l  +  —  l4)  =  -7T-  =  constant.  (14) 

w  y         y  &*        @ 

If  the  method  of  covering  the  wire  and  of  winding  it  is  such 
that  the  proportion  between  the  space  occupied  by  the  metal  of 
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the  wire  bears  the  same  proportion  to  the  space  between  the  wires 
whether  the  wire  is  thick  or  thin,  then 


9   d 

and  we  must  make  both  y  and  T  proportional  to  %,  that  is  to  say, 
the  diameter  of  the  wire  in  any  layer  must  be  proportional  to  the 
linear  dimension  of  that  layer. 

If  the  thickness  of  the  insulating-  covering-  is  constant  and  equal 
to  fl,  and  if  the  wires  are  arranged  in  square  order, 

Y=2(y  +  b),  (15) 

and  the  condition  is 

*2(2j/  +  a)  =  constant.  (16) 

y 

In  this  case  the  diameter  of  the  wire  increases  with  the  diameter 
of  the  layer  of  which  it  forms  part,  but  not  in  so  high  a  ratio. 

If  we  adopt  the  first  of  these  two  hypotheses,  which  will  be  nearly 
true  if  the  wire  itself  nearly  fills  up  the  whole  space,  then  we  may 
put  y  =  ax,  Y=P&, 

where  a  and  ft  are  constant  numerical  quantities,  and 


a2  ft2 


where  a  is  a  constant  depending  upon  the  size  and  form  of  the  free 
space  left  inside  the  coil. 

Hence,  if  we  make  the  thickness  of  the  wire  vary  in  the  same 
ratio  as  SB,  we  obtain  very  little  advantage  by  increasing  the  ex 
ternal  size  of  the  coil  after  the  external  dimensions  have  become 
a  large  multiple  of  the  internal  dimensions. 

720.]  If  increase  of  resistance  is'  not  regarded  as  a  defect,  as 
when  the  external  resistance  is  far  greater  than  that  of  the  gal 
vanometer,  or  when  our  only  object  is  to  produce  a  field  of  intense 
force,  we  may  make  y  and  Y  constant.  We  have  then 


.1    N 
=  * 


where  a  is  a  constant  depending  on  the  vacant  space  inside  the 
coil.  In  this  case  the  value  of  G  increases  uniformly  as  the 
dimensions  of  the  coil  are  increased,  so  that  there  is  no  limit  to 
the  value  of  G  except  the  labour  and  expense  of  making  the  coil. 


722.] 
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On  Suspended*  Coils. 

721.]  In  the  ordinary  galvanometer  a  suspended  magnet  is  acted 
on  by  a  fixed  coil.  But  if  the  coil  can  be  suspended  with  sufficient 
delicacy,  we  may  determine  the  action  of  the  magnet,  or  of  another 
coil  on  the  suspended  coil,  by  its  deflexion  from  the  position  of 
equilibrium. 

We  cannot,  however,  introduce  the  electric  current  into  the  coil 
unless  there  is  metallic  connexion  between  the  electrodes  of  the 
battery  and  those  of  the  wire  of  the  coil.  This  connexion  may  be 
made  in  two  different  ways,  by  the  Bifilar  Suspension,  and  by  wires 
in  opposite  directions. 

The  bifilar  suspension  has  already  been  described  in  Art.  459 
as  applied  to  magnets.  The  arrangement  of  the  upper  part  of  the 
suspension  is  shewn  in  Fig.  54.  When  applied  to  coils,  the  two 
fibres  are  no  longer  of  silk  but  of  metal,  and  since  the  torsion  of 
a  metal  wire  capable  of  supporting  the  coil  and  transmitting  the 
current  is  much  greater  than  that  of  a  silk  fibre,  it  must  be  taken 
specially  into  account.  This  suspension  has  been  brought  to  great 
perfection  in  the  instruments  constructed  by  M.  Weber. 

The  other  method  of  suspension  is  by  means  of  a  single  wire 
which  is  connected  to  one  extremity  of  the  coil.  The  other  ex 
tremity  of  the  coil  is  connected  to  another  wire  which  is  made 
to  hang  down,  in  the  same  vertical  straight  line  with  the  first  wire, 
into  a  cup  of  mercury,  as  is  shewn  in  Fig.  56,  Art.  726.  In  certain 
cases  it  is  convenient  to  fasten  the  extremities  of  the  two  wires  to 
pieces  by  which  they  may  be  tightly  stretched,  care  being  taken 
that  the  line  of  these  wires  passes 
through  the  centre  of  gravity  of  the 
coil.  The  apparatus  in  this  form 
may  be  used  when  the  axis  is  not 
vertical ;  see  Fig.  52. 

722.]  The  suspended  coil  may  be 
used  as  an  exceedingly  sensitive  gal 
vanometer,  for,  by  increasing  the  in 
tensity  of  the  magnetic  force  in  the 
field  in  which  it  hangs,  the  force  due 
to  a  feeble  current  in  the  coil  may 
be  greatly  increased  without  adding 
to  the  mass  of  the  coil.  The  map-- 

T71'  f  f\ 

netic  force  for  this  purpose  may  be 

produced  by  means  of  permanent  magnets,   or  by  electromagnets 
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excited  by  an  auxiliary  current,  and  it  may  be  powerfully  concen 
trated  on  the  suspended  coil  by  means  of  soft  iron  armatures.  Thus, 
in  Sir  W.  Thomson's  recording  apparatus,  Fig.  52,  the  coil  is  sus 
pended  between  the  opposite  poles  of  the  electromagnets  N  and  S, 
and  in  order  to  concentrate  the  lines  of  magnetic  force  on  the  ver 
tical  sides  of  the  coil,  a  piece  of  soft  iron,  D,  is  fixed  between  the 
poles  of  the  magnets.  This  iron  becoming  magnetized  by  induc 
tion,  produces  a  very  powerful  field  of  force,  in  the  intervals  between 
it  and  the  two  magnets,  through  which  the  vertical  sides  of  the 
coil  are  free  to  move,  so  that  the  coil,  even  when  the  current 
through  it  is  very  feeble,  is  acted  on  by  a  considerable  force 
tending  to  turn  it  about  its  vertical  axis. 

723.1  Another  application  of  the  suspended  coil  is  to  determine, 
by  comparison  with  a  tangent  galvanometer,  the  horizontal  com 
ponent  of  terrestrial  magnetism. 

The  coil  is  suspended  so  that  it  is  in  stable  equilibrium  when 
its  plane  is  parallel  to  the  magnetic  meridian.  A  current  y  is 
passed  through  the  coil  and  causes  it  to  be  deflected  into  a  new 
position  of  equilibrium,  making  an  angle  0  with  the  magnetic 
meridian.  If  the  suspension  is  bifilar,  the  moment  of  the  couple 
which  produces  this  deflexion  is  FsinO,  and  this  must  be  equal  to 
Hygcos  0,  where  H  is  the  horizontal  component  of  terrestrial  mag 
netism,  7  is  the  current  in  the  coil,  and  g  is  the  sum  of  the  areas  of 
all  the  windings  of  the  coil.  Hence 

F 
Hy  —  -  tan  0. 

9 

If  A  is  the  moment  of  inertia  of  the  coil  about  its  axis  of  sus 
pension,  and  T  the  time  of  a  single  vibration, 

FT2  = 


T1 

and  we  obtain  Hy  =  -^-  tan  0. 

If  the  same  current  passes  through  the  coil  of  a  tangent  galvano 
meter,  and  deflects  the  magnet  through  an  angle  <£, 


where  G  is  the  principal  constant  of  the  tangent  galvanometer,  Art  .  7  1  0 
From  these  two  equations  we  obtain 


TT         / 

=  TV 


AGtan.d  TT          /A  tan  0  tan 


This  method  was  given  by  F.  Kohlrausch  *. 

*  Pogg.,  Ann.  cxxxviii,  Feb.  1869. 
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724.]  Sir  William  Thomson  has  constructed  a  single  instrument 
by  means  of  which  the  observations  required  to  determine  //and  y 
may  be  made  simultaneously  by  the  same  observer. 

The  coil  is  suspended  so  as  to  be  in  equilibrium  with  its  plane 
in  the  magnetic  meridian,  and  is  deflected  from  this  position 
when  the  current  flows  through  it.  A  very  small  magnet  is  sus 
pended  at  the  centre  of  the  coil,  and  is  deflected  by  the  current  in 
the  direction  opposite  to  that  of  the  deflexion  of  the  coil.  Let  the 
deflexion  of  the  coil  be  0,  and  that  of  the  magnet  0,  then  the 
variable  part  of  the  energy  of  the  system  is 

Hyg  sine  +  myG  sin  (O—fy—Hm  cos  0  —  .Fcos  6. 

Differentiating  with  respect  to  0  and  0,  we  obtain  the  equa 
tions  of  equilibrium  of  the  coil  and  of  the  magnet  respectively 


=  0, 
=  0. 

From  these  equations  we  find,  by  eliminating  //or  y,  a  quadratic 
equation  from  which  y  or  H  may  be  found.  If  m,  the  magnetic 
moment  of  the  suspended  magnet,  is  very  small,  we  obtain  the 
following  approximate  values, 

H  =  ~  A   /—4G  sin  6  cos  (d—  0)          m  G  cos  (0  —  0) 
TV  g  cos  6  sin  0  "      g         cos0 


_  —  A  sin"0  sin0  m  sin  0 

T    'V       (fy  COS  0  COS  (0  —  0)  ~~  2  ~ff~  COS0  ' 

In  these  expressions  G  and  g  are  the  principal  electric  constants 
of  the  coil,  A  its  moment  of  inertia,  T  its  time  of  vibration,  m  the 
magnetic  moment  of  the  magnet,  //  the  intensity  of  the  horizontal 
magnetic  force,  y  the  strength  of  the  current,  0  the  deflexion  of  the 
coil,  and  0  that  of  the  magnet. 

Since  the  deflexion  of  the  coil  is  in  the  opposite  direction  to  the 
deflexion  of  the  magnet,  these  values  of  H  and  y  will  always  be 
real. 

Weber's  Electrodynamometer. 

725.]  In  this  instrument  a  small  coil  is  suspended  by  two  wires 
within  a  larger  coil  which  is  fixed.  When  a  current  is  made  to 
flow  through  both  coils,  the  suspended  coil  tends  to  place  itself 
parallel  to  the  fixed  coil.  This  tendency  is  counteracted  by  the 
moment  of  the  forces  arising  from  the  bifilar  suspension,  and  it  is 
also  affected  by  the  action  of  terrestrial  magnetism  on  the  sus 
pended  coil. 

VOL.  II.  Z 
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In  the  ordinary  use  of  the  instrument  the  planes  of  the  two  coils 
are  nearly  at  right  angles  to  each  other,  so  that  the  mutual  action 
of  the  currents  in  the  coils  may  be  as  great  as  possible,  and  the 
plane  of  the  suspended  coil  is  nearly  at  right  angles  to  the  magnetic 
meridian,  so  that  the  action  of  terrestrial  magnetism  may  be  as 
small  as  possible. 

Let  the  magnetic  azimuth  of  the  plane  of  the  fixed  coil  be  a, 
and  let  the  angle  which  the  axis  of  the  suspended  coil  makes  with 
the  plane  of  the  fixed  coil  be  0-f  /3,  where  /3  is  the  value  of  this 
angle  when  the  coil  is  in  equilibrium  and  no  current  is  flowing, 
and  0  is  the  deflexion  due  to  the  current.  The  equation  of  equi 
librium  is 

Ggy1-y2cos(0  +  p)-Ryy2sm(e  +  !3  +  a)-FsiRe  =  0. 

Let  us  suppose  that  the  instrument  is  adjusted  so  that  a  and  ft 
are  both  very  small,  and  that  Hgy^  is  small  compared  with  F. 
We  have  in  this  case,  approximately, 

G  22  sin 


~F  F  F*  F2 

If  the  deflexions  when  the  signs  of  yl  and  y2  are  changed  are 
as  follows,  ei  when  yl  is  4-  and  y2  +  , 


a 

I72 


04  53  —  >»    *         +J 

then  we  find 


71  72  =     Gffcosfi     aD    l  +  an   2"an   3~an  *' 
If  it  is  the  same  current  which  flows  through  both  coils  we  may  put 
yl  y2  =  y2,  and  thus  obtain  the  value  of  y. 

When  the  currents  are  not  very  constant  it  is  best  to  adopt  this 
method,  which  is  called  the  Method  of  Tangents. 

If  the  currents  are  so  constant  that  we  can  adjust  /3,  the  angle 
of  the  torsion-head  of  the  instrument,  we  may  get  rid  of  the 
correction  for  terrestrial  magnetism  at  once  by  the  method  of  sines. 
In  this  method  /3  is  adjusted  till  the  deflexion  is  zero,  so  that 

0=-/3. 

If  the  signs  of  yl  and  y2  are  indicated  by  the  suffixes  of  /3  as 
before, 


=  —  Fsin  /34  =  —  Gg  yt  y2—  Eg  y2  sin  a, 

-r> 

and  7i  72  =  ~  j-£  -  (sin  ft  +  sin  ft  -  sin  ft  ~  sin  ft)- 
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Jfig.  53. 
Z  2 
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This  is  the  method  adopted  by  Mr.  Latimer  Clark  in  his  use 
of  the  instrument  constructed  by  the  Electrical  Committee  of  the 
British  Association.  We  are  indebted  to  Mr.  Clark  for  the  drawing 
of  the  electrodynamometer  in  Figure  53,  in  which  Helmholtz's 
arrangement  of  two  coils  is  adopted  both  for  the  fixed  and  for  the 
suspended  coil*.  The  torsion-head  of  the  instrument,  by  which 
the  bifilar  suspension  is  adjusted,  is  represented  in  Fig.  54.  The 


Fig.  54. 

equality  of  the  tension  of  the  suspension  wires  is  ensured  by  their 
being  attached  to  the  extremities  of 'a  silk  thread  which  passes  over 
a  wheel,  and  their  distance  is  regulated  by  two  guide-wheels,  which 
can  be  set  at  the  proper  distance.  The  suspended  coil  can  be  moved 
vertically  by  means  of  a  screw  acting  on  the  suspension-wheel, 
and  horizontally  in  two  directions  by  the  sliding  pieces  shewn  at 
the  bottom  of  Fig.  54.  It  is  adjusted  in  azimuth  by  means  of  the 
torsion-screw,  which  turns  the  torsion-head  round  a  vertical  axis 
(see  Art.  459).  The  azimuth  of  the  suspended  coil  is  ascertained 
by  observing  the  reflexion  of  a  scale  in  the  mirror,  shewn  just 
beneath  the  axis  of  the  suspended  coil. 

*  In  the  actual  instrument,  the  wires  conveying  the  current  to  and  from  the  coils 
are  not  spread  out  as  displayed  in  the  figure,  but  are  kept  as  close  together  as  pos 
sible,  so  as  to  neutralize  each  other's  electromagnetic  action. 
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The  instrument  originally  constructed  by  Weber  is  described  in 
his  Elektrodynamische  Naasbestimmungen.  It  was  intended  for  the 
measurement  of  small  currents,  and  therefore  both  the  fixed  and 
the  suspended  coils  consisted  of  many  windings,  and  the  suspended 
coil  occupied  a  larger  part  of  the  space  within  the  fixed  coil  than  in 
the  instrument  of  the  British  Association,  which  was  primarily  in 
tended  as  a  standard  instrument,  with  which  more  sensitive  instru 
ments  might  be  compared.  The  experiments  which  he  made  with 
it  furnish  the  most  complete  experimental  proof  of  the  accuracy  of 
Ampere's  formula  as  applied  to  closed  currents,  and  form  an  im 
portant  part  of  the  researches  by  which  Weber  has  raised  the 
numerical  determination  of  electrical  quantities  to  a  very  high  rank 
as  regards  precision. 

Weber's  form  of  the  electrodynamometer,  in  which  one  coil  is 
suspended  within  another,  and  is  acted  on  by  a  couple  tending 
to  turn  it  about  a  vertical  axis,  is  probably  the  best  fitted  for 
absolute  measurements.  A  method  of  calculating  the  constants  of 
such  an  arrangement  is  given  in  Art.  697. 

726.]  If,  however,  we  wish,  by  means  of  a  feeble  current,  to 
produce  a  considerable  electromagnetic  force,  it  is  better  to  place 
the  suspended  coil  parallel  to  the  fixed  coil,  and  to  make  it  capable 
of  motion  to  or  from  it. 

The  suspended  coil  in  Dr.  Joule's 
current- weigher,  Fig.  55,  is  horizontal, 
and  capable  of  vertical  motion,  and  the 
force  between  it  and  the  fixed  coil  is 
estimated  by  the  weight  which  must 
be  added  to  or  removed  from  the  coil 
in  order  to  bring  it  to  the  same  relative 
position  with  respect  to  the  fixed  coil 
that  it  has  when  no  current  passes. 

The  suspended  coil  may  also  be 
fastened  to  the  extremity  of  the  hori-  . 

zontal  arm  of  a  torsion-balance,  and 
may  be  placed  between  two  fixed  coils,  one  of  which  attracts  it, 
while  the  other  repels  it,  as  in  Fig.  56. 

By  arranging  the  coils  as  described  in  Art.  729,  the  force  acting 
on  the  suspended  coil  may  be  made  nearly  uniform  within  a  small 
distance  of  the  position  of  equilibrium. 

Another  coil  may  be  fixed  to  the  other  extremity  of  the  arm 
of  the  torsion-balance  and  placed  between  two  fixed  coils.  If  the 
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two  suspended  coils  are  similar,  but  with  the  current  flowing-  in 
opposite   directions,   the   effect   of   terrestrial   magnetism   on   the 


Fig.  56. 

position  of  the  arm  of  the  torsion-balance  will  be  completely 
eliminated. 

727.]  If  the  suspended  coil  is  in  the  shape  of  a  long  solenoid, 
and  is  capable  of  moving  parallel  to  its  axis,  so  as  to  pass  into 
the  interior  of  a  larger  fixed  solenoid  having  the  same  axis,  then. 
if  the  current  is  in  the  same  direction  in  both  solenoids,  the  sus 
pended  solenoid  will  be  sucked  into  the  fixed  one  by  a  force  which 
will  be  nearly  uniform  as  long  as  none  of  the  extremities  of  the 
solenoids  are  near  one  another. 

728.]  To  produce  a  uniform  longitudinal  force  on  a  small  coil 
placed  between  two  equal  coils  of  much  larger  dimensions,  we 
should  make  the  ratio  of  the  diameter  of  the  large  coils  to  the  dis 
tance  between  their  planes  that  of  2  to  A/3.  If  we  send  the  same 
current  through  these  coils  in  opposite  directions,  then,  in  the  ex 
pression  for  o>,  the  terms  involving  odd  powers  of  r  disappear,  and 
since  sin2  a  =  f-  and  cos2  a  =  f,  the  term  involving  r*  disappears 
also,  and  we  have  as  the  variable  part  of  o> 


which  indicates  a  nearly  uniform  force  on  a  small  suspended  coil. 
The  arrangement  of  the  coils  in  this  case  is  that  of  the  two  outer 
coils  in  the  galvanometer  with  three  coils,  described  at  Art.  715. 
See  Fig.  50. 
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729.]  If  we  wish  to  suspend  a  coil  between  two  coils  placed 
so  near  it  that  the  distance  between  the  mutually  acting  wires  is 
small  compared  with  the  radius  of  the  coils,  the  most  uniform  force 
is  obtained  by  making  the  radius  of  either  of  the  outer  coils  exceed 

that  of  the  middle  one  by  -—=  of  the  distance  between  the  planes 

V  3 

of  the  middle  and  outer  coils.  This  follows  from  the  expression 
proved  in  Art.  704  for  the  mutual  induction  between  two  circular 
currents. 
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730.]  So  many  of  the  measurements  of  electrical  quantities 
depend  on  observations  of  the  motion  of  a  vibrating  body  that  we 
shall  devote  some  attention  to  the  nature  of  this  motion,  and  the 
best  methods  of  observing-  it. 

The  small  oscillations  of  a  body  about  a  position  of  stable  equi 
librium  are,  in  general,  similar  to  those  of  a  point  acted  on  by 
a  force  varying  directly  as  the  distance  from  a  fixed  point.  In 
the  case  of  the  vibrating  bodies  in  our  experiments  there  is  also 
a  resistance  to  the  motion,  depending  on  a  variety  of  causes,  such 
as  the  viscosity  of  the  air,  and  that  of  the  suspension  fibre.  In 
many  electrical  instruments  there  is  another  cause  of  resistance, 
namely,  the  reflex  action  of  currents  induced  in  conducting  circuits 
placed  near  vibrating  magnets.  These  currents  are  induced  by  the 
motion  of  the  magnet,  and  their  action  on  the  magnet  is,  by  the 
law  of  Lenz,  invariably  opposed  to  its  motion.  This  is  in  many 
cases  the  principal  part  of  the  resistance. 

A  metallic  circuit,  called  a  Damper,  is  sometimes  placed  near 
a  magnet  for  the  express  purpose  of  damping  or  deadening  its 
vibrations.  We  shall  therefore  speak  of  this  kind  of  resistance 
as  Damping. 

In  the  case  of  slow  vibrations,  such  as  can  be  easily  observed, 
the  whole  resistance,  from  whatever  causes  it  may  arise,  appears 
to  be  proportional  to  the  velocity.  It  is  only  when  the  velocity 
is  much  greater  than  in  the  ordinary  vibrations  of  electromagnetic 
instruments  that  we  have  evidence  of  a  resistance  proportional  to 
the  square  of  the  velocity. 

We  have  therefore  to  investigate  the  motion  of  a  body  subject 
to  an  attraction  varying  as  the  distance,  and  to  a  resistance  varying 
as  the  velocity. 


73I-] 
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731.]  The  following1  application,  by  Professor  Tait  *,  of  the 
principle  of  the  Hodograph,  enables  us  to  investigate  this  kind 
of  motion  in  a  very  simple  manner  by  means  of  the  equiangular 
spiral. 

Let  it  be  required  to  find  the  acceleration  of  a  particle  which 
describes  a  logarithmic  or  equiangular  spiral  with  uniform  angular 
velocity  <o  about  the  pole. 

The  property  of  this  spiral  is,  that  the  tangent  PT  makes  with 
the  radius  vector  PS  a  constant  angle  a. 

If  v  is  the  velocity  at  the  point  P,  then 

v  .  sin  a  =  co  .  SP. 

Hence,  if  we  draw  SP*  parallel  to  PT  and  equal  to  SP,  the  velocity 
at  P  will  be  given  both  in  magnitude  and  direction  by 


v  = 


sin  a 


SP'. 


Fig.  57. 

Hence  P'  will  be  a  point  in  the  hodograph.  But  SP'  is  SP  turned 
through  a  constant  angle  -n— a,  so  that  the  hodograph  described 
by  P'  is  the  same  as  the  original  spiral  turned  about  its  pole  through 
an  angle  TT— a. 

The  acceleration  of  P  is  represented  in  magnitude  and  direction 

by  the  velocity  of  P'  multiplied  by  the  same  factor, 


sin  a 


Hence,  if  we  perform  on  SP'  the  same  operation  of  turning  it 


*  Proe.  B.  S.  Edin.,  Dec.  16,  1867. 
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through  an  angle  IT— a  into  the  position  SP",  the  acceleration  of  P 
will  be  equal  in  magnitude  and  direction  to 


sin2  a 


where  SP"  is  equal  to  SP  turned  through  an  angle  2-n  —  2  a. 

If  we  draw  PF  equal  and  parallel  to  SP"9  the  acceleration  will  be 
,.,2 

^  which  we  may  resolve  into 


--P8  and 


sm^  a  sm*  a 

The  first  of  these  components  is  a  central  force  towards  8  pro 
portional  to  the  distance. 

The  second  is  in  a  direction  opposite  to  the  velocity,  and  since 

T>V       rt  TVO  sin  a  cos  a 

PK  =  2cosaPS  =  —2  -  -0, 

co 
this  force  may  be  written 

_2cocosa 


sin  a 

The  acceleration  of  the  particle  is  therefore  compounded  of  two 
parts,  the  first  of  which  is  an  attractive  force  /xr,  directed  towards  S, 
and  proportional  to  the  distance,  and  the  second  is  —  2  kv,  a  resist 
ance  to  the  motion  proportional  to  the  velocity,  where 

co2  cos  a 

/  =    .   .       and  k  =  to  -  -- 


sin  a  sin  a 

If  in  these  expressions  we  make  a  =  -  ,  the  orbit  becomes  a  circle, 

2 

and  we  have  ju0  =  o>02,  and  k  —  0. 

Hence,  if  the  law  of  attraction  remains  the  same,  ^  =  fjiQ,  and 

co  =  o>0  sin  a, 

or  the  angular  velocity  in  different  spirals  with  the  same  law  of 
attraction  is  proportional  to  the  sine  of  the  angle  of  the  spiral. 

732.]  If  we  now  consider  the  motion  of  a  point  which  is  the 
projection  of  the  moving  point  P  on  the  horizontal  line  XY,  we 
shall  find  that  its  distance  from  8  and  its  velocity  are  the  horizontal 
components  of  those  of  P.  Hence  the  acceleration  of  this  point  is 
also  an  attraction  towards  S,  equal  to  ju  times  its  distance  from  S, 
together  with  a  retardation  equal  to  2  k  times  its  velocity. 

We  have  therefore  a  complete  construction  for  the  rectilinear 
motion  of  a  point,  subject  to  an  attraction  proportional  to  the 
distance  from  a  fixed  point,  and  to  a  resistance  proportional  to 
the  velocity.  The  motion  of  such  a  point  is  simply  the  horizontal 
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part  of  the  motion  of  another  point  which  moves  with  uniform 
angular  velocity  in  a  logarithmic  spiral. 
733.]  The  equation  of  the  spiral  is 

To  determine  the  horizontal  motion,  we  put 

$  =  at,         x  =  a  +  r  sin  0, 
where  a  is  the  value  of  os  for  the  point  of  equilibrium. 

If  we  draw  BSD  making  an  angle  a  with  the  vertical,  then  the 
tangents  SX,  DY,  GZ,  &c.  will  be  vertical,  and  X,  7,  Z,  &c.  will 
be  the  extremities  of  successive  oscillations. 

734.]  The  observations  which  are  made  on  vibrating  bodies  are — 

(1)  The  scale-reading  at  the  stationary  points.     These  are  called 

Elongations. 

(2)  The  time  of  passing  a  definite  division  of  the  scale  in  the 

positive  or  negative  direction. 

(3)  The  scale-reading  at  certain  definite  times.     Observations  of 

this  kind  are  not  often  made  except  in  the  case  of  vibrations 
of  long  period  *. 
The  quantities  which  we  have  to  determine  are — 

(1)  The  scale-reading  at  the  position  of  equilibrium. 

(2)  The  logarithmic  decrement  of  the  vibrations. 

(3)  The  time  of  vibration. 

To  determine  the  Reading  at  the  Position  of  Equilibrium  from 

Three  Consecutive  Elongations. 

735.]  Let  #j,  x2,  a?3  be  the  observed  scale-readings,  corresponding 
to  the  elongations  X,  Y,  Z,  and  let  a  be  the  reading  at  the  position 
of  equilibrium,  S,  and  let  /^  be  the  value  of  SJ}9 
xl — a  =     TI  sin  a, 


—  a  =  —  1\  sn  a  e~ 


7r  cot  a 


#3—  a  =     9\  sin  a0-2ffcota. 
From  these  values  we  find 


,  Vu  -|  $7q  ~~  t 

whence         a  =  — 


When  #3  does  not  differ  much  from  xl  we  may  use  as  an  ap 
proximate  formula 

0  =  4  (#i+2#2  +  #3). 

*  See  Gauss,  Eesultate  des  Magnetischen  Vereins,  1836.  II. 
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To  determine  the  Logarithmic  Decrement. 

736.]  The  logarithm  of  the  ratio  of  the  amplitude  of  a  vibration 
to  that  of  the  next  following-  is  called  the  Logarithmic  Decrement. 
If  we  write  p  for  this  ratio, 

P  =  - ->          -£  =  log10p,         A  =  logep. 

^3  ~~  X-2 

L  is  called  the  common  logarithmic  decrement,  and  A.  the  Napierian 
logarithmic  decrement.     It  is  manifest  that 
A  =  L  loge  1 0  =  TT  cot  a. 

Hence  a  =  cot'1-* 

7T 

which  determines  the  angle  of  the  logarithmic  spiral. 

In  making  a  special  determination  of  A.  we  allow  the  body  to 
perform  a  considerable  number  of  vibrations.  If  c^  is  the  amplitude 
of  the  first,  and  cn  that  of  the  nih  vibration, 


If  we  suppose  the  accuracy  of  observation  to  be  the  same  for 
small  vibrations  as  for  large  ones,  then,  to  obtain  the  best  value 
of  A,  we  should  allow  the  vibrations  to  subside  till  the  ratio  of  ^  to 
cn  becomes  most  nearly  equal  to  e,  the  base  of  the  Napierian 

logarithms.     This  gives  n  the  nearest  whole  number  to  -  4-  1. 

A 

Since,  however,  in  most  cases  time  is  valuable,  it  is  best  to  take 
the  second  set  of  observations  before  the  diminution  of  amplitude 
has  proceeded  so  far. 

737.]  In  certain  cases  we  may  have  to  determine  the  position 
of  equilibrium  from  two  consecutive  elongations,  the  logarithmic 
decrement  being  known  from  a  special  experiment.  We  have  then 

a  =  - 


Time  of  Vibration. 

738.]  Having  determined  the  scale-reading  of  the  point  of  equi 
librium,  a  conspicuous  mark  is  placed  at  that  point  of  the  scale, 
or  as  near  it  as  possible,  and  the  times  of  the  passage  of  this  mark 
are  noted  for  several  successive  vibrations. 

Let  us  suppose  that  the  mark  is  at  an  unknown  but  very  small 
distance  x  on  the  positive  side  of  the  point  of  equilibrium,  and  that 
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^  is  the  observed  time  of  the  first  transit  of  the  mark  in  the  positive 
direction,  and  ^2,  t3,  &c.  the  times  of  the  following  transits. 

If  T  be  the  time  of  vibration,  and  P15  P2,  P3,  &c.  the  times  of 
transit  of  the  true  point  of  equilibrium, 


where  vlt  v2,  &c.  are  the  successive  velocities  of  transit,  which  we 
may  suppose  uniform  for  the  very  small  distance  os. 

If  p  is  the  ratio  of  the  amplitude  of  a  vibration  to  the  next  in 

succession,  1  x  x 

v*  —  —  #,,     and      -  =  —  p  — 

P  v*  *i 

If  three  transits  are  observed  at  times  tLJt^t^  we  find 
x  _  tfj  —  2  rf2  +  £3 


The  period  of  vibration  is  therefore 


The  time  of  the  second  passage  of  the  true  point  of  equilibrium  is 


Three  transits  are  sufficient  to  determine  these  three  quantities, 
but  any  greater  number  may  be  combined  by  the  method  of  least 
squares.  Thus,  for  five  transits, 


The  time  of  the  third  transit  is, 


739.]  The  same  method  may  be  extended  to  a  series  of  any 
number  of  vibrations.  If  the  vibrations  are  so  rapid  that  the  time 
of  every  transit  cannot  be  recorded,  we  may  record  the  time  of 
every  third  or  every  fifth  transit,  taking  care  that  the  directions 
of  successive  transits  are  opposite.  If  the  vibrations  continue 
regular  for  a  long  time,  we  need  not  observe  during  the  whole 
time.  We  may  begin  by  observing  a  sufficient  number  of  transits 
to  determine  approximately  the  period  of  vibration,  T,  and  the  time 
of  the  middle  transit,  P,  noting  whether  this  transit  is  in  the 
positive  or  the  negative  direction.  We  may  then  either  go  on 
.counting  the  vibrations  without  recording  the  times  of  transit, 
or  we  may  leave  the  apparatus  un  watched.  We  then  observe  a 
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second  series  of  transits,  and  deduce  the  time  of  vibration  T'  and 
the  time  of  middle  transit  P',  noting-  the  direction  of  this  transit. 

If  T  and  T't  the  periods  of  vibration  as  deduced  from  the  two 
sets  of  observations,  are  nearly  equal,  we  may  proceed  to  a  more 
accurate  determination  of  the  period  by  combining  the  two  series 
of  observations. 

Dividing  P'—P  by  T,  the  quotient  ought  to  be  very  nearly 
an  integer,  even  or  odd  according  as  the  transits  P  and  P'  are 
in  the  same  or  in  opposite  directions.  If  this  is  not  the  case,  the 
series  of  observations  is  worthless,  but  if  the  result  is  very  nearly 
a  whole  number  n,  we  divide  P'  —  P  by  n,  and  thus  find  the  mean 
value  of  T  for  the  whole  time  of  swinging. 

740.]  The  time  of  vibration  T  thus  found  is  the  actual  mean 
time  of  vibration,  and  is  subject  to  corrections  if  we  wish  to  deduce 
from  it  the  time  of  vibration  in  infinitely  small  arcs  and  without 
damping. 

To  reduce  the  observed  time  to  the  time  in  infinitely  small  arcs, 
we  observe  that  the  time  of  a  vibration  of  amplitude  c  is  in  general 
of  the  form  T=  2\(1  +  /cc2), 

where  K  is  a  coefficient,  which,  in  the  case  of  the  ordinary  pendulum, 
is  /T.  Now  the  amplitudes  of  the  successive  vibrations  are  <?, 
cp~l,  cp~2,  ...  cpl~~n,  so  that  the  whole  time  of  n  vibrations  is 


where  T  is  the  time  deduced  from  the  observations. 

Hence,  to  find  the   time  T±  in  infinitely  small   arcs,  we   have 
approximately, 


-T\l      *c'P-g"2! 
'{        n       *-i     I 


T 

p 


To  find  the  time  T0  when  there  is  no  damping,  we  have 


T0  =  Zi  sin  a 


7T 


741.]  The  equation  of  the  rectilinear  motion  of  a  body,  attracted 
to  a  fixed  point  and  resisted  by  a  force  varying  as  the  velocity,  is 

(*-«)  =  0,  (1) 

where  x  is  the  coordinate  of  the  body  at  the  time  ^,  and  a  is  thq 
coordinate  of  the  point  of  equilibrium. 
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To  solve  this  equation,  let 

x  —  a  —  e~ui/i  (2} 

72 

then  aJr+^-^jr-O;  (3) 

the  solution  of  which  is 

y  =  Ccos  (\/co2  —  kz  t+a),  when  Jc  is  less  than  o>  ;  (4) 

y  =  A  -f-  J5^,  when  /£  is  equal  to  o>  ;  (5) 

and      y  —  C'  eosh(\/k2  —  o>2  t  +  a'},  when  /£  is  greater  than  o>.    (6) 

The  value  of  x  may  be  obtained  from  that  of  y  by  equation  (2). 
When  Jc  is  less  than  co,  the  motion  consists  of  an  infinite  series  of 
oscillations,  of  constant  periodic  time,  but  of  continually  decreasing1 
amplitude.  As  Jc  increases,  the  periodic  time  becomes  longer,  and 
the  diminution  of  amplitude  becomes  more  rapid. 

When  Jc  (half  the  coefficient  of  resistance)  becomes  equal  to  or 
greater  than  &,  (the  square  root  of  the  acceleration  at  unit  distance 
from  the  point  of  equilibrium,)  the  motion  ceases  to  be  oscillatory, 
and  during  the  whole  motion  the  body  can  only  once  pass  through 
the  point  of  equilibrium,  after  which  it  reaches  a  position  of  greatest 
elongation,  and  then  returns  towards  the  point  of  equilibrium,  con 
tinually  approaching,  but  never  reaching  it. 

Galvanometers  in  which  the  resistance  is  so  great  that  the  motion 
is  of  this  kind  are  called  dead  beat  galvanometers.  They  are  useful 
in  many  experiments,  but  especially  in  telegraphic  signalling,  in 
which  the  existence  of  free  vibrations  would  quite  disguise  the 
movements  which  are  meant  to  be  observed. 

Whatever  be  the  values  of  k  and  o>,  the  value  of  «,  the  scale- 

reading  at  the  point  of  equilibrium,  may  be  deduced  from  five  scale- 

readings,  p,  q,  r,  s,  t,  taken  at  equal  intervals  of  time,  by  the  formula 

a=      q  (rs-qt)  +  r  (pt—r*)  +  8  (qr-ps] 


On  the  Observation  of  the  Galvanometer. 

742.]  To  measure  a  constant  current  with  the  tangent  galvano 
meter,  the  instrument  is  adjusted  with  the  plane  of  its  coils  parallel 
to  the  magnetic  meridian,  and  the  zero  reading  is  taken.  The 
current  is  then  made  to  pass  through  the  coils,  and  the  deflexion 
of  the  magnet  corresponding  to  its  new  position  of  equilibrium  is 
observed.  Let  this  be  denoted  by  $. 

Then,  if  H  is  the  horizontal  magnetic  force,  G  the  coefficient  of 
the  galvanometer,  and  y  the  strength  of  the  current, 

y=-tan$.  (1) 
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If  the  coefficient  of  torsion  of  the  suspension  fibre  is  r  NH  (see 
Art.  452),  we  must  use  the  corrected  formula 

TT 

y  =  ~  (tan0  +  r<|>sec(/>).  (2) 

Best  Value  of  the  Deflexion. 

743.]  In  some  galvanometers  the  number  of  winding's  of  the 
coil  through  which  the  current  flows  can  be  altered  at  pleasure. 
In  others  a  known  fraction  of  the  current  can  be  diverted  from  the 
galvanometer  by  a  conductor  called  a  Shunt.  In  either  case  the 
value  of  G,  the  effect  of  a  unit-current  on  the  magnet,  is  made 
to  vary. 

Let  us  determine  the  value  of  £,  for  which  a  given  error  in  the 
observation  of  the  deflexion  corresponds  to  the  smallest  error  of  the 
deduced  value  of  the  strength  of  the  current. 

Differentiating  equation  (l),  we  find 

£-?"**  <»> 

Eliminating  G,  j —  =  — -  sin  2  <J>.  (4) 

This  is  a  maximum  for  a  given  value  of  y  when  the  deflexion  is 
45°.  The  value  of  G  should  therefore  be  adjusted  till  Gy  is  as 
nearly  equal  to  H  as  is  possible  ;  so  that  for  strong  currents  it  is 
better  not  to  use  too  sensitive  a  galvanometer. 

On  the  Best  Method  of  applying  the  Current. 

744.]  When  the  observer  is  able,  by  means  of  a  key,  to  make  or 
break  the  connexions  of  the  circuit  at  any  instant,  it  is  advisable  to 
operate  with  the  key  in  such  a  way  as  to  make  the  magnet  arrive 
at  its  position  of  equilibrium  with  the  least  possible  velocity.  The 
following  method  was  devised  by  Gauss  for  this  purpose. 

Suppose  that  the  magnet  is  in  its  position  of  equilibrium,  and  that 
there  is  no  current.  The  observer  now  makes  contact  for  a  short 
time,  so  that  the  magnet  is  set  in  motion  towards  its  new  position 
of  equilibrium.  He  then  breaks  contact.  The  force  is  now  towards 
the  original  position  of  equilibrium,  and  the  motion  is  retarded.  If 
this  is  so  managed  that  the  magnet  comes  to  rest  exactly  at  the 
new  position  of  equilibrium,  and  if  the  observer  again  makes  con 
tact  at  that  instant  and  maintains  the  contact,  the  magnet  will 
remain  at  rest  in  its  new  position. 
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If  we  neglect  the  effect  of  the  resistances  and  also  the  inequality 
of  the  total  force  acting  in  the  new  and  the  old  positions,,  then, 
since  we  wish  the  new  force  to  generate  as  much  kinetic  energy 
during  the  time  of  its  first  action  as  the  original  force  destroys 
while  the  circuit  is  broken,  we  must  prolong  the  first  action  of  the 
current  till  the  magnet  has  moved  over  half  the  distance  from  the 
first  position  to  the  second.  Then  if  the  original  force  acts  while 
the  magnet  moves  over  the  other  half  of  its  course,  it  will  exactly 
stop  it.  Now  the  time  required  to  pass  from  a  point  of  greatest 
elongation  to  a  point  half  way  to  the  position  of  equilibrium  is 
one-sixth  of  a  complete  period,  or  one-third  of  a  single  vibration. 

The  operator,  therefore,  having  previously  ascertained  the  time 
of  a  single  vibration,  makes  contact  for  one-third  of  that  time, 
breaks  contact  for  another  third  of  the  same  time,  and  then  makes 
contact  again  during  the  continuance  of  the  experiment.  The 
magnet  is  then  either  at  rest,  or  its  vibrations  are  so  small  that 
observations  may  be  taken  at  once,  without  waiting  for  the  motion 
to  die  away.  For  this  purpose  a  metronome  may  be  adjusted  so  as 
to  beat  three  times  for  each  single  vibration  of  the  magnet. 

The  rule  is  somewhat  more  complicated  when  the  resistance  is  of 
sufficient  magnitude  to  be  taken  into  account,  but  in  this  case  the 
vibrations  die  away  so  fast  that  it  is  unnecessary  to  apply  any 
corrections  to  the  rule. 

When  the  magnet  is  to  be  restored  to  its  original  position,  the 
circuit  is  broken  for  one-third  of  a  vibration,  made  again  for  an 
equal  time,  and  finally  broken.  This  leaves  the  magnet  at  rest  in 
its  former  position. 

If  the  reversed  reading  is  to  be  taken  immediately  after  the  direct 
one,  the  circuit  is  broken  for  the  time  of  a  single  vibration  and 
then  reversed.  This  brings  the  magnet  to  rest  in  the  reversed 
position. 

Measurement  ly  the  First  Swing. 

745.]  When  there  is  no  time  to  make  more  than  one  observation, 
the  current  may  be  measured  by  the  extreme  elongation  observed 
in  the  first  swing  of  the  magnet.  If  there  is  no  resistance,  the 
permanent  deflexion  <£  is  half  the  extreme  elongation.  If  the  re 
sistance  is  such  that  the  ratio  of  one  vibration  to  the  next  is  />,  and 
if  00  is  the  zero  reading,  and  61  the  extreme  elongation  in  the  first 
swing,  the  deflexion,  </>,  corresponding  to  the  point  of  equilibrium  is 
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In  this  way  the  deflexion  may  be  calculated  without  waiting  for 
the  magnet  to  come  to  rest  in  its  position  of  equilibrium. 

To  make  a  Series  of  Observations. 

746.]  The  best  way  of  making  a  considerable  number  of  measures 
of  a  constant  current  is  by  observing  three  elongations  while  the 
current  is  in  the  positive  direction,  then  breaking  contact  for  about 
the  time  of  a  single  vibration,  so  as  to  let  the  magnet  swing 
into  the  position  of  negative  deflexion,  then  reversing  the  current 
and  observing  three  successive  elongations  on  the  negative  side, 
then  breaking  contact  for  the  time  of  a  single  vibration  and  re 
peating  the  observations  on  the  positive  side,  and  so  on  till  a  suffi 
cient  number  of  observations  have  been  obtained.  In  this  way  the 
errors  which  may  arise  from  a  change  in  the  direction  of  the  earth's 
magnetic  force  during  the  time  of  observation  are  eliminated.  The 
operator,  by  carefully  timing  the  making  and  breaking  of  contact, 
can  easily  regulate  the  extent  of  the  vibrations,  so  as  to  make  them 
sufficiently  small  without  being  indistinct.  The  motion  of  the 
magnet  is  graphically  represented  in  Fig.  59,  where  the  abscissa 
represents  the  time,  and  the  ordinate  the  deflexion  of  the  magnet. 
If  0j_ ...  06  be  the  observed  elongations,  the  deflexion  is  given  by  the 
equation  80  =  0X  +  20a  +  03-04— 206— 06. 


Fig.  58. 

Method  of  Multiplication. 

747.]  In  certain  cases,  in  which  the  deflexion  of  the  galvanometer 
magnet  is  very  small,  it  may  be  advisable  to  increase  the  visible 
effect  by  reversing  the  current  at  proper  intervals,  so  as  to  set 
up  a  swinging  motion  of  the  magnet.  For  this  purpose,  after 
ascertaining  the  time,  T,  of  a  single  vibration  of  the  magnet,  the 
current  is  sent  in  the  positive  direction  for  a  time  T,  then  in  the 
reversed  direction  for  an  equal  time,  and  so  on.  When  the  motion 
of  the  magnet  has  become  visible,  we  may  make  the  reversal  of  the 
current  at  the  observed  times  of  greatest  elongation. 

Let  the  magnet  be  at  the  positive  elongation  00,  and  let  the 
current  be  sent  through  the  coil  in  the  negative  direction.  The 
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point  of  equilibrium  is  then  —  $,  and  the  magnet  will  swing  to  a 
negative  elongation  0lt  such  that 


or         -pi  = 

Similarly,  if  the  current  is  now  made  positive  while  the  magnet 
swings  to  02,  P02  =_01  +  (p+i)<k 

or         P202  =  0o  +  (p+l)20; 
and  if  the  current  is  reversed  #  times  in  succession,  we  find 


whence  we  may  find  </>  in  the  form 


"'/>+!  l_p-» 

If  ft  is  a  number  so  great  that  p~n  may  be  neglected,  the  ex 
pression  becomes  p_l 

The  application  of  this  method  to  exact  measurement  requires  an 
accurate  knowledge  of  p,  the  ratio  of  one  vibration  of  the  magnet 
to  the  next  under  the  influence  of  the  resistances  which  it  expe 
riences.  The  uncertainties  arising  from  the  difficulty  of  avoiding 
irregularities  in  the  value  of  p  generally  outweigh  the  advantages 
of  the  large  angular  elongation.  It  is  only  where  we  wish  to 
establish  the  existence  of  a  very  small  current  by  causing  it  to 
produce  a  visible  movement  of  the  needle  that  this  method  is  really 
valuable. 

On  the  Measurement  of  Transient  Currents. 

748.]  When  a  current  lasts  only  during  a  very  small  fraction,  of 
the  time  of  vibration  of  the  galvanometer- magnet,  the  whole  quan 
tity  of  electricity  transmitted  by  the  current  may  be  measured  by 
the  angular  velocity  communicated  to  the  magnet  during  the 
passage  of  the  current,  and  this  may  be  determined  from  the 
elongation  of  the  first  vibration  of  the  magnet. 

If  we  neglect  the  resistance  which  damps  the  vibrations  of  the 
magnet,  the  investigation  becomes  very  simple. 

Let  y  be  the  intensity  of  the  current  at  any  instant,  and  Q  the 
quantity  of  electricity  which  it  transmits,  then 

Q  =fydt.  (1) 

A  a  2 
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Let  M  be  the  magnetic  moment,  and  A  the  moment  of  inertia  of 
the  magnet  and  suspended  apparatus, 

fJ2f) 

A^  +  MHsme  =  MGycose.  (2) 

dt 

If  the  time  of  the  passage  of  the  current  is  very  small,  we  may 
integrate  with  respect  to  t  during  this  short  time  without  regarding 
the  change  of  0,  and  we  find 

A^  =  MG  cos  00fydt+C  =  MGQ  cos  00  +  C.  (3) 

This  shews  that  the  passage  of  the  quantity  Q  produces  an  angular 
momentum  MGQ  cos  00  in  the  magnet,  where  00  is  the  value  of  6 
at  the  instant  of  passage  of  the  current.  If  the  magnet  is  initially 
in  equilibrium,  we  may  make  00  =  0. 

The  magnet  then  swings  freely  and  reaches  an  elongation  0X  .  If 
there  is  no  resistance,  the  work  done  against  the  magnetic  force 
during  this  swing  is  MH(l  —cos  OJ. 

The  energy  communicated  to  the  magnet  by  the  current  is 


Equating  these  quantities,  we  find 


d6 


=  2^(1  -cos  00, 


dO  /MH    .    .. 

whence  ~U~     /v    ~T~ Sm      * 

=  —j-  Q  ^7  (3)-  (5) 

But  if  T  be  the  time  of  a  single  vibration  of  the  magnet, 


77 
and  we  find  Q  =  —  -  2  sin  \019  (7) 

Cr    77 

where  H  is  the  horizontal  magnetic  force,  G  the  coefficient  of  the 
galvanometer,  T  the  time  of  a  single  vibration,  and  Ol  the  first 
elongation  of  the  magnet. 

749.]  In  many  actual  experiments  the  elongation  is  a  small 
angle,  and  it  is  then  easy  to  take  into  account  the  effect  of  resist 
ance,  for  we  may  treat  the  equation  of  motion  as  a  linear  equation. 

Let  the  magnet  be  at  rest  at  its  position  of  equilibrium,  let  an 
angular  velocity  v  be  communicated  to  it  instantaneously,  and  let 
its  first  elongation  be  0j. 
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The  equation  of  motion  is 


(8) 

j  a 

—  =  Co)1sec/3tf-wi<tan0cos(co1£  +  /3).  (9) 


When  t  =  0,  0  =  0,  and  -^  =  C^  —  v. 
When     ,    ...       2 

—  l-_fi^  tanS 

(10) 
Hence  dl=—e  V2  ^ """''cos /3.  (11) 

CO-i 

Now  -^— =  o>2  =  w^sec2^,  (12) 

(13) 
(14) 

Hence  0,  =  ^-  "  ' V"    /-"   \  (15) 

and 


which  gives  the  first  elongation  in  terms  of  the  quantity  of  elec 
tricity  in  the  transient  current,  and  conversely,  where  TL  is  the 
observed  time  of  a  single  vibration  as  affected  by  the  actual  resist 
ance  of  damping.  When  \  is  small  we  may  use  the  approximate 
formula  H  T 


Method  of  Recoil. 

750.]  The  method  given  above  supposes  the  magnet  to  be  at 
rest  in  its  position  of  equilibrium  when  the  transient  current  is 
passed  through  the  coil.  If  we  wish  to  repeat  the  experiment 
we  must  wait  till  the  magnet  is  again  at  rest.  In  certain  cases, 
however,  in  which  we  are  able  to  produce  transient  currents  of 
equal  intensity,  and  to  do  so  at  any  desired  instant,  the  following 
method,  described  by  Weber  *,  is  the  most  convenient  for  making 
a  continued  series  of  observations. 

*  Resultate  des  Magnetischen  Vereins,  1838,  p.  98. 
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Suppose  that  we  set  the  magnet  swinging  by  means  of  a  transient 
current  whose  value  is  Q0.     If,  for  brevity,  we  write 


then  the  first  elonation 


2    _*tan_^ 
e    n         ^=K,  (18) 


The  velocity  instantaneously  communicated  to  the  magnet  at 
starting  is  MQ 

*o=^<2o.  (20) 

When  it  returns  through  the  point  of  equilibrium  in  a  negative 
direction  its  velocity  will  be 

#!=  —  ve~\  (21) 

The  next  negative  elongation  will  be 

e2--0le~^  =  bl.  (22) 

When  the  magnet  returns  to  the  point  of  equilibrium,  its  velocity 
will  be  0a  =  f;0e-2\  (23) 

Now  let  an  instantaneous  current,  whose  total  quantity  is  —  Q, 
be  transmitted  through  the  coil  at  the  instant  when  the  magnet  is 
at  the  zero  point.  It  will  change  the  velocity  v2  into  v2  —  v,  where 


If  Q  is  greater  than  Q0e~2^,  the  new  velocity  will  be  negative  and 
equal  to 


The  motion  of  the  magnet  will  thus  be  reversed,  and  the  next 
elongation  will  be  negative, 

e^-K(q-Q0e-^)  =Cl  =  -KQ  +  0ie-^.  (25) 

The  magnet  is  then  allowed  to  come  to  its  positive  elongation 

04  =  -63e-*  =  d,  =  er*  (KQ-a^),  (26) 

and  when  it  again  reaches  the  point  of  equilibrium  a  positive 
current  whose  quantity  is  Q  is  transmitted.  This  throws  the 
magnet  back  in  the  positive  direction  to  the  positive  elongation 

0e=*g-V-»j  (27) 

or,  calling  this  the  first  elongation  of  a  second  series  of  four, 

a2=KQ(l-e-^)  +  aie-*\  (28) 

Proceeding  in  this  way,  by  observing  two  elongations  +  and  —  , 

then  sending  a  positive  current   and  observing  two  elongations 
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—  and  +  ,  then  sending  a  positive  current,  and  so  on,  we  obtain 
a  series  consisting  of  sets  of  four  elongations,  in  each  of  which 

,  (29) 


and  gQ  =  (-8>;  (30) 

If  n  series  of  elongations  have  been  observed;  then  we  find  the 
logarithmic  decrement  from  the  equation 

2(a)_      x 
' 


and  §  from  the  equation 

(32) 


Fig.  59. 

The  motion  of  the  magnet  in  the  method  of  recoil  is  graphically 
represented  in  Fig.  59,  where  the  abscissa  represents  the  time,  and 
the  ordinate  the  deflexion  of  the  magnet  at  that  time.  See  Art.  760. 

Method  of  Multiplication. 

751.]  If  we  make  the  transient  current  pass  every  time  that  the 

magnet  passes  through  the  zero  point,  and  always  so  as  to  increase 

the  velocity  of  the  magnet,  then,  if  015  02,  &c.  are  the  successive 

elongations,  02=—KQ  —  e-*01,  (33) 

08=-*Q-*-*02.  (34) 

The  ultimate  value  to  which  the  elongation  tends  after  a  great 
many  vibrations  is  found  by  putting  On  =  —  0«_1}  whence  we  find 

(35) 


If  A.  is  small,  the  value  of  the  ultimate  elongation  may  be  large, 
but  since  this  involves  a  long  continued  experiment,  and  a  careful 
determination  of  A,  and  since  a  small  error  in  A  introduces  a  large 
error  in  the  determination  of  Q,  this  method  is  rarely  useful  for 
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numerical  determination,  and  should  be  reserved  for  obtaining  evi 
dence  of  the  existence  or  non-existence  of  currents  too  small  to  be 
observed  directly. 

In  all  experiments  in  which  transient  currents  are  made  to  act  on 
the  moving  magnet  of  the  galvanometer,  it  is  essential  that  the 
whole  current  should  pass  while  the  distance  of  the  magnet  from 
the  zero  point  remains  a  small  fraction  of  the  total  elongation. 
The  time  of  vibration  should  therefore  be  large  compared  with  the 
time  required  to  produce  the  current,  and  the  operator  should  have 
his  eye  on  the  motion  of  the  magnet,  so  as  to  regulate  the  instant 
of  passage  of  the  current  by  the  instant  of  passage  of  the  magnet 
through  its  point  of  equilibrium. 

To  estimate  the  error  introduced  by  a  failure  of  the  operator  to 
produce  the  current  at  the  proper  instant,  we  observe  that  the  effect 
of  a  force  in  increasing  the  elongation  varies  as 


and  that  this  is  a  maximum  when  $  =  0.  Hence  the  error  arising 
from  a  mistiming  of  the  current  will  always  lead  to  an  under 
estimation  of  its  value,  and  the  amount  of  the  error  may  be 
estimated  by  comparing  the  cosine  of  the  phase  of  the  vibration  at 
the  time  of  the  passage  of  the  current  with  unity. 


CHAPTER    XVII. 


COMPARISON   OP   COILS. 

Experimental  Determination  of  the  Electrical  Constants 
of  a  Coil. 

752.]  WE  have  seen  in  Art.  717  that  in  a  sensitive  galvanometer 
the  coils  should  be  of  small  radius,  and  should  contain  many 
windings  of  the  wire.  It  would  be  extremely  difficult  to  determine 
the  electrical  constants  of  such  a  coil  by  direct  measurement  of  its 
form  and  dimensions,  even  if  we  could  obtain  access  to  every 
winding  of  the  wire  in  order  to  measure  it.  But  in  fact  the 
greater  number  of  the  windings  are  not  only  completely  hidden 
by  the  outer  windings,  but  we  are  uncertain  whether  the  pressure 
of  the  outer  windings  may  not  have  altered  the  form  of  the  inner 
ones  after  the  coiling  of  the  wire. 

It  is  better  therefore  to  determine  the  electrical  constants  of  the 
coil  by  direct  electrical  comparison  with  a  standard  coil  whose  con 
stants  are  known. 

Since  the  dimensions  of  the  standard  coil  must  be  determined  by 
actual  measurement,  it  must  be  made  of  considerable  size,  so  that 
the  unavoidable  error  of  measurement  of  its  diameter  or  circum 
ference  may  be  as  small  as  possible  compared  with  the  quantity 
measured.  The  channel  in  which  the  coil  is  wound  should  be  of 
rectangular  section,  and  the  dimensions  of  the  section  should  be 
small  compared  with  the  radius  of  the  coil.  This  is  necessary,  not 
so  much  in  order  to  diminish  the  correction  for  the  size  of  the 
section,  as  to  prevent  any  uncertainty  about  the  position  of  those 
windings  of  the  coil  which  are  hidden  by  the  external  windings  *. 

*  Large  tangent  galvanometers  are  sometimes  made  with  a  single  circular  con 
ducting  ring  of  considerable  thickness,  which  is  sufficiently  stiff  to  maintain  its  form 
without  any  support.  This  is  not  a  good  plan  for  a  standard  instrument.  The  dis 
tribution  of  the  current  within  the  conductor  depends  on  the  relative  conductivity 
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The  principal  constants  which  we  wish  to  determine  are — 

(1)  The  magnetic  force  at  the  centre  of  the  coil  due  to  a  unit- 
current.     This  is  the  quantity  denoted  by  G1  in  Art.  700. 

(2)  The  magnetic  moment  of  the  coil  due  to  a  unit-current. 
This  is  the  quantity  gl . 

753.]  To  determine  6?1.  Since  the  coils  of  the  working  galva 
nometer  are  much  smaller  than  the  standard  coil,  we  place  the 
galvanometer  within  the  standard  coil,  so  that  their  centres  coincide, 
the  planes  of  both  coils  being  vertical  and  parallel  to  the  earth's 
magnetic  force.  We  have  thus  obtained  a  differential  galvanometer 
one  of  whose  coils  is  the  standard  coil,  for  which  the  value  of  G± 
is  known,  while  that  of  the  other  coil  is  (?/,  the  value  of  which  we 
have  to  determine. 

The  magnet  suspended  in  the  centre  of  the  galvanometer  coil 
is  acted  on  by  the  currents  in  both  coils.  If  the  strength  of  the 
current  in  the  standard  coil  is  y,  and  that  in  the  galvanometer  coil 
y',  then,  if  these  currents  flowing  in  opposite  directions  produce  a 
deflexion  8  of  the  magnet, 

//tan  6=  e/y'-^y,  (l) 

where  //  is  the  horizontal  magnetic  force  of  the  earth. 

If  the  currents  are  so  arranged  as  to  produce  no  deflexion,  we 
may  find  £/  by  the  equation 

0i'=-^0i.  (2) 

We  may  determine  the  ratio  of  y  to  y'  in  several  ways.  Since  the 
value  of  (TJ  is  in  general  greater  for  the  galvanometer  than  for  the 
standard  coil,  we  may  arrange  the  circuit  so  that  the  whole  current 
y  flows  through  the  standard  coil,  and  is  then  divided  so  that  y 
flows  through  the  galvanometer  and  resistance  coils,  the  combined 
resistance  of  which  is  JRly  while  the  remainder  y— y'  flows  through 
another  set  of  resistance  coils  whose  combined  resistance  is  72. 


of  its  various  'parts.  Hence  any  concealed  flaw  in  the  continuity  of  the  metal  may 
cause  the  main  stream  of  electricity  to  flow  either  close  to  the  outside  or  close  to  the 
inside  of  the  circular  ring.  Thus  the  true  path  of  the  current  becomes  uncertain. 
Besides  this,  when  the  current  flows  only  once  round  the  circle,  especial  care  ^is 
necessary  to  avoid  any  action  on  the  suspended  magnet  due  to  the  current  on  its 
way  to  or  from  the  circle,  because  the  current  in  the  electrodes  is  equal  to  that  in 
the  circle.  In  the  construction  of  many  instruments  the  action  of  this  part  of  the 
current  seems  to  have  been  altogether  lost  sight  of. 

The  most  perfect  method  is  to  make  one  of  the  electrodes  in  the  form  of  a  metal 
tube,  and  the  other  a  wire  covered  with  insulating  material,  and  placed  inside  the 
tube  and  concentric  with  it.  The  external  action  of  the  electrodes  when  thus  arranged 
is  zero,  by  Art.  683. 
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We  have  then,  by  Art.  276, 

(3) 


and 


If  there  is  any  uncertainty  about  the  actual  resistance  of  the 
galvanometer  coil  (on  account,  say,  of  an  uncertainty  as  to  its  tem 
perature)  we  may  add  resistance  coils  to  it,  so  that  the  resistance  of 
the  galvanometer  itself  forms  but  a  small  part  of  R±,  and  thus 
introduces  but  little  uncertainty  into  the  final  result. 

754.]  To  determine  g^  the  magnetic  moment  of  a  small  coil  due 
to  a  unit-current  flowing  through  it,  the  magnet  is  still  suspended 
at  the  centre  of  the  standard  coil,  but  the  small  coil  is  moved 
parallel  to  itself  along  the  common  axis  of  both  coils,  till  the  same 
current,  flowing  in  opposite  directions  round  the  coils,  no  longer 
deflects  the  magnet.  If  the  distance  between  the  centres  of  the 
coils  is  r,  we  have  now 

G1  =  2^+3^-  +  4%  +  &c.  (6) 

A»*5  /j*^  A«O  \      / 

By  repeating  the  experiment  with  the  small  coil  on  the  opposite 
side  of  the  standard  coil,  and  measuring  the  distance  between  the 
positions  of  the  small  coil,  we  eliminate  the  uncertain  error  in  the 
determination  of  the  position  of  the  centres  of  the  magnet  and 
of  the  small  coil,  and  we  get  rid  of  the  terms  in  g2,  #4,  &c. 

If  the  standard  coil  is  so  arranged  that  we  can  send  the  current 
through  half  the  number  of  windings,  so  as  to  give  a  different  value 
to  G19  we  may  determine  a  new  value  of  rt  and  thus,  as  in  Art.  454, 
we  may  eliminate  the  term  involving  g% . 

It  is  often  possible,  however,  to  determine  g%  by  direct  measure 
ment  of  the  small  coil  with  sufficient  accuracy  to  make  it  available 
in  calculating  the  value  of  the  correction  to  be  applied  to  gl  in 
the  equation  \  „ 

where  g9  =  —  - Tra2(6a?+  3£2-2r?2),  by  Art.  700. 

Comparison  of  Coefficients  of  Induction. 

755.]  It  is  only  in  a  small  number  of  cases  that  the  direct 
calculation  of  the  coefficients  of  induction  from  the  form  and 
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position  of  the  circuits  can  be  easily  performed.  In  order  to  attain 
a  sufficient  degree  of  accuracy,  it  is  necessary  that  the  distance 
between  the  circuits  should  be  capable  of  exact  measurement. 
But  when  the  distance  between  the  circuits  is  sufficient  to  prevent 
errors  of  measurement  from  introducing  large  errors  into  the  result, 
the  coefficient  of  induction  itself  is  necessarily  very  much  reduced 
in  magnitude.  Now  for  many  experiments  it  is  necessary  to  make 
the  coefficient  of  induction  large,  and  we  can  only  do  so  by  bringing 
the  circuits  close  together,  so  that  the  method  of  direct  measure 
ment  becomes  impossible,  and,  in  order  to  determine  the  coefficient 
of  induction,  we  must  compare  it  with  that  of  a  pair  of  coils  ar 
ranged  so  that  their  coefficient  may  be  obtained  by  direct  measure 
ment  and  calculation. 

This  may  be  done  as  follows : 
Let  A  and  a  be  the  standard 
pair  of  coils,  B  and  b  the  coils  to 
be  compared  with  them.  Con 
nect  A  and  B  in  one  circuit,  and 
place  the  electrodes  of  the  gal 
vanometer,  G,  at  P  and  Q,  so 
that  the  resistance  of  PAQ  is 
R,  and  that  of  QBP  is  8,  K 
being  the  resistance  of  the  gal 
vanometer.  Connect  a  and  b  in 
Fig.  60.  one  circuit  with  the  battery. 

Let  the  current  in  A  be  #, 

that  in  B,  y,  and  that  in  the  galvanometer,  %—y,  that  in  the  battery 
circuit  being  y. 

Then,  if  M^  is  the  coefficient  of  induction  between  A  and  a,  and 
M2  that  between  B  and  £,  the  integral  induction  current  through 
the  galvanometer  at  breaking  the  battery  circuit  is 


R 


(8) 


By  adjusting  the  resistances  R  and  8  till  there  is  no  current 
through  the  galvanometer  at  making  or  breaking  the  battery 
circuit,  the  ratio  of  M%  to  Ml  may  be  determined  by  measuring  that 
of  8  to  R. 
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*  [The  expression  (8)  may  be  proved  as  follows  :  Let  L^LZ^N  and 
T  be  the  coefficients  of  self-induction  of  the  coils  Ay  B,  ab  and  the 
galvanometer  respectively.  The  kinetic  energy  T  of  the  system  is 
then  approximately, 


The  dissipation  function  F,  i.e.  half  the  rate  at  which  the  energy 
of  the  currents  is  wasted  in  heating  the  coils,  is  (see  Lord  Rayleigh's 
Theory  of  Sound,  i.  p.  78) 


where  Q  is  the  resistance  of  the  battery  and  battery  coils. 

The  equation  of  currents  corresponding  to  any  variable  x  is  then 
of  the  form  A  ^  _  ^  ^  _  t 

dtdti^dx^dti"^ 

where  f  is  the  corresponding  electromotive  force. 
Hence  we  have 

K(x-y}  =  0, 
K(x-j)  =  0. 

These  equations  can  be  at  once  integrated  in  regard  to  t. 
Observing  that  x,  ti,  y,  y,  y  are  zero  initially,  if  we  write  x—  y  =  z 
we  find,  on  eliminating  y,  an  equation  of  the  form 


A  short  time  after  battery  contact  the  current  y  will  have  become 
steady  and  the  current  z  will  have  died  away.  Hence 

Cz  =  Ey. 

This  gives  the  expression  (8)  above,  and  it  shews  that  when  the 
total  quantity  of  electricity  passing  through  the  galvanometer  is 
zero  we  must  have  E  —  0,  or  M2R—M1S  =  0.  The  equation  (8') 
further  shews  that  if  there  is  no  current  whatever  in  the  galvano 
meter  we  must  also  have  D  =  0,  or  M2I/1—M1L2  =  0.] 

Comparison  of  a  Coefficient  of  Self-induction  with  a  Coefficient  of 
Mutual  Induction. 

756.]  In  the  branch  AF  of  Wheatstone's  Bridge  let  a  coil  be 
inserted,  the  coefficient  of  self-induction  of  which  we  wish  to  find. 
Let  us  call  it  L. 

*  [The  investigation  in  square  brackets,  taken  from  Mr.  Fleming's  notes  of  Professor 
Clerk  Maxwell's  Lectures,  possesses  a  melancholy  interest  as  being  part  of  the  last 
lecture  delivered  by  the  Professor.  In  Mr.  Fleming's  notes  the  plan  of  the  experi 
ment  differs  from  that  given  in  the  text  in  having  the  battery  and  galvanometer 
interchanged.] 
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In  the  connecting  wire  between  A  and  the  battery  another  coil 
is  inserted.  The  coefficient  of  mutual  induction  between  this  coil 
and  the  coil  in  AF  is  M.  It  may  be  measured  by  the  method 
described  in  Art.  755. 

If  the  current  from  A  to  F  is  #,  and  that  from  A  to  H  is  y,  that 
from  Z  to  A,  through  B,  will  be  x  +  -y. 
The  external  electromotive  force  from 
7//.,  A  to  F  is 


whence 


The  external  electromotive  force 
along  AH  is 

A-H=Qy.  (10) 

If  the  galvanometer  placed  between 
F  and  H  indicates  no  current,  either 
transient  or  permanent,  then  by  (9) 
and  (  1  0),  since  H-F=0, 


—  ]M. 


(13) 


Since  Z  is  always  positive,  M  must  be  negative,  and  therefore  the 
current  must  flow  in  opposite  directions  through  the  coils  placed 
in  P  and  in  B.  In  making  the  experiment  we  may  either  begin 
by  adjusting  the  resistances  so  that 

P8=qn,  (14) 

which  is  the  condition  that  there  may  be  no  permanent  current, 
and  then  adjust  the  distance  between  the  coils  till  the  galvanometer 
ceases  to  indicate  a  transient  current  on  making  and  breaking  the 
battery  connexion  ;  or,  if  this  distance  is  not  capable  of  adjustment, 
we  may  get  rid  of  the  transient  current  by  altering  the  resistances 
Q  and  S  in  such  a  way  that  the  ratio  of  Q  to  S  remains  constant, 

If  this  double  adjustment  is  found  too  troublesome,  we  may  adopt 
a  third  method.  Beginning  with  an  arrangement  in  which  the 
transient  current  due  to  self-induction  is  slightly  in  excess  of  that 
due  to  mutual  induction,  we  may  get  rid  of  the  inequality  by  in 
serting  a  conductor  whose  resistance  is  W  between  A  and  Z.  The 
condition  of  no  permanent  current  through  the  galvanometer  is  not 
affected  by  the  introduction  of  W.  We  may  therefore  get  rid  of 
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the  transient  current  by  adjusting  the  resistance  of  W  alone.    When 
this  is  done  the  value  of  L  is 


Comparison  of  the  Coefficients  of  Self -induction  of  Two  Coils. 

757.]  Insert  the  coils  in  two  adjacent  branches  of  Wheatstone's 
Bridge.  Let  L  and  N  be  the  coefficients  of  self-induction  of  the 
coils  inserted  in  P  and  in  R  respectively,  then  the  condition  of  no 
galvanometer  current  is 

whence  PS  =.  QR,  for  no  permanent  current,  (17) 

and  —  =  —j  for  no  transient  current.  (18) 

Hence,  by  a  proper  adjustment  of  the  resistances,  both  the  per 
manent  and  the  transient  current  can  be  got  rid  of,  and  then 
the  ratio  of  L  to  N  can  be  determined  by  a  comparison  of  the 
resistances. 


CHAPTER  XVIII. 


ELECTROMAGNETIC    UNIT   OF   RESISTANCE. 


On  the  Determination  of  the  Resistance  of  a  Coil  in  Electro- 
tic  Measure. 


758.]  THE  resistance  of  a  conductor  is  defined  as  the  ratio  of  the 
numerical  value  of  the  electromotive  force  to  that  of  the  current 
which  it  produces  in  the  conductor.  The  determination  of  the 
value  of  the  current  in  electromagnetic  measure  can  be  made  by 
means  of  a  standard  galvanometer,  when  we  know  the  value  of  the 
earth's  magnetic  force.  The  determination  of  the  value  of  the 
electromotive  force  is  more  difficult,  as  the  only  case  in  which  we 
can  directly  calculate  its  value  is  when  it  arises  from  the  relative 
motion  of  the  circuit  with  respect  to  a  known  magnetic  system. 

759.]  The  first  determination  of  the  resistance  of  a  wire  in 
electromagnetic  measure  was  made  by  Kirchhoff*.  He  employed 
two  coils  of  known  form,  A±  and  A2,  and  calculated  their  coefficient 

of  mutual  induction  from  the  geo 
metrical  data  of  their  form  and 
position.  These  coils  were  placed 
in  circuit  with  a  galvanometer,  G, 
and  a  battery,  B,  and  two  points 
of  the  circuit,  P,  between  the  coils, 
and  Q,  between  the  battery  and 
!  galvanometer,  were  joined  by  the 

wire  whose  resistance,  R,  was  to  be  measured. 

When  the  current  is  steady  it  is  divided  between  the  wire  and 
the  galvanometer  circuit,  and  produces  a  certain  permanent  de 
flexion  of  the  galvanometer.  If  the  coil  A1  is  now  removed  quickly 

*  '  Bestimmung  der  Constanten  von  welcher  die  Intensitat  inducirter  elektrischer 
Strome  abhangt.'  Pogy.  Ann.,  Ixxvi  (April  1849). 
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from  A2  and  placed  in  a  position  in  which  the  coefficient  of  mutual 
induction  between  A1  and  A2  is  zero  (Art.  538),  a  current  of  induc 
tion  is  produced  in  both  circuits,,  and  the  galvanometer  needle 
receives  an  impulse  which  produces  a  certain  transient  deflexion. 

The  resistance  of  the  wire,  R,  is  deduced  from  a  comparison 
between  the  permanent  deflexion,  due  to  the  steady  current,  and  the 
transient  deflexion,  due  to  the  current  of  induction. 

Let  the  resistance  of  QGA^P  be  Ky  of  PA2BQ,  B,  and  of  PQ,  E. 

Let  I/,  M  and  N  be  the  coefficients  of  induction  of  Al  and  A2  . 

Let  tic  be  the  current  in  G,  and  y  that  in  £}  then  the  current 
from  P  to  Q  is  so—  y. 

Let  E  be  the  electromotive  force  of  the  battery,  then 

)  =  0,  (1) 


)  =&  (2) 

When  the  currents  are  constant,  and  everything  at  rest, 

(K+R)x-Ry  =  Q.  (3) 

If  M  now  suddenly  becomes  zero  on  account  of  the  separation  of 
A1  from  A%,  then,  integrating  with  respect  to  t, 

(K+E)x-Ry-My  =  0,  (4) 

—R3c  +  (B+R)y—Mx  =  flldt  =  0;  (5) 

'-^*%g'+ffV  w 

Substituting  the  value  ofy  in  terms  of  tic  from  (3),  we  find 
x  __  M(B  +  R)(K+R)+R* 
m  ~"  E  -* 


When,  as  in  Kirchhoff's  experiment,  both  B  and  K  are  large 
compared  with  R,  this  equation  is  reduced  to 

-  =  — . 

Of  these  quantities,  x  is  found  from  the  throw  of  the  galvanometer 
due  to  the  induction  current.  See  Art.  748.  The  permanent  cur 
rent,  x,  is  found  from  the  permanent  deflexion  due  to  the  steady 
current;  see  Art.  746.  M  is  found  either  by  direct  calculation 
from  the  geometrical  data,  or  by  a  comparison  with  a  pair  of  coils, 
for  which  this  calculation  has  been  made ;  see  Art.  755.  From 
VOL.  n.  B  b 
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these  three  quantities  R  can  be  determined   in   electromagnetic 
measure. 

These  methods  involve  the  determination  of  the  period  of  vibra 
tion  of  the  galvanometer  magnet,  and  of  the  logarithmic  decrement 
of  its  oscillations. 

Welter's  Method  by  Transient  Currents  *. 

760.]  A  coil  of  considerable  size  is  mounted  on  an  axle,  so  as  to 
be  capable  of  revolving  about  a  vertical  diameter.  The  wire  of  this 
coil  is  connected  with  that  of  a  tangent  galvanometer  so  as  to  form 
a  single  circuit.  Let  the  resistance  of  this  circuit  be  E.  Let  the 
large  coil  be  placed  with  its  positive  face  perpendicular  to  the 
magnetic  meridian,  and  let  it  be  quickly  turned  round  half  a  revo 
lution.  There  will  be  an  induced  current  due  to  the  earth's  mag 
netic  force,  and  the  total  quantity  of  electricity  in  this  current  in 
electromagnetic  measure  will  be 


where  ff1  is  the  magnetic  moment  of  the  coil  for  unit  current,  which 
in  the  case  of  a  large  coil  may  be  determined  directly,  by  mea 
suring  the  dimensions  of  the  coil,  and  calculating  the  sum  of  the 
areas  of  its  windings.  H  is  the  horizontal  component  of  terrestrial 
magnetism,  and  R  is  the  resistance  of  the  circuit  formed  by  the 
coil  and  galvanometer  together.  This  current  sets  the  magnet  of 
the  galvanometer  in  motion. 

If  the  magnet  is  originally  at  rest,  and  if  the  motion  of  the  coil 
occupies  but  a  small  fraction  of  the  time  of  a  vibration  of  the 
magnet,  then,  if  we  neglect  the  resistance  to  the  motion  of  the 
magnet,  we  have,  by  Art.  748, 

Q  =  ^-2sini0,  (2) 

Lr    7T 

where  G  is  the  constant  of  the  galvanometer,  T  is  the  time  of 
vibration  of  the  magnet,  and  6  is  the  observed  elongation.  From 
these  equations  we  obtain 


_ 

The  value  of  H  does  not  appear  in  this  result,  provided  it  is  the 
same  at  the  position  of  the  coil  and  at  that  of  the  galvanometer. 
This  should  not  be  assumed  to  be  the  case,  but  should  be  tested  by 
comparing  the  time  of  vibration  of  the  same  magnet,  first  at  one  of 
these  places  and  then  at  the  other. 

*  Elekt.  Maasb.  ;  or  Pogg.,  Ann.  Ixxxii.  337  (1851). 
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761.]  To  make  a  series  of  observations  Weber  began  with  the 
coil  parallel  to  the  magnetic  meridian.  He  then  turned  it  with  its 
positive  face  north,  and  observed  the  first  elongation  due  to  the 
negative  current.  He  then  observed  the  second  elongation  of  the 
freely  swinging  magnet,  and  on  the  return  of  the  magnet  through 
the  point  of  equilibrium  he  turned  the  coil  with  its  positive  face 
south.  This  caused  the  magnet  to  recoil  to  the  positive  side.  The 
series  was  continued  as  in  Art.  750,  and  the  result  corrected  for 
resistance.  In  this  way  the  value  of  the  resistance  of  the  combined 
circuit  of  the  coil  and  galvanometer  was  ascertained. 

In  all  such  experiments  it  is  necessary,  in  order  to  obtain  suffi 
ciently  large  deflexions,  to  make  the  wire  of  copper,  a  metal  which, 
though  it  is  the  best  conductor,  has  the  disadvantage  of  altering 
considerably  in  resistance  with  alterations  of  temperature.  It  is 
also  very  difficult  to  ascertain  the  temperature  of  every  part  of  the 
apparatus.  Hence,  in  order  to  obtain  a  result  of  permanent  value 
from  such  an  experiment,  the  resistance  of  the  experimental  circuit 
should  be  compared  with  that  of  a  carefully  constructed  resistance - 
coil,  both  before  and  after  each  experiment. 

Weber*s  Method  by  observing  the  Decrement  of  the  Oscillations 
of  a  Magnet. 

762.]  A  magnet  of  considerable  magnetic  moment  is  suspended 
at  the  centre  of  a  galvanometer  coil.  The  period  of  vibration  and 
the  logarithmic  decrement  of  the  oscillations  is  observed,  first  with 
the  circuit  of  the  galvanometer  open,  and  then  with  the  circuit 
closed,  and  the  conductivity  of  the  galvanometer  coil  is  deduced 
from  the  effect  which  the  currents  induced  in  it  by  the  motion  of 
the  magnet  have  in  resisting  that  motion. 

If  T  is  the  observed  time  of  a  single  vibration,  and  A  the  Na 
pierian  logarithmic  decrement  for  each  single  vibration,  then,  if  we 
write  „ 

«  =  Y>  0) 

and  «  =  y  (2) 

the  equation  of  motion  of  the  magnet  is  of  the  form 

0  =  Ce-atcos(a>t+(3).  (3) 

This  expresses  the  nature  of  the  motion  as  determined  by  observa 
tion.  We  must  compare  this  with  the  dynamical  equation  of 
motion. 

B  b  2 
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Let  M  be  the  coefficient  of  induction  between  the  galvanometer 
coil  and  the  suspended  magnet.     It  is  of  the  form 

M  =  ff1ff1P1(e)+fftffiPt(e)+sai.,  (4) 

where  Glt  G2,  &c.  are  coefficients  belonging  to  the  coil,  g-^g^  &c. 
to  the  magnet,  and  Pl  (6),  P2  (6),  &c.  are  zonal  harmonics  of  the 
angle  between  the  axes  of  the  coil  and  the  magnet.  See  Art.  700. 
By  a  proper  arrangement  of  the  coils  of  the  galvanometer,  and  by 
building  up  the  suspended  magnet  of  several  magnets  placed  side  by 
side  at  proper  distances,  we  may  cause  all  the  terms  of  M  after  the 
first  to  become  insensible  compared  with  the  first.  If  we  also  put 

$  =  --  0,  we  may  write 
2 

M  =  Gm  sin(/>,  (5) 

where  G  is  the  principal  coefficient  of  the  galvanometer,  m  is  the 
magnetic  moment  of  the  magnet,  and  $  is  the  angle  between  the 

axis  of  the  magnet  and  the  plane  of  the  coil,  which,  in  this  ex 
periment,  is  always  a  small  angle. 

If  L  is  the  coefficient  of  self-induction  of  the  coil,  and  R  its 
resistance,  and  y  the  current  in  the  coil, 

=  0,  (6) 


or        L+Rv+Gmcos<t>~  =  0.  (7) 


The  moment  of  the  force  with  which  the  currrent  y  acts  on  the 

magnet  is  y  -=  —  ,  or  Gmy  cos  <£.    The  angle  $  is  in  this  experiment 
d  cp 

so  small,  that  we  may  suppose  cos  $  =  1  . 

Let  us  suppose  that  the  equation  of  motion  of  the  magnet  when 
the  circuit  is  broken  is 


where  A  is  the  moment  of  inertia  of  the  suspended  apparatus,  B  -^ 

expresses  the  resistance  arising  from  the  viscosity  of  the  air  and 
of  the  suspension  fibre,  &c.,  and  0$  expresses  the  moment  of  the 
force  arising  from  the  earth's  magnetism,  the  torsion  of  the  sus 
pension  apparatus,  &c.  tending  to  bring  the  magnet  to  its  position 
of  equilibrium. 

The  equation  of  motion,  as  affected  by  the  current,  will  be 
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To  determine  the  motion  of  the  magnet,  we  have  to  combine  this 
equation  with  (7)  and  eliminate  y.     The  result  is 


a  linear  differential  equation  of  the  third  order. 

We  have  no  occasion,  however,  to  solve  this  equation,  because 
the  data  of  the  problem  are  the  observed  elements  of  the  motion 
of  the  magnet,  and  from  these  we  have  to  determine  the  value 
of  R. 

Let  a0  and  co0  be  the  values  of  a  and  oo  in  equation  (3)  when  the 
circuit  is  broken.  In  this  case  R  is  infinite,  and  the  equation  is 
reduced  to  the  form  (8).  We  thus  find 

£=2Aa0,  C=A(a02  +  <*<?).  (11) 

Solving  equation  (10)  for  R,  and  writing 

—  =  _(a  +  2o>),     where     *  =  \/^T,  (12) 

we  find 


P  ,.,        .    ,    ,     . 

A      a2  —  a>2  2         2  "* 


Since  the  value  of  co  is  in  general  much  greater  than  that  of  a, 
the  best  value  of  R  is  found  by  equating  the  terms  in  ?'co, 


R=  ,  +  iJ(3a-c^-=).  (14) 

2A(a-a0)  \  a-a0  ' 

We  may  also  obtain  a  value  of  R  by  equating  the  terms  not 
involving  i,  but  as  these  terms  are  small,  the  equation  is  useful 
only  as  a  means  of  testing  the  accuracy  of  the  observations.  From 
these  equations  we  find  the  following  testing  equation, 


4-(co2-a>02)2}.     (15) 
Since  LAu?  is  very  small  compared  with  G2m2,  this  equation 
gives  a>2-a)0a=o02-o2;  (16) 

and  equation  (14)  may  be  written 


. 

In  this  expression  G  may  be  determined  either  from  the  linear 
measurement  of  the  galvanometer  coil,  or  better,  by  comparison 
with  a  standard  coil,  according  to  the  method  of  Art.  753.  A  is 
the  moment  of  inertia  of  the  magnet  and  its  suspended  apparatus, 
which  is  to  be  found  by  the  proper  dynamical  method,  co,  o>0,  a 
and  a0,  are  given  by  observation. 
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The  determination  of  the  value  of  m,  the  magnetic  moment  of 
the  suspended  magnet,  is  the  most  difficult  part  of  the  investigation, 
because  it  is  affected  by  temperature,  by  the  earth's  magnetic  force, 
and  by  mechanical  violence,  so  that  great  care  must  be  taken  to 
measure  this  quantity  when  the  magnet  is  in  the  very  same  circum 
stances  as  when  it  is  vibrating. 

The  second  term  of  R,  that  which  involves  Z,  is  of  less  import 
ance,  as  it  is  generally  small  compared  with  the  first  term.  The 
value  of  L  may  be  determined  either  by  calculation  from  the  known 
form  of  the  coil,  or  by  an  experiment  on  the  extra-current  of  in 
duction.  See  Art.  756. 

Thomson  s  Method  by  a  Revolving  Coil. 

763.]  This  method  was  suggested  by  Thomson  to  the  Committee 
of  the  British  Association  on  Electrical  Standards,  and  the  ex 
periment  was  made  by  MM.  Balfour  Stewart,  Fleeming  Jenkin, 
and  the  author  in  1863  *. 

A  circular  coil  is  made  to  revolve  with  uniform  velocity  about  a 
vertical  axis.  A  small  magnet  is  suspended  by  a  silk  fibre  at  the 
centre  of  the  coil.  An  electric  current  is  induced  in  the  coil  by 
the  earth's  magnetism,  and  also  by  the  suspended  magnet.  This 
current  is  periodic,  flowing  in  opposite  directions  through  the  wire 
of  the  coil  during  different  parts  of  each  revolution,  but  the  effect  of 
the  current  on  the  suspended  magnet  is  to  produce  a  deflexion  from 
the  magnetic  meridian  in  the  direction  of  the  rotation  of  the  coil. 

764.]  Let  H  be  the  horizontal  component  of  the  earth's  mag 
netism. 

Let  y  be  the  strength  of  the  current  in  the  coil. 

g  the  total  area  inclosed  by  all  the  windings  of  the  wire. 
G  the  magnetic  force  at  the  centre  of  the  coil  due  to  unit- 
current. 

L  the  coefficient  of  self-induction  of  the  coil. 
If  the  magnetic  moment  of  the  suspended  magnet. 
0  the  angle  between  the  plane  of  the  coil  and  the  magnetic 

meridian. 
</>  the  angle  between  the  axis  of  the  suspended  magnet  and 

the  magnetic  meridian. 

A  the  moment  of  inertia  of  the  suspended  magnet. 
MHr  the  coefficient  of  torsion  of  the  suspension  fibre, 
a  the  azimuth  of  the  magnet  when  there  is  no  torsion. 
R  the  resistance  of  the  coil. 

*  See  Report  of  the  British  Association  for  1863. 
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The  kinetic  energy  of  the  system  is 

T  =  \Ly2-Hgy  sin  B—MGy  sin  (0-$)  +  M  ZTcos  0  +  \A<fr.  (1) 

The  first  term,  JI/y2,  expresses  the  energy  of  the  current  as 
depending  on  the  coil  itself.  The  second  term  depends  on  the 
mutual  action  of  the  current  and  terrestrial  magnetism,  the  third 
on  that  of  the  current  and  the  magnetism  of  the  suspended  magnet, 
the  fourth  on  that  of  the  magnetism  of  the  suspended  magnet  and 
terrestrial  magnetism,  and  the  last  expresses  the  kinetic  energy  of 
the  matter  composing  the  magnet  and  the  suspended  apparatus 
which  moves  with  it. 

The  potential  energy  of  the  suspended  apparatus  arising  from  the 
torsion  of  the  fibre  is 

F=  —  Tfo'-2*a).  (2) 

The  electromagnetic  momentum  of  the  current  is 

fIT 
p  -  ±L  =  Ly-Hg  sin  0-MG  sin  (0-<f>),  (3) 

and  if  R  is  the  resistance  of  the  coil,  the  equation  of  the  current  is 


or,  since  0  =  at,  (5) 

cos  0  +  Jtf£(o>--(j>)cos(<9-4>).  (6) 


765.]  It  is  the  result  alike  of  theory  and  observation  that  </>,  the 
azimuth  of  the  magnet,  is  subject  to  two  kinds  of  periodic  variations. 
One  of  these  is  a  free  oscillation,  whose  periodic  time  depends  on 
the  intensity  of  terrestrial  magnetism,  and  is,  in  the  experiment, 
several  seconds.  The  other  is  a  forced  vibration  whose  period  is 
half  that  of  the  revolving  coil,  and  whose  amplitude  is,  as  we  shall 
see,  insensible.  Hence,  in  determining  y,  we  may  treat  $  as 
sensibly  constant. 

We  thus  find 


(8) 


+  ct-r.  (9) 

The  last  term  of  this  expression  soon  dies  away  when  the  rota 
tion  is  continued  uniform. 
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The  equation  of  motion  of  the  suspended  magnet  is 

dT      dV 


whenee     J<j>—  MGycos  (6—  $)  -}-  MH  (sin  ^  +  T  ($—  a))  =  0.      (11) 
Substituting  the  value  of  y,  and  arranging  the  terms  according 
to  the  functions  of  multiples  of  6,  then  we  know  from  observation 
that 

$  =  <j)0+6er-ltcosnt+ceo&2(0—p)t  (12) 

where  $0  is  the  mean  value  of  <£,  and  the  second  term  expresses 
the  free  vibrations  gradually  decaying,  and  the  third  the  forced 
vibrations  arising  from  the  variation  of  the  deflecting  current. 

Beginning  with  the  terms  in  (11)  which  do  not  involve  6,  and 
which  must  collectively  vanish,  we  find  approximately 

* 


</>0  +  r(00-a)).     (13) 
Since  L  tan  <£0  is  generally  small  compared  to  Gg,  the  solution  of 
the  quadratic  (13)  gives  approximately 


If  we  now  employ  the  leading  term  in  this  expression  in  equa 
tions  (7),  (8),  and  (11),  we  shall  find  t  at  the  value  of  n  in  equation 

(12)  is  A/   —-* —  sec^0.     That  of  c,  the  amplitude  of  the  forced 

^2 

vibrations,  is    J  — ^  sin  (/>0 .     Hence,   when  the   coil    makes   many 

revolutions  during  one  free  vibration  of  the  magnet,  the  amplitude 
of  the  forced  vibrations  of  the  magnet  is  very  small,  and  we  may 
neglect  the  terms  in  (11)  which  involve  <?. 

766.]  The  resistance  is  thus  determined  in  electromagnetic  mea 
sure  in  terms  of  the  velocity  <o  and  the  deviation  $.  It  is  not 
necessary  to  determine  If,  the  horizontal  terrestrial  magnetic  force, 
provided  it  remains  constant  during  the  experiment. 

To  determine  -77-  we  must  make  use  of  the  suspended  magnet  to 

H 

deflect  the  magnet  of  the  magnetometer,  as  described  in  Art.  454. 
In  this  experiment  M  should  be  small,  so  that  this  correction  be 
comes  of  secondary  importance. 
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For  the  other  corrections  required  in  this  experiment  see  the 
Eeport  of  the  British  Association  for  1863,  p.  168. 


Joule's  Calorimetric  Method. 

767.]  The  heat  generated  by  a  current  y  in  passing  through  a 
conductor  whose  resistance  is  E  is,  by  Joule's  law,  Art.  242. 


where  /  is  the  equivalent  in  dynamical  measure  of  the  unit  of  heat 
employed. 

Hence,  if  R  is  constant  during  the  experiment,  its  value  is 


7 

j- 


-fdt 

This  method  of  determining  E  involves  the  determination  of  h, 
the  heat  generated  by  the  current  in  a  given  time,  and  of  y2,  the 
square  of  the  strength  of  the  current. 

In  Joule's  experiments  *,  h  was  determined  by  the  rise  of  tem 
perature  of  the  water  in  a  vessel  in  which  the  conducting  wire  was 
immersed.  It  was  corrected  for  the  effects  of  radiation,  &c.  by 
alternate  experiments  in  which  no  current  was  passed  through  the 
wire. 

The  strength  of  the  current  was  measured  by  means  of  a  tangent 
galvanometer.  This  method  involves  the  determination  of  the 
intensity  of  terrestrial  magnetism,  which  was  done  by  the  method 
described  in  Art.  457.  These  measurements  were  also  tested  by  the 
current  weigher,  described  in  Art.  726,  which  measures  y2  directly. 

The  most  direct  method  of  measuring  /  y2  dt,  however,  is  to  pass 

the  current  through  a  self-acting  electrodynamometer  (Art.  725) 
with  a  scale  which  gives  readings  proportional  to  y2,  and  to  make 
the  observations  at  equal  intervals  of  time,  which  may  be  done 
approximately  by  taking  the  reading  at  the  extremities  of  every 
vibration  of  the  instrument  during  the  whole  course  of  the  experi 
ment. 

*  Report  of  the  British  Association  for  1867. 


CHAPTEE  XIX. 

COMPARISON    OF   THE   ELECTROSTATIC   WITH    THE    ELECTRO 
MAGNETIC    UNITS. 

Determination  of  the  Number  of  Electrostatic  Units  of  Electricity 
in  one  Electromagnetic  Unit. 

768.]  THE  absolute  magnitudes  of  the  electrical  units  in  both 
systems  depend  on  the  units  of  length,  time,  and  mass  which  we 
adopt,  and  the  mode  in  which  they  depend  on  these  units  is 
different  in  the  two  systems,  so  that  the  ratio  of  the  electrical  units 
will  be  expressed  by  a  different  number,  according  to  the  different 
units  of  length  and  time. 

It  appears  from  the  table  of  dimensions,  Art.  628,  that  the 
number  of  electrostatic  units  of  electricity  in  one  electromagnetic 
unit  varies  inversely  as  the  magnitude  of  the  unit  of  length,  and 
directly  as  the  magnitude  of  the  unit  of  time  which  we  adopt. 

If,  therefore,  we  determine  a  velocity  which  is  represented  nu 
merically  by  this  number,  then,  even  if  we  adopt  new  units  of 
length  and  of  time,  the  number  representing  this  velocity  will  still 
be  the  number  of  electrostatic  units  of  electricity  in  one  electro 
magnetic  unit,  according  to  the  new  system  of  measurement. 

This  velocity,  therefore,  which  indicates  the  relation  between 
electrostatic  and  electromagnetic  phenomena,  is  a  natural  quantity 
of  definite  magnitude,  and  the  measurement  of  this  quantity  is  one 
of  the  most  important  researches  in  electricity. 

To  shew  that  the  quantity  we  are  in  search  of  is  really  a  velocity, 
we  may  observe  that  in  the  case  of  two  parallel  currents  the  attrac 
tion  experienced  by  a  length  a  of  one  of  them  is,  by  Art.  686, 

F=2CC'?r> 
where  <?,  G'  are  the  numerical  values  of  the  currents  in  electro- 
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magnetic  measure,  and  b  the  distance  between  them.  If  we  make 
I  —  2  a,  then  jr  =  CC'. 

Now  the  quantity  of  electricity  transmitted  by  the  current  C  in 
the  time  t  is  Ct  in  electromagnetic  measure,  or  nCt  in  electrostatic 
measure,  if  n  is  the  number  of  electrostatic  units  in  one  electro 
magnetic  unit. 

Let  two  small  conductors  be  charged  with  the  quantities  of 
electricity  transmitted  by  the  two  currents  in  the  time  t,  and 
placed  at  a  distance  r  from  each  other.  The  repulsion  between 
them  will  be  CC'n?t2 

T?'  —   

-72- 

Let  the  distance  r  be  so  chosen  that  this  repulsion  is  equal  to  the 
attraction  of  the  currents,  then 

ccvt* 

-pr-   --cc- 

Hence  r  =  nt ; 

or  the  distance  r  must  increase  with  the  time  t  at  the  rate  n. 
Hence  n  is  a  velocity,  the  absolute  magnitude  of  which  is  the 
same,  whatever  units  we  assume. 

769.]  To  obtain  a  physical  conception  of  this  velocity,  let  us  ima 
gine  a  plane  surface  charged  with  electricity  to  the  electrostatic  sur 
face-density  cr,  and  moving  in  its  own  plane  with  a  velocity  v.  This 
moving  electrified  surface  will  be  equivalent  to  an  electric  current- 
sheet,  the  strength  of  the  current  flowing  through  unit  of  breadth 

of  the  surface  being  <rv  in  electrostatic  measure,  or  -  crv  in  elec- 

ti 

tromagnetic  measure,  if  n  is  the  number  of  electrostatic  units  in 
one  electromagnetic  unit.  If  another  plane  surface  parallel  to  the 
first  is  electrified  to  the  surface-density  a-',  and  moves  in  the  same 
direction  with  the  velocity  v',  it  will  be  equivalent  to  a  second 
current-sheet. 

The  electrostatic  repulsion  between  the  two  electrified  surfaces  is, 
by  Art.  124,  27rcro-'  for  every  unit  of  area  of  the  opposed  surfaces. 

The  electromagnetic  attraction  between  the  two  current-sheets 
is,  by  Art.  653,  2-nuu'  for  every  unit  of  area,  u  and  u'  being  the 
surface-densities  of  the  currents  in  electromagnetic  measure. 

But     u  =  -  0-v.     and      u'=  -oV,  so  that  the  attraction  is 
n  n 

,vv' 
27TO-0-— • 
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The  ratio  of  the  attraction  to  the  repulsion  is  equal  to  that  of 
vv  to  n2.  Hence,  since  the  attraction  and  the  repulsion  are  quan 
tities  of  the  same  kind,  n  must  be  a  quantity  of  the  same  kind  as  v9 
that  is,  a  velocity.  If  we  now  suppose  the  velocity  of  each  of  the 
moving  planes  to  be  equal  to  n,  the  attraction  will  be  equal  to  the 
repulsion,  and  there  will  be  no  mechanical  action  between  them. 
Hence  we  may  define  the  ratio  of  the  electric  units  to  be  a  velocity, 
such  that  two  electrified  surfaces,  moving  in  the  same  direction 
with  this  velocity,  have  no  mutual  action.  Since  this  velocity  is 
about  288000  kilometres  per  second,  it  is  impossible  to  make  the 
experiment  above  described. 

770.]  If  the  electric  surface-density  and  the  velocity  can  be  made 
so  great  that  the  magnetic  force  is  a  measurable  quantity,  we  may 
at  least  verify  our  supposition  that  a  moving  electrified  body  is 
equivalent  to  an  electric  current. 

We  may  assume  *  that  an  electrified  surface  in  air  would 
begin  to  discharge  itself  by  sparks  when  the  electric  force  27rcr 
reaches  the  value  130.  The  magnetic  force  due  to  the  current-sheet 

is  2  IT  <r  -  •     The  horizontal  magnetic  force  in  Britain  is  about  0.175. 
n 

Hence  a  surface  electrified  to  the  highest  degree,  and  moving  with 
a  velocity  of  100  metres  per  second,  would  act  on  a  magnet  with  a 
force  equal  to  about  one-four-thousandth  part  of  the  earth's  hori 
zontal  force,  a  quantity  which  can  be  measured.  The  electrified 
surface  may  be  that  of  a  non-conducting  disk  revolving  in  the  plane 
of  the  magnetic  meridian,  and  the  magnet  may  be  placed  close  to 
the  ascending  or  descending  portion  of  the  disk,  and  protected  from 
its  electrostatic  action  by  a  screen  of  metal.  I  am  not  aware  that 
this  experiment  has  been  hitherto  attempted. 

I.   Comparison  of  Units  of  Electricity. 

771.]  Since  the  ratio  of  the  electromagnetic  to  the  electrostatic 
unit  of  electricity  is  represented  by  a  velocity,  we  shall  in  future 
denote  it  by  the  symbol  v.  The  first  numerical  determination  of 
this  velocity  was  made  by  Weber  and  Kohlrausch  f. 

Their  method  was  founded  on  the  measurement  of  the  same 
quantity  of  electricity,  first  in  electrostatic  and  then  in  electro 
magnetic  measure. 

The  quantity  of  electricity  measured  was  the  charge  of  a  Leyden 
jar.  It  was  measured  in  electrostatic  measure  as  the  product  of  the 

*  Sir  W.  Thomson,  R.  8.  Proc.  or  Keprint,  chap.  xix. 

t  Elektrodynamische  Maasbestimmungen  ;  and  Pogg.  Ann.  xcix  (Aug.  10,  1856). 
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capacity  of  the  jar  into  the  difference  of  potential  of  its  coatings. 
The  capacity  of  the  jar  was  determined  by  comparison  with  that  of 
a  sphere  suspended  in  an  open  space  at  a  distance  from  other 
bodies.  The  capacity  of  such  a  sphere  is  expressed  in  electrostatic 
measure  by  its  radius.  Thus  the  capacity  of  the  jar  may  be  found 
and  expressed  as  a  certain  length.  See  Art.  227. 

The  difference  of  the  potentials  of  the  coatings  of  the  jar  was  mea 
sured  by  connecting  the  coatings  with  the  electrodes  of  an  electro 
meter,  the  constants  of  which  were  carefully  determined,  so  that  the 
difference  of  the  potentials,  fl,  became  known  in  electrostatic  measure. 

By  multiplying  this  by  c,  the  capacity  of  the  jar,  the  charge  of 
the  jar  was  expressed  in  electrostatic  measure. 

To  determine  the  value  of  the  charge  in  electromagnetic  measure, 
the  jar  was  discharged  through  the  coil  of  a  galvanometer.  The 
effect  of  the  transient  current  on  the  magnet  of  the  galvanometer 
communicated  to  the  magnet  a  certain  angular  velocity.  The 
magnet  then  swung  round  to  a  certain  deviation,  at  which  its 
velocity  was  entirely  destroyed  by  the  opposing  action  of  the 
earth's  magnetism. 

By  observing  the  extreme  deviation  of  the  magnet  the  quantity 
of  electricity  in  the  current  may  be  determined  in  electromagnetic 
measure,  as  in  Art.  748,  by  the  formula 

H  T 

e=e--2*M*, 

where  Q  is  the  quantity  of  electricity  in  electromagnetic  measure. 
We  have  therefore  to  determine  the  following  quantities : — 

H,  the  intensity  of  the  horizontal  component  of  terrestrial  mag 
netism;  see  Art.  456. 

G,  the  principal  constant  of  the  galvanometer;  see  Art.  700. 

T,  the  time  of  a  single  vibration  of  the  magnet ;  and 

0,  the  deviation  due  to  the  transient  current. 

The  value  of  v  obtained  by  MM.  Weber  and  Kohlrausch  was 
v  =  310740000  metres  per  second. 

The  property  of  solid  dielectrics,  to  which  the  name  of  Electric 
Absorption  has  been  given,  renders  it  difficult  to  estimate  correctly 
the  capacity  of  a  Ley  den  jar.  The  apparent  capacity  varies  ac 
cording  to  the  time  which  elapses  between  the  charging  or  dis 
charging  of  the  jar  and  the  measurement  of  the  potential,  and  the 
longer  the  time  the  greater  is  the  value  obtained  for  the  capacity  of 
the  jar. 
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Hence,  since  the  time  occupied  in  obtaining  a  reading-  of  the 
electrometer  is  large  in  comparison  with  the  time  during  which  the 
discharge  through  the  galvanometer  takes  place,  it  is  probable  that 
the  estimate  of  the  discharge  in  electrostatic  measure  is  too  high, 
and  the  value  of  v,  derived  from  it,  is  probably  also  too  high. 

II.  v  expressed  as  a  Resistance. 

772.]  Two  other  methods  for  the  determination  of  v  lead  to  an 
expression  of  its  value  in  terms  of  the  resistance  of  a  given  con 
ductor,  which,  in  the  electromagnetic  system,  is  also  expressed  as  a 
velocity. 

In  Sir  William  Thomson's  form  of  the  experiment,  a  constant 
current  is  made  to  flow  through  a  wire  of  great  resistance.  The 
electromotive  force  which  urges  the  current  through  the  wire  is  mea 
sured  electrostatically  by  connecting  the  extremities  of  the  wire  with 
the  electrodes  of  an  absolute  electrometer,  Arts.  217,  218.  The 
strength  of  the  current  in  the  wire  is  measured  in  electromagnetic 
measure  by  the  deflexion  of  the  suspended  coil  of  an  electrodyna- 
mometer  through  which  it  passes,  Art.  725.  The  resistance  of  the 
circuit  is  known  in  electromagnetic  measure  by  comparison  with  a 
standard  coil  or  Ohm.  By  multiplying  the  strength  of  the  current 
by  this  resistance  we  obtain  the  electromotive  force  in  electro 
magnetic  measure,  and  from  a  comparison  of  this  with  the  electro 
static  measure  the  value  of  v  is  obtained. 

This  method  requires  the  simultaneous  determination  of  two 
forces,  by  means  of  the  electrometer  and  electrodynamometer  re 
spectively,  and  it  is  only  the  ratio  of  these  forces  which  appears  in 
the  result. 

773.]  Another  method,  in  which  these  forces,  instead  of  being 
separately  measured,  are  directly  opposed  to  each  other,  was  em 
ployed  by  the  present  writer.  The  ends  of  the  great  resistance  coil 
are  connected  with  two  parallel  disks,  one  of  which  is  moveable. 
The  same  difference  of  potentials  which  sends  the  current  through 
the  great  resistance,  also  causes  an  attraction  between  these  disks. 
At  the  same  time,  an  electric  current  which,  in  the  actual  experi 
ment,  was  distinct  from  the  primary  current,  is  sent  through  two 
coils,  fastened,  one  to  the  back  of  the  fixed  disk,  and  the  other  to 
the  back  of  the  moveable  disk.  The  current  flows  in  opposite 
directions  through  these  coils,  so  that  they  repel  one  another.  By 
adjusting  the  distance  of  the  two  disks  the  attraction  is  exactly 
balanced  by  the  repulsion,  while  at  the  same  time  another  observer, 
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by  means  of  a  differential  galvanometer  with  shunts,  determines 
the  ratio  of  the  primary  to  the  secondary  current. 

In  this  experiment  the  only  measurement  which  must  be  referred 
to  a  material  standard  is  that  of  the  great  resistance,  which  must 
be  determined  in  absolute  measure  by  comparison  with  the  Ohm. 
The  other  measurements  are  required  only  for  the  determination  of 
ratios,  and  may  therefore  be  determined  in  terms  of  any  arbitrary 
unit. 

Thus  the  ratio  of  the  two  forces  is  a  ratio  of  equality. 

The  ratio  of  the  two  currents  is  found  by  a  comparison  of  resist 
ances  when  there  is  no  deflexion  of  the  differential  galvanometer. 

The  attractive  force  depends  on  the  square  of  the  ratio  of  the 
diameter  of  the  disks  to  their  distance. 

The  repulsive  force  depends  on  the  ratio  of  the  diameter  of  the 
coils  to  their  distance. 

The  value  of  v  is  therefore  expressed  directly  in  terms  of  the 
resistance  of  the  great  coil,  which  is  itself  compared  with  the  Ohm. 

The  value  of  v,  as  found  by  Thomson's  method,  was  28.2  Ohms  *  ; 
by  Maxwell's,  28.8  Ohmsf. 

III.  Electrostatic  Capacity  in  Electromagnetic  Measure. 

774.]  The  capacity  of  a  condenser  may  be  ascertained  in  electro 
magnetic  measure  by  a  comparison  of  the  electromotive  force  which 
produces  the  charge,  and  the  quantity  of  electricity  in  the  current 
of  discharge.  By  means  of  a  voltaic  battery  a  current  is  maintained 
through  a  circuit  containing  a  coil  of  great  resistance.  The  con 
denser  is  charged  by  putting  its  electrodes  in  contact  with  those  of 
the  resistance  coil.  The  current  through  the  coil  is  measured  by 
the  deflexion  which  it  produces  in  a  galvanometer.  Let  </>  be  this 
deflexion,  then  the  current  is,  by  Art.  742, 

7T 

y  =  -£-  tan  0, 

where  H  is  the  horizontal  component  of  terrestrial  magnetism,  and 
G  is  the  principal  constant  of  the  galvanometer. 

If  R  is  the  resistance  of  the  coil  through  which  this  current  is 
made  to  flow,  the  difference  of  the  potentials  at  the  ends  of  the 
coil  is  E  =  Ry, 

*  Report  of  British  Association,  1869,  p.  434. 

t  Phil.  Trans.,  1868,  p.  643  j  and  Report  of  British  Association,  1869,  p.  436. 
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and  the  charge  of  electricity  produced  in  the  condenser,  whose 
capacity  in  electromagnetic  measure  is  <?,  will  be 

Now  let  the  electrodes  of  the  condenser,  and  then  those  of  the 
galvanometer,  be  disconnected  from  the  circuits,  and  let  the  magnet 
of  the  galvanometer  be  brought  to  rest  at  its  position  of  equili 
brium.  Then  let  the  electrodes  of  the  condenser  be  connected  with 
those  of  the  galvanometer.  A  transient  current  will  flow  through 
the  galvanometer,  and  will  cause  the  magnet  to  swing  to  an  ex 
treme  deflexion  0.  Then,  by  Art.  748,  if  the  discharge  is  equal  to 
the  charge,  __  H  T  .  , 

Gr    T7 

We  thus  obtain  as  the  value  of  the  capacity  of  the  condenser  in 
electromagnetic  measure 

c  =  —  ^r    *lu  \  • 

IT  H      tan  cp 

The  capacity  of  the  condenser  is  thus  determined  in  terms  of  the 
following  quantities : — 

T,  the  time  of  vibration  of  the  magnet  of  the  galvanometer  from 
rest  to  rest. 

R,  the  resistance  of  the  coil. 

6,  the  extreme  limit  of  the  swing  produced  by  the  discharge. 

<J>,  the  constant  deflexion  due  to  the  current  through  the  coil  R. 
This  method  was  employed  by  Professor  Fleeming  Jenkin  in  deter 
mining  the  capacity  of  condensers  in  electromagnetic  measure*. 

If  c  be  the  capacity  of  the  same  condenser  in  electrostatic  mea 
sure,  as  determined  by  comparison  with  a  condenser  whose  capacity 
can  be  calculated  from  its  geometrical  data, 

c  =  v2C. 
c      tan  <f> 

Hence  ^  =  *R  y  2sini0' 

The  quantity  v  may  therefore  be  found  in  this  way.  It  depends 
on  the  determination  of  R  in  electromagnetic  measure,  but  as  it 
involves  only  the  square  root  of  R,  an  error  in  this  determination 
will  not  affect  the  value  of  v  so  much  as  in  the  method  of  Arts. 

772,  773. 

Intermittent  Current. 

775.]  If  the  wire  of  a  battery-circuit  be  broken  at  any  point,  and 

*  Report  of  British  Association,  1867. 
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the  broken  ends  connected  with  the  electrodes  of  a  condenser,  the 
current  will  flow  into  the  condenser  with  a  strength  which  dimin 
ishes  as  the  difference  of  the  potentials  of  the  condenser  increases, 
so  that  when  the  condenser  has  received  the  full  charge  corre 
sponding  to  the  electromotive  force  acting  on  the  wire  the  current 
ceases  entirely. 

If  the  electrodes  of  the  condenser  are  now  disconnected  from  the 
ends  of  the  wire,  and  then  again  connected  with  them  in  the 
reverse  order,  the  condenser  will  discharge  itself  through  the  wire, 
and  will  then  become  recharged  in  the  opposite  way,  so  that  a 
transient  current  will  flow  through  the  wire,  the  total  quantity  of 
which  is  equal  to  two  charges  of  the  condenser. 

By  means  of  a  piece  of  mechanism  (commonly  called  a  Commu 
tator,  or  wippe]  the  operation  of  reversing  the  connexions  of  the 
condenser  can  be  repeated  at  regular  intervals  of  time,  each  interval 
being  equal  to  T.  If  this  interval  is  sufficiently  long  to  allow  of 
the  complete  discharge  of  the  condenser,  the  quantity  of  electricity 
transmitted  by  the  wire  in  each  interval  will  be  2  EC,  where  E  is 
the  electromotive  force,  and  C  is  the  capacity  of  the  condenser. 

If  the  magnet  of  a  galvanometer  included  in  the  circuit  is  loaded, 
so  as  to  swing  so  slowly  that  a  great  many  discharges  of  the  con 
denser  occur  in  the  time  of  one  free  vibration  of  the  magnet,  the 
succession  of  discharges  will  act  on  the  magnet  like  a  steady  current 
whose  strength  is  2  EC 

~T~ 

If  the  condenser  is  now  removed,  and  a  resistance  coil  substituted 
for  it,  and  adjusted  till  the  steady  current  through  the  galvano 
meter  produces  the  same  deflexion  as  the  succession  of  discharges, 
and  if  ~R  is  the  resistance  of  the  whole  circuit  when  this  is  the  case, 


R  '      I    ' 

*  =  lc"  & 

We  may  thus  compare  the  condenser  with  its  commutator  in 
motion  to  a  wire  of  a  certain  electrical  resistance,  and  we  may  make 
use  of  the  different  methods  of  measuring  resistance  described  in 
Arts.  345  to  357  in  order  to  determine  this  resistance. 

776.]  For  this  purpose  we  may  substitute  for  any  one  of  the 
wires  in  the  method  of  the  Differential  Galvanometer,  Art.  346,  or 
in  that  of  Wheatstone's  Bridge,  Art.  347,  a  condenser  with  its  com 
mutator.  Let  us  suppose  that  in  either  case  a  zero  deflexion  of  the 
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galvanometer  has  been  obtained,  first  with  the  condenser  and  com 
mutator,  and  then  with  a  coil  of  resistance  It-^  in  its  place,  then 

T 

the  quantity  —  ^  will  be  measured  by  the  resistance  of  the  circuit  of 
20 

which  the  coil  El  forms  part,  and  which  is  completed  by  the  re 
mainder  of  the  conducting"  system  including  the  battery.  Hence 
the  resistance,  R,  which  we  have  to  calculate,  is  equal  to  R19  that 
of  the  resistance  coil,  together  with  R2,  the  resistance  of  the  re 
mainder  of  the  system  (including  the  battery),  the  extremities  of 
the  resistance  coil  being  taken  as  the  electrodes  of  the  system. 

In  the  cases  of  the  differential  galvanometer  and  Wheatstone's 
Bridge  it  is  not  necessary  to  make  a  second  experiment  by  substi 
tuting  a  resistance  coil  for  the  condenser.  The  value  of  the  resist 
ance  required  for  this  purpose  may  be  found  by  calculation  from 
the  other  known  resistances  in  the  system. 

Using  the  notation  of  Art.  347,  and  supposing  the  condenser 
and  commutator  substituted  for  the  conductor  AC  in  Wheatstone's 
Bridge,  and  the  galvanometer  inserted  in  OA,  and  that  the  deflexion 
of  the  galvanometer  is  zero,  then  we  know  that  the  resistance  of  a 
coil,  which  placed  in  AC  would  give  a  zero  deflexion,  is 

J  =  ^  =  A-  (3) 

The  other  part  of  the  resistance,  ~R2,  is  that  of  the  system  of  con 
ductors  AO,  OC,  AB,  BC  and  OB,  the  points  A  and  C  being  con 
sidered  as  the  electrodes.  Hence 

_ 

In  this  expression  a  denotes  the  internal  resistance  of  the  battery 
and  its  connexions,  the  value  of  which  cannot  be  determined  with 
certainty;  but  by  making  it  small  compared  with  the  other  resist 
ances,  this  uncertainty  will  only  slightly  affect  the  value  of  R2. 

The  value  of  the  capacity  of  the  condenser  in  electromagnetic 
measure  is  T 

=  ' 


777.]  If  the  condenser  has  a  large  capacity,  and  the  commutator 
is  very  rapid  in  its  action,  the  condenser  may  not  be  fully  discharged 
at  each  reversal.  The  equation  of  the  electric  current  during  the 
discharge  is  Q>  (fl) 


where  Q  is  the  charge,  C  the  capacity  of  the  condenser,  R2  the 
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resistance  of  the  rest  of  the  system  between  the  electrodes  of  the 
condenser,  and  E  the  electromotive  force   due  to  the  connexions 

with  the  battery. 

__  t_ 

Hence  Q  =  (Q0  +  EC)e  W—EC,  (7) 

where  Q0  is  the  initial  value  of  Q. 

If  r  is  the  time  during  which  contact  is  maintained  during*  each 
discharge,  the  quantity  in  each  discharge  is 


(8) 


1+e 


By  making  c  and  y  in  equation  (4)  large  compared  with  {3,  a,  or 
a,  the  time  represented  by  R2C  may  be  made  so  small  compared 
with  T,  that  in  calculating  the  value  of  the  exponential  expression 
we  may  use  the  value  of  C  in  equation  (5).  We  thus  find 


., 
X2C~         R2      T 

where  R^  is  the  resistance  which  must  be  substituted  for  the  con 
denser  to  produce  an  equivalent  effect.  R2  is  the  resistance  of  the 
rest  of  the  system,  T  is  the  interval  between  the  beginning  of  a 
discharge  and  the  beginning  of  the  next  discharge,  and  r  is  the 
duration  of  contact  for  each  discharge.  We  thus  obtain  for  the 
corrected  value  of  C  in  electromagnetic  measure 


\  _i_  e 


IV.  Comparison  of  the  Electrostatic  Capacity  of  a  Condenser  with 
the  Electromagnetic  Capacity  of  Self-induction  of  a  Coil. 

778.]  If  two  points  of  a  conducting 
circuit,  between  which  the  resistance  is 
R,  are  connected  with  the  electrodes  of 
a  condenser  whose  capacity  is  C,  then, 
when  an  electromotive  force  acts  on  the 
circuit,  part  of  the  current,  instead  of 
passing  through  the  resistance  R}  will 
be  employed  in  charging  the  condenser. 
The  current  through  R  will  therefore 
rise  to  its  final  value  from  zero  in  a 
gradual  manner.  It  appears  from  the 

mathematical  theory  that  the  manner  in  which  the  current  through 

c  c  2 
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R  rises  from  zero  to  its  final  value  is  expressed  by  a  formula  of 
exactly  the  same  kind  as  that  which  expresses  the  value  of  a  cur 
rent  urged  by  a  constant  electromotive  force  through  the  coil  of  an 
electromagnet.  Hence  we  may  place  a  condenser  and  an  electro 
magnet  on  two  opposite  members  of  Wheatstone's  Bridge  in  such 
a  way  that  the  current  through  the  galvanometer  is  always  zero, 
even  at  the  instant  of  making  or  breaking  the  battery  circuit. 

In  the  figure,  let  P,  Q,  R,  8  be  the  resistances  of  the  four  mem 
bers  of  Wheatstone's  Bridge  respectively.  Let  a  coil,  whose  coeffi 
cient  of  self-induction  is  L,  be  made  part  of  the  member  AH,  whose 
resistance  is  Q,  and  let  the  electrodes  of  a  condenser,  whose  capacity 
is  C,  be  connected  by  pieces  of  small  resistance  with  the  points  F 
and  Z.  For  the  sake  of  simplicity,  we  shall  assume  that  there  is  no 
current  in  the  galvanometer  G,  the  electrodes  of  which  are  con 
nected  to  F  and  //.  We  have  therefore  to  determine  the  condition 
that  the  potential  at  F  may  be  equal  to  that  at  H.  It  is  only  when 
we  wish  to  estimate  the  degree  of  accuracy  of  the  method  that  we 
require  to  calculate  the  current  through  the  galvanometer  when 
this  condition  is  not  fulfilled. 

Let  x  be  the  total  quantity  of  electricity  which  has  passed 
through  the  member  AF,  and  z  that  which  has  passed  through  FZ 
at  the  time  t,  then  so  —  z  will  be  the  charge  of  the  condenser.  The 
electromotive  force  acting  between  the  electrodes  of  the  condenser 

is,  by  Ohm's  law,  E  jr  ,  so  that  if  the  capacity  of  the  condenser 

_-*£.  (i) 

Let  y  be  the  total  quantity  of  electricity  which  has  passed  through 
the  member  AH,  the  electromotive  force  from  A  to  H  must  be  equal 
to  that  from  A  to  F,  or 


Since  there  is  no  current  through  the  galvanometer,  the  quantity 
which  has  passed  through  HZ  must  be  also  y,  and  we  find 


Substituting  in  (2)  the  value  of  #,  derived  from  (1),  and  com 
paring  with  (3),  we  find  as  the  condition  of  no  current  through  the 
galvanometer 
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The  condition  of  no  final  current  is,  as  in  the  ordinary  form  of 
Wheatstone's  Bridge,  QR  —.  $pt  /5\ 

The  condition  of  no  current  at  making  and  breaking  the  battery 
connexion  is  T. 


Here  -^-  and  EC  are  the  time-constants  of  the  members  Q  and  E 

^u 

respectively,  and  if,  by  varying  Q  or  It,  we  can  adjust  the  members 
of  Wheatstone's  Bridge  till  the  galvanometer  indicates  no  current, 
either  at  making  and  breaking  the  circuit,  or  when  the  current  is 
steady,  then  we  know  that  the  time-constant  of  the  coil  is  equal  to 
that  of  the  condenser. 

The  coefficient  of  self-induction,  L,  can  be  determined  in  electro 
magnetic  measure  from  a  comparison  with  the  coefficient  of  mutual 
induction  of  two  circuits,  whose  geometrical  data  are  known 
(Art.  756).  It  is  a  quantity  of  the  dimensions  of  a  line. 

The  capacity  of  the  condenser  can  be  determined  in  electrostatic 
measure  by  comparison  with  a  condenser  whose  geometrical  data 
are  known  (Art.  229).  This  quantity  is  also  a  length,  c.  The  elec 
tromagnetic  measure  of  the  capacity  is 


Substituting  this  value  in  equation  (6),  we  obtain  for  the  value 

of  v2  r 

^=j-QB,  (8) 

where  c  is  the  capacity  of  the  condenser  in  electrostatic  measure, 
L  the  coefficient  of  self-induction  of  the  coil  in  electromagnetic 
measure,  and  Q  and  E  the  resistances  in  electromagnetic  measure. 
The  value  of  v,  as  determined  by  this  method,  depends  on  the 
determination  of  the  unit  of  resistance,  as  in  the  second  method, 
Arts.  772,  773. 


V.  Combination  of  the  Electrostatic  Capacity  of  a  Condenser  with 
the  Electromagnetic  Capacity  of  Self-induction  of  a  Coil. 

779.]  Let  C  be  the  capacity  of  the  condenser,  the  surfaces  of 
which  are  connected  by  a  wire  of  resistance  E.  In  this  wire  let  the 
coils  L  and  L'  be  inserted,  and  let  L  denote  the  sum  of  their  ca 
pacities  of  self-induction.  The  coil  If  is  hung  by  a  bifilar  suspen 
sion,  and  consists  of  two  coils  in  vertical  planes,  between  which 
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passes  a  vertical  axis  which  carries  the  magnet  M}  the  axis  of  which 
revolves  in  a  horizontal  plane  between  the  coils  L'If.  The  coil  L 
has  a  large  coefficient  of  self-induction,  and  is  fixed.  The  sus 
pended  coil  L'  is  protected  from  the 
currents  of  air  caused  by  the  rota 
tion  of  the  magnet  by  enclosing  the 
rotating  parts  in  a  hollow  case. 

The  motion  of  the  magnet  causes 
currents  of  induction  in  the  coil,  and 
these  are  acted  on  by  the  magnet, 
so  that  the  plane  of  the  suspended 
coil  is  deflected  in  the  direction  of 
the  rotation  of  the  magnet.  Let 
us  determine  the  strength  of  the 
induced  currents,  and  the  magnitude 
of  the  deflexion  of  the  suspended 
coil. 

Let  x  be  the  charge  of  electricity 
on  the  upper  surface  of  the  condenser  C,  then,  if  E  is  the  electro 
motive  force  which  produces  this  charge,  we  have,  by  the  theory  of 
the  condenser,  x  =  CE.  (l) 

We  have  also,  by  the  theory  of  electric  currents, 


(2) 


where  M  is  the  electromagnetic  momentum  of  the  circuit  L',  when 
the  axis  of  the  magnet  is  normal  to  the  plane  of  the  coil,  and  6  is 
the  angle  between  the  axis  of  the  magnet  and  this  normal^ 
The  equation  to  determine  x  is  therefore 

Qjj f.  -j-  CR  --  +  x  =  CM  sin  0 -j- •  (3) 

If  the  coil  is  in  a  position  of  equilibrium,  and  if  the  rotation  of 
the  magnet  is  uniform,  the  angular  velocity  being  ft, 

0  =  nt.  (4) 

The  expression  for  the  current  consists  of  two  parts,  one  of  which 
is  independent  of  the  term  on  the  right-hand  of  the  equation, 
and  diminishes  according  to  an  exponential  function  of  the  time. 
The  other,  which  may  be  called  the  forced  current,  depends  entirely 
on  the  term  in  0,  and  may  be  written 

x  =  Jsin0-f  .Z?cos0.  (5) 
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Finding  the  values  of  A  and  B  by  substitution  in  the  equation  (3), 
we  obtain  RCn  cos  0  —  (1  -  CLn2)  sin  0 


The  moment  of  the  force  with  which  the  magnet  acts  on  the  coil 
L'  ',  in  which  the  current  x  is  flowing,  being  the  reverse  of  that 
acting  on  the  magnet  the  coil  being  by  supposition  fixed,  is 
given  by 

Q=-z~  (Mcos  6)  =  if  sin  0~-  (?) 

Cv  U  (lt> 

Integrating  this  expression  with  respect  to  t  for  one  revolution, 
and  dividing  by  the  time,  we  find,  for  the  mean  value  of  0, 


i 

*        **  **' 


If  the  coil  has  a  considerable  moment  of  inertia,  its  forced  vibra 
tions  will  be  very  small,  and  its  mean  deflexion  will  be  proportional 
to  0. 

Let  Dlt  D.2,  D3  be  the  observed  deflexions  corresponding  to  an 
gular  velocities  %  ,  n2  ,  n3  of  the  magnet,  then  in  general 

'    P^  =  (\-CL»}*+&C\    •  (9) 

where  P  is  a  constant. 

Eliminating  P  and  R  from  three  equations  of  this  form,  we  find 


(10) 

v     ' 


If  ^2  is  such  that  CLnf  =  1,  the  value  of  -=-  will  be  a  minimum 

for  this  value  of  n.  The  other  values  of  n  should  be  taken,  one 
greater,  and  the  other  less,  than  n2. 

The  value  of  CL,  determined  from  this  equation,  is  of  the  dimen 
sions  of  the  square  of  a  time.  Let  us  call  it  r2. 

If  C8  be  the  electrostatic  measure  of  the  capacity  of  the  con 
denser,  and  Lm  the  electromagnetic  measure  of  the  self-induction  of 
the  coil,  both  C8  and  Lm  are  lines,  and  the  product 

CeLm  =  0C.L.  =  v*CmLm  =  *2r2  ;  (11) 

and  p2=^?,  (12) 

where  r2  is  the  value  of  C2Z2,  determined  by  this  experiment.    The 
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experiment  here  suggested  as  a  method  of  determining  v  is  of  the 
same  nature  as  one  described  by  Sir  W.  R.  Grove,  Phil.  Mag., 
March  1868,  p.  184.  See  also  remarks  on  that  experiment,  by  the 
present  writer,  in  the  number  for  May  1868. 

VI.  Electrostatic  Measurement  of  Resistance.     (See  Art.  355.) 

780.]   Let  a  condenser  of  capacity  C  be  discharged  through  a 
conductor  of  resistance  R,  then,  if  #  is  the  charge  at  any  instant, 


__  _ 
Hence  x  =  osQe  R(J-  (2) 

If,  by  any  method,  we  can  make  contact  for  a  short  time,  which 
is  accurately  known,  so  as  to  allow  the  current  to  flow  through  the 
conductor  for  the  time  t,  then,  if  EQ  and  El  are  the  readings  of  an 
electrometer  put  in  connexion  with  the  condenser  before  and  after 
the  operation,  JB(?(logej#0—loge-Ei)  =  t.  (3) 

If  C  is  known  in  electrostatic  measure  as  a  linear  quantity,  R 
may  be  found  from  this  equation  in  electrostatic  measure  as  the 
reciprocal  of  a  velocity. 

If  Rs  is  the  numerical  value  of  the  resistance  as  thus  determined, 
and  Rm  the  numerical  value  of  the  resistance  in  electromagnetic 
measure,  Rm  ,  , 

~3C  () 

Since  it  is  necessary  for  this  experiment  that  R  should  be  very 
great,  and  since  R  must  be  small  in  the  electromagnetic  experi 
ments  of  Arts.  763,  &c.,  the  experiments  must  be  made  on  separate 
conductors,  and  the  resistance  of  these  conductors  compared  by  the 
ordinary  methods. 


CHAPTEE  XX. 


ELECTROMAGNETIC   THEORY   OF   LIGHT. 

781 .]  IN  several  parts  of  this  treatise  an  attempt  lias  been  made 
to  explain  electromagnetic  phenomena  by  means  of  mechanical 
action  transmitted  from  one  body  to  another  by  means  of  a  medium 
occupying  the  space  between  them.  The  undulatory  theory  of  light 
also  assumes  the  existence  of  a  medium.  We  have  now  to  shew 
that  the  properties  of  the  electromagnetic  medium  are  identical 
with  those  of  the  luminiferous  medium. 

To  fill  all  space  with  a  new  medium  whenever  any  new  phe 
nomenon  is  to  be  explained  is  by  no  means  philosophical,  but  if 
the  study  of  two  different  branches  of  science  has  independently 
suggested  the  idea  of  a  medium,  and  if  the  properties  which  must 
be  attributed  to  the  medium  in  order  to  account  for  electro 
magnetic  phenomena  are  of  the  same  kind  as  those  which  we 
attribute  to  the  luminiferous  medium  in  order  to  account  for  the 
phenomena  of  light,  the  evidence  for  the  physical  existence  of  the 
medium  will  be  considerably  strengthened. 

But  the  properties  of  bodies  are  capable  of  quantitative  measure 
ment.  We  therefore  obtain  the  numerical  value  of  some  property  of 
the  medium,  such  as  the  velocity  with  which  a  disturbance  is  pro 
pagated  through  it,  which  can  be  calculated  from  electromagnetic 
experiments,  and  also  observed  directly  in  the  case  of  light.  If  it 
should  be  found  that  the  velocity  of  propagation  of  electromagnetic 
disturbances  is  the  same  as  the  velocity  of  light,  and  this  not  only 
in  air,  but  in  other  transparent  media,  we  shall  have  strong  reasons 
for  believing  that  light  is  an  electromagnetic  phenomenon,  and  the 
combination  of  the  optical  with  the  electrical  evidence  will  produce 
a  conviction  of  the  reality  of  the  medium  similar  to  that  which  we 
obtain,  in  the  case  of  other  kinds  of  matter,  from  the  combined 
evidence  of  the  senses. 
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782.]  When  light  is  emitted,  a  certain  amount  of  energy  is 
expended  by  the  luminous  body,  and  if  the  light  is  absorbed  by 
another  body,  this  body  becomes  heated,  shewing  that  it  has  re 
ceived  energy  from  without.  During  the  interval  of  time  after  the 
light  left  the  first  body  and  before  it  reached  the  second,  it  must 
have  existed  as  energy  in  the  intervening  space. 

According  to  the  theory  of  emission,  the  transmission  of  energy 
is  effected  by  the  actual  transference  of  light-corpuscules  from  the 
luminous  to  the  illuminated  body,  carrying  with  them  their  kinetic 
energy,  together  with  any  other  kind  of  energy  of  which  they  may 
be  the  receptacles. 

According  to  the  theory  of  undulation,  there  is  a  material  medium 
which  fills  the  space  between  the  two  bodies,  and  it  is  by  the  action 
of  contiguous  parts  of  this  medium  that  the  energy  is  passed  on, 
from  one  portion  to  the  next,  till  it  reaches  the  illuminated  body. 

The  luminiferous  medium  is  therefore,  during  the  passage  of  light 
through  it,  a  receptacle  of  energy.  In  the  undulatory  theory,  as 
developed  by  Huygens,  Fresnel,  Young,  Green,  &c.,  this  energy 
is  supposed  to  be  partly  potential  and  partly  kinetic.  The  potential 
energy  is  supposed  to  be  due  to  the  distortion  of  the  elementary 
portions  of  the  medium.  We  must  therefore  regard  the  medium  as 
elastic.  The  kinetic  energy  is  supposed  to  be  due  to  the  vibratory 
motion  of  the  medium.  We  must  therefore  regard  the  medium  as 
having  a  finite  density. 

In  the  theory  of  electricity  and  magnetism  adopted  in  this 
treatise,  two  forms  of  energy  are  recognised,  the  electrostatic  and 
the  electrokinetic  (see  Arts.  630  and  636),  and  these  are  supposed 
to  have  their  seat,  not  merely  in  the  electrified  or  magnetized 
bodies,  but  in  every  part  of  the  surrounding  space,  where  electric 
or  magnetic  force  is  observed  to  act.  Hence  our  theory  agrees 
with  the  undulatory  theory  in  assuming  the  existence  of  a  medium 
which  is  capable  of  becoming  a  receptacle  of  two  forms  of  energy  *. 
783.]  Let  us  next  determine  the  conditions  of  the  propagation 
of  an  electromagnetic  disturbance  through  a  uniform  medium,  which 
we  shall  suppose  to  be  at  rest,  that  is,  to  have  no  motion  except  that 
which  may  be  involved  in  electromagnetic  disturbances. 

*  <  For  my  own  part,  considering  the  relation  of  a  vacuum  to  the  magnetic  force, 
and  the  general  character  of  magnetic  phenomena  external  to  the  magnet,  I  am  more 
inclined  to  the  notion  that  in  the  transmission  of  the  force  there  is  such  an  action, 
external  to  the  magnet,  than  that  the  effects  are  merely  attraction  and  repulsion  at  a 
distance  Such  an  action  may  be  a  function  of  the  sether  ;  for  it  is  not  at  all  unlikely 
that,  if  there  be  an  sether,  it  should  have  other  uses  than  simply  the  conveyance 
radiations.' — Faraday's  Experimental  Researches,  3075. 
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Let  C  be  the  specific  conductivity  of  the  medium,  K  its  specific 
capacity  for  electrostatic  induction,  and  ^  its  magnetic  ''perme 
ability.' 

To  obtain  the  general  equations  of  electromagnetic  disturbance, 
we  shall  express  the  true  current  (£  in  terms  of  the  vector  potential 
31  and  the  electric  potential  #. 

The  true  current  (£  is  made  up  of  the  conduction  current  ^  and 
the  variation  of  the  electric  displacement  2),  and  since  both  of  these 
depend  on  the  electromotive  force  (£,  we  find,  as  in  Art.  611, 


But  since  there  is  no  motion  of  the  medium,  we  may  express  the 
electromotive  force,  as  in  Art.  599, 

<g=-3l-V*.  (2) 

Hence  «  =  -(<?  +  -L  K  |)  (f  +  V*)  .  (3) 

But  we  may  determine  a  relation  between  (£  and  21  in  a  different 
way,  as  is  shewn  in  Art.  616,  the  equations  (4)  of  which  may  be 
written  47r/x(£  =  V22l  +  V/,  (4) 

T      dF      clG      dH 

where  /=-_  +  —-  +  --.  (5) 

das       dy        dz  v  J 

Combining  equations  (3)  and  (4),  we  obtain 


0,  (6) 

which  we  may  express  in  the  form  of  three  equations  as  follows  — 


These  are  the  general  equations  of  electromagnetic  disturbances. 
If  we  differentiate  these  equations  with  respect  to  #,  ^,  and 
respectively,  and  add,  we  obtain 


If  the  medium  is  a  non-conductor,  C  —  0,  and  V2#,  which  is 
proportional  to  the  volume-density  of  free  electricity,  is  independent 
of  t.  Hence  /must  be  a  linear  function  of  t,  or  a  constant,  or  zero, 
and  we  may  therefore  leave  /  and  ^  out  of  account  in  considering 
periodic  disturbances. 
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Propagation  of  Undulations  in  a  Non-conducting  Medium. 
784.]  In  this  case,  (7=0,  and  the  equations  become 


(9) 


The  equations  in  this  form  are  similar  to  those  of  the  motion  of 
an  elastic  solid,  and  when  the  initial  conditions  are  given,  the 
solution  can  be  expressed  in  a  form  given  by  Poisson  *,  and  applied 
by  Stokes  to  the  Theory  of  Diffraction  f. 

Let  us  write  V~ 


dF 

dt  ' 


If  the  values  of  F,  G,  H,  and  of 


dG    dH 

-=-  j  -y-  are  given  at  every 

dt      dt 


point  of  space  at  the  epoch  (t  =  0),  then  we  can  determine  their 
values  at  any  subsequent  time,  t,  as  follows. 

Let  0  be  the  point  for  which  we  wish  to  determine  the  value 
of  F  at  the  time  t.  With  0  as  centre,  and  with  radius  Vt,  describe 
a  sphere.  Find  the  initial  value  of  F  at  every  point  of  the  spherical 
surface,  and  take  the  mean,  F,  of  all  these  values.  Find  also  the 

7  -C< 

initial  values  of  -7—  at  every  point  of  the  spherical  surface,  and  let 

dF 
the  mean  of  these  values  be  -j-  • 

Then  the  value  of  F  at  the  point  0,  at  the  time  t,  is 


dl 


Similarly 


785.]  It  appears,  therefore,  that  the  condition  of  things  at  the 
point  0  at  any  instant  depends  on  the  condition  of  things  at  a 
distance  Vt  and  at  an  interval  of  time  t  previously,  so  that  any 
disturbance  is  propagated  through  the  medium  with  the  velocity  V. 

Let  us  suppose  that  when  t  is  zero  the  quantities  51  and  21  are 

*  Mtm.  de  VAcad.,  torn,  iii,  p.  130. 

t  Cambridge  Transactions,  vol.  ix,  p.  10  (1850). 
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zero  except  within  a  certain  space  S.  Then  their  values  at  0  at 
the  time  t  will  be  zero,  unless  the  spherical  surface  described  about 
0  as  centre  with  radius  Vt  lies  in  whole  or  in  part  within  the 
space  8.  If  0  is  outside  the  space  S  there  will  be  no  disturbance 
at  0  until  Vt  becomes  equal  to  the  shortest  distance  from  0  to  the 
space  8.  The  disturbance  at  0  will  then  begin,,  and  will  go  on  till 
Vt  is  equal  to  the  greatest  distance  from  0  to  any  part  of  8.  The 
disturbance  at  0  will  then  cease  for  ever. 

786.]  The  quantity  T9  in  Art.  784,  which  expresses  the  velocity 
of  propagation  of  electromagnetic  disturbances  in  a  non-conducting 

medium  is,  by  equation  (9),  equal  to  —  -  • 


If  the  medium  is  air,  and  if  we  adopt  the  electrostatic  system 
of  measurement,  K  =  1  and  ^  =  —  ,  so  that  V  =  v,  or  the  velocity 

of  propagation  is  numerically  equal  to  the  number  of  electrostatic 
units  of  electricity  in  one  electromagnetic  unit.  If  we  adopt  the 

electromagnetic  system,  K  =  —  and  //,  =  1,  so  that  the  equation 
T  =  v  is  still  true. 

On  the  theory  that  light  is  an  electromagnetic  disturbance,  pro 
pagated  in  the  same  medium  through  which  other  electromagnetic 
actions  are  transmitted,  V  must  be  the  velocity  of  light,  a  quantity 
the  value  of  which  has  been  estimated  by  several  methods.  On  the 
other  hand,  v  is  the  number  of  electrostatic  units  of  electricity  in  one 
electromagnetic  unit,  and  the  methods  of  determining  this  quantity 
have  been  described  in  the  last  chapter.  They  are  quite  inde 
pendent  of  the  methods  of  finding  the  velocity  of  light.  Hence 
the  agreement  or  disagreement  of  the  values  of  V  and  of  v  furnishes 
a  test  of  the  electromagnetic  theory  of  light. 

787.]  In  the  following  table,  the  principal  results  of  direct 
observation  of  the  velocity  of  light,  either  through  the  air  or 
through  the  planetary  spaces,  are  compared  with  the  principal 
results  of  the  comparison  of  the  electric  units  :  — 


Velocity  of  Light  (metres  per  second). 

Fizeau 314000000 

Aberration,  &c.,  and ) 

Sun's  Parallax       )'" 
Foucault  ..  ..298360000 


308000000 


Eatio  of  Electric  Units. 
Weber 310740000 

*Maxwell...  288000000 
^Thomson...  282000000 


*  [The  experiments  of  the  Committee  of  the  British  Association  for  the  deter 
mination  of  the  unit  of  resistance  in  absolute  measure  have  recently  been  repeated 
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It  is  manifest  that  the  velocity  of  light  and  the  ratio  of  the  units 
are  quantities  of  the  same  order  of  magnitude.  Neither  of  them 
can  be  said  to  be  determined  as  yet  with  such  a  degree  of  accuracy 
as  to  enable  us  to  assert  that  the  one  is  greater  or  less  than  the 
other.  It  is  to  be  hoped  that,  by  further  experiment,  the  relation 
between  the  magnitudes  of  the  two  quantities  may  be  more  ac 
curately  determined. 

In  the  meantime  our  theory,  which  asserts  that  these  two  quan 
tities  are  equal,  and  assigns  a  physical  reason  for  this  equality,  is 
certainly  not  contradicted  by  the  comparison  of  these  results  such 
as  they  are. 

788.]  In  other  media  than  air,  the  velocity  V  is  inversely  pro 
portional  to  the  square  root  of  the  product  of  the  dielectric  and  the 
magnetic  inductive  capacities.  According  to  the  undulatory  theory, 
the  velocity  of  light  in  different  media  is  inversely  proportional  to 
their  indices  of  refraction. 

There  are  no  transparent  media  for  which  the  magnetic  capacity 
differs  from  that  of  air  more  than  by  a  very  small  fraction.  Hence 
the  principal  part  of  the  difference  between  these  media  must  depend 
on  their  dielectric  capacity.  According  to  our  theory,  therefore, 
the  dielectric  capacity  of  a  transparent  medium  should  be  equal  to 
the  square  of  its  index  of  refraction. 

But  the  value  of  the  index  of  refraction  is  different  for  light  of 
different  kinds,  being  greater  for  light  of  more  rapid  vibrations. 
We  must  therefore  select  the  index  of  refraction  which  corresponds 
to  waves  of  the  longest  periods,  because  these  are  the  only  waves 
whose  motion  can  be  compared  with  the  slow  processes  by  which 
we  determine  the  capacity  of  the  dielectric. 

789.]  The  only  dielectric  of  which  the  capacity  has  been  hitherto 
determined  with  sufficient  accuracy  is  paraffin,  for  which  in  the  solid 
form  MM.  Gibson  and  Barclay  found  * 

K=  1.975.  (12) 

Dr.  Gladstone  has  found  the  following  values  of  the  index  of 
refraction  of  melted  paraffin,  sp.  g.  0-779,  for  the  lines  A,  D  and  H:— 


Temperature 
54CC 
57CC 


A 

1.4306 
1.4294 


D 

1.4357 
1.4343 


H 

1.4499 
1.4493  ; 


by  Lord  Rayleigh  and  Dr.  Schuster  at  the  Cavendish  Laboratory,  with  the  result  that 
the  ohm  is  about  one  per  cent,  smaller  than  it  was  intended  to  be.     The  effect  ot  this 
upon  the  ratio  of  the  electric  units  as  given  by  Maxwell  and  Thomson  would  be  to 
reduce  them  by  one  per  cent.] 
*  Phil.  Trans.,  1871,  p.  573. 
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from  which  I  find  that  the  index  of  refraction  for  waves  of  infinite 
length  would  be  about  1.422. 

The  square  root  of  K  is  1.405. 

The  difference  between  these  numbers  is  greater  than  can  be  ac 
counted  for  by  errors  of  observation,  and  shews  that  our  theories  of 
the  structure  of  bodies  must  be  much  improved  before  we  can 
deduce  their  optical  from  their  electrical  properties.  At  the  same 
time,  I  think  that  the  agreement  of  the  numbers  is  such  that  if  no 
greater  discrepancy  were  found  between  the  numbers  derived  from 
the  optical  and  the  electrical  properties  of  a  considerable  number  of 
substances,  we  should  be  warranted  in  concluding  that  the  square 
root  of  K,  though  it  may  not  be  the  complete  expression  for  the 
index  of  refraction,  is  at  least  the  most  important  term  in  it  *. 

Plane  Waves. 

790.]  Let  us  now  confine  our  attention  to  plane  waves,  the  front 
of  which  we  shall  suppose  normal  to  the  axis  of  z.  All  the  quan 
tities,  the  variation  of  which  constitutes  such  waves,  are  functions 
of  z  and  t  only,  and  are  independent  of  a?  and  y.  Hence  the  equa 
tions  of  magnetic  induction,  (A),  Art.  591,  are  reduced  to 
dG  dF 


(14) 


or  the  magnetic  disturbance  is  in  the  plane  of  the  wave.  This 
agrees  with  what  we  know  of  that  disturbance  which  constitutes 
light. 

Putting  pa,  fj.(3  and  py  for  a,  b  and  c  respectively,  the  equations 
of  electric  currents,  Art.  607,  become 

db  _        d*F 

dz  ~        dz* 

da  _    ^d*G 

~dz  ~     ~~dz*'' 
>=  0. 

Hence  the  electric  disturbance  is  also  in  the  plane  of  the  wave,  and 
if  the  magnetic  disturbance  is  confined  to  one  direction,  say  that  of 

*  [In  a  paper  read  to  the  Eoyal  Society  on  June  14,  1877,  Dr.  J.  Hopldnson  gives 
the  results  of  experiments  made  for  the  purpose  of  determining  the  specific  inductive 
capacities  of  various  kinds  of  glass.  These  results  do  not  verify  the  theoretical  con- 
elusions  arrived  at  in  the  text,  the  value  of  K  being  in  each  case  in  excess  of  that  of 
the  square  of  the  refractive  index.  In  a  subsequent  paper  to  the  Eoyal  Society,  read 
on  Jan  6,  1881,  Dr.  Hopkmson  finds  that,  if  ^uoo  denote  the  index  of  refraction  for 
waves  of  infinite  length,  then  K=  ^ao  for  hydrocarbons,  but  for  animal  and  vegetable 
Oils  K.  ~^>  fj.cc  .] 
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#,  the  electric  disturbance  is  confined  to  the  perpendicular  direction, 
or  that  of  y. 

But  we  may  calculate  the  electric  disturbance  in  another  way, 
for  if/1,  g,  h  are  the  components  of  electric  displacement  in  a  non 
conducting  medium, 

df  dg  dh  ,     . 

n  =  dt'  v  =  Tt'  w  =  di-  (15) 

If  P,  Q,  E  are  the  components  of  the  electromotive  force, 

and  since  there  is  no  motion  of  the  medium,  equations  (B),  Art.  598, 

dF  dG 

become         P=— -^-j          (^  =  —  —  > 

K  d*F  K  d'2G 

Hence      w=  — -— -p->      v  =  ~"4^~di?'        W^~^n~W'   ^18; 

Comparing  these  values  with  those  given  in  equation  (14),  we  find 

=  KIL  ^ 

Jin 

(19) 


Kd*H 


The  first  and  second  of  these  equations  are  the  equations  of  pro 
pagation  of  a  plane  wave,  and  their  solu 
tion  is  of  the  well-known  form 

\\    ^ 

The  solution  of  the  third  equation  is 

where  A  and  IB  are  functions  of  z.  H  is 
therefore  either  constant  or  varies  directly 
with  the  time.  In  neither  case  can  it 
take  part  in  the  propagation  of  waves. 

791.]  It  appears  from  this  that  the 
directions,  both  of  the  magnetic  and  the 
electric  disturbances,  lie  in  the  plane  of 
the  wave.  The  mathematical  form  of  the 
disturbance  therefore,  agrees  with  that  of 
the  disturbance  which  constitutes  light,  in 


Fi    65 


being  transverse  to  the  direction  of  propagation. 
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If  we  suppose  G  =  0,  the  disturbance  will  correspond  to  a  plane- 
polarized  ray  of  light. 

The  magnetic  force  is  in  this  case  parallel  to  the  axis  of  y  and 


(22) 


equal  to  -  -y- ,  and  the  electromotive  force  is  parallel  to  the  axis  of 

#  and  equal  to  — — .     The  magnetic  force  is  therefore  in  a  plane 
dt 

perpendicular  to  that  which  contains  the  electric  force. 

The  values  of  the  magnetic  force  and  of  the  electromotive  force 
at  a  given  instant  at  different  points  of  the  ray  are  represented  in 
Fig.  65,  for  the  case  of  a  simple  harmonic  disturbance  in  one  plane. 
This  corresponds  to  a  ray  of  plane-polarized  light,  but  whether  the 
plane  of  polarization  corresponds  to  the  plane  of  the  magnetic 
disturbance,  or  to  the  plane  of  the  electric  disturbance,  remains  to 
be  seen.  See  Art.  797. 

Energy  and  Stress  of  Radiation. 

792.]  The  electrostatic  energy  per  unit  of  volume  at  any  point  of 
the  wave  in  a  non-conducting  medium  is 

_%ip2= .K_d 

"  Sir          ~  Sir  d 

The  electrokinetic  energy  at  the  same  point  is 

—  18  =  — l—  I2  =  — —  C-r-     •  (23) 

8  77  877 //,  877/01  dz 

In  virtue  of  equation  (20)  these  two  expressions  are  equal  for  a 
single  wave,  so  that  at  every  point  of  the  wave  the  intrinsic  energy 
of  the  medium  is  half  electrostatic  and  half  electrokinetic. 

Let  p  be  the  value  of  either  of  these  quantities,  that  is,  either  the 
electrostatic  or  the  electrokinetic  energy  per  unit  of  volume,  then, 
in  virtue  of  the  electrostatic  state  of  the  medium,  there  is  a  tension 
whose  magnitude  is  p,  in  a  direction  parallel  to  go,  combined  with  a 
pressure,  also  equal  to  /?,  parallel  to  y  and  z.  See  Art.  107. 

In  virtue  of  the  electrokinetic  state  of  the  medium  there  is  a 
tension  equal  to  p  in  a  direction  parallel  to  y,  combined  with  a 
pressure  equal  to  p  in  directions  parallel  to  x  and  z.  See  Art.  643. 

Hence  the  combined  effect  of  the  electrostatic  and  the  electro- 
kinetic  stresses  is  a  pressure  equal  to  2p  in  the  direction  of  the 
propagation  of  the  wave.  Now  2p  also  expresses  the  whole  energy 
in  unit  of  volume. 

Hence  in  a  medium  in  which  waves  are  propagated  there  is  a 
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pressure  in  the  direction  normal  to  the  waves,  and  numerically 
equal  to  the  energy  in  unit  of  volume. 

793.]  Thus,  if  in  strong  sunlight  the  energy  of  the  light  which 
falls  on  one  square  foot  is  83.4  foot  pounds  per  second,  the  mean 
energy  in  one  cubic  foot  of  sunlight  is  about  0.0000000882  of  a  foot 
pound,  and  the  mean  pressure  on  a  square  foot  is  0.0000000882  of  a 
pound  weight.  A  flat  body  exposed  to  sunlight  would  experience 
this  pressure  on  its  illuminated  side  only,  and  would  therefore  be 
repelled  from  the  side  on  which  the  light  falls.  It  is  probable  that 
a  much  greater  energy  of  radiation  might  be  obtained  by  means  of 
the  concentrated  rays  of  the  electric  lamp.  Such  rays  falling  on  a 
thin  metallic  disk,  delicately  suspended  in  a  vacuum,  might  perhaps 
produce  an  observable  mechanical  effect.  When  a  disturbance  of 
any  kind  consists  of  terms  involving  sines  or  cosines  of  angles 
which  vary  with  the  time,  the  maximum  energy  is  double  of  the 
mean  energy.  Hence,  if  P  is  the  maximum  electromotive  force 
and  /3  the  maximum  magnetic  force  which  are  called  into  play 
during  the  propagation  of  light, 

—  P2  =  —  /32  =  mean  energy  in  unit  of  volume.  (24) 

8  TT  877 

With  Pouillet's  data  for  the  energy  of  sunlight,  as  quoted  by 
Thomson,  Trans.  R.S.E.,  1854,  this  gives  in  electromagnetic  mea 
sure 

P  =  60000000,  or  about  600  Daniell's  cells  per  metre  ; 

/3  =  0.193,  or  rather  more  than  a  tenth  of  the  horizontal  mag 
netic  force  in  Britain. 

Propagation  of  a  Plane  Wave  in  a  Crystallized  Medium. 

794.]  In  calculating,  from  data  furnished  by  ordinary  electro 
magnetic  experiments,  the  electrical  phenomena  which  would  result 
from  periodic  disturbances,  millions  of  millions  of  which  occur  in  a 
second,  we  have  already  put  our  theory  to  a  very  severe  test,  even 
when  the  medium  is  supposed  to  be  air  or  vacuum.  But  if  we 
attempt  to  extend  our  theory  to  the  case  of  dense  media,  we  become 
involved  not  only  in  all  the  ordinary  difficulties  of  molecular  theories, 
but  in  the  deeper  mystery  of  the  relation  of  the  molecules  to  the 
electromagnetic  medium. 

To  evade  these  difficulties,  we  shall  assume  that  in  certain  media 
the  specific  capacity  for  electrostatic  induction  is  different  in  dif 
ferent  directions,  or  in  other  words,  the  electric  displacement,  in- 
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stead  of  being  in  the  same  direction  as  the  electromotive  force,  and 
proportional  to  it,  is  related  to  it  by  a  system  of  linear  equations 
similar  to  those  given  in  Art.  297.  It  may  be  shewn,  as  in 
Art.  436,  that  the  system  of  coefficients  must  be  symmetrical,  so 
that,  by  a  proper  choice  of  axes,  the  equations  become 
111 

471  477       2  47T       3  ^     ' 

where  K-^  K2>  an(^  ^-3  are  the  principal  inductive  capacities  of  the 
medium.    The  equations  of  propagation  of  disturbances  are  therefore 


(2) 


dy2       dz2       dx  dy 


dz2        dx2       dy  dz      dxdy 
d2H     d2H      d2F       d2G 

dx2        dy2       dz  dx  ~~  dy  dz 


, __ 
~     2l** 


795.]  If  £,  m,  n  are  the  direction-cosines  of  the  normal  to  the 
wave-front,  and  V  the  velocity  of  the  wave,  and  if 

Ix  +  my  +  nz—  Vt  =  «?,  (3) 

and  if  we  write  F">  G",  H" ',  V  for  the  second  differential  coeffi 
cients  of  F9  G,  H,  V  respectively  with  respect  to  w,  and  put 


where  a,  I,  c  are  the  three  principal  velocities  of  propagation,  the 
equations  become 

-  IL\  F"-lmG"-nlH"-  F*"4  =  0, 


-lmF"+(n*  +  /2-  --)  G"-mnK"-  F*"      =  0, 


-nlF"-mnG"+ 
796.]  If  we  write 


——}  H"-  W      =  0. 

054  /  C2 


i2  n2 


(6) 


we  obtain  from  these  equations 

-m-ty")  =  0, 
r"_rc^")  =  o. 

Hence,  either  F=  0,  in  which  case  the  wave  is  not  propagated  at 

D  d  2 
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all ;  or,  U  =  0,  which  leads  to  the  equation  for  7  given  by  Fresnel ; 
or  the  quantities  within  brackets  vanish,  in  which  case  the  vector 
whose  components  are  F",  G",  H"  is  normal  to  the  wave-front  and 
proportional  to  the  electric  volume-density.  Since  the  medium  is 
a  non-conductor,  the  electric  density  at  any  given  point  is  constant, 
and  therefore  the  disturbance  indicated  by  these  equations  is  not 
periodic,  and  cannot  constitute  a  wave.  We  may  therefore  consider 
y=.  0  in  the  investigation  of  the  wave. 

797.]  The  velocity  of  the  propagation  of  the  wave  is  therefore 
completely  determined  from  the  equation  U  =  0,  or 

72  W2  «2 

A  (  Q  \ 

There  are  therefore  two,  and  only  two,  values  of  V2  corresponding 
to  a  given  direction  of  wave-front. 

If  A,  j/,  v  are  the  direction-cosines  of  the  electric  current  whose 
components  are  u,v,w> 

A  :  u.  :  v  !  .*  -5-  F"  :   -75-  G"  :  --=-  H",  (9) 


then  l\  +  mp  +  nv=0i  (1°) 

or  the  current  is  in  the  plane  of  the  wave-front,  and  its  direction 
in  the  wave-front  is  determined  by  the  equation 

^-c2)  +  -(c2-a2)+"(a2-t>2)  =  0.  (11) 

These  equations  are  identical  with  those  given  by  Fresnel  if  we 
define  the  plane  of  polarization  as  a  plane  through  the  ray  per 
pendicular  to  the  plane  of  the  electric  disturbance. 

According  to  this  electromagnetic  theory  of  double  refraction  the 
wave  of  normal  disturbance,  which  constitutes  one  of  the  chief 
difficulties  of  the  ordinary  theory,  does  not  exist,  and  no  new 
assumption  is  required  in  order  to  account  for  the  fact  that  a  ray 
polarized  in  a  principal  plane  of  the  crystal  is  refracted  in  the 
ordinary  manner*. 

Relation  between  Electric  Conductivity  and  Opacity. 

798.]  If  the  medium,  instead  of  being  a  perfect  insulator,  is  a 
conductor  whose  conductivity  per  unit  of  volume  is  C,  the  dis 
turbance  will  consist  not  only  of  electric  displacements  but  of 
currents  of  conduction,  in  which  electric  energy  is  transformed  into 
heat,  so  that  the  undulation  is  absorbed  by  the  medium. 

*  See  Stokes'  'Report  on  Double  Refraction,'  Brit.  Assoc.  Reports,  1862,  p.  255. 
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If  the  disturbance  is  expressed  by  a  circular  function,  we  may 

write                                F  =  e~**  cos  (nl—qz),  (1 ) 
for  this  will  satisfy  the  equation 

d2F         ^d2F  ^dF 


provided  q2—  p2  —  iJiKn2,  (3) 

and  2_pq  =  Z-npCn.  (4) 

The  velocity  of  propagation  is 

r-J-  & 

and  the  coefficient  of  absorption  is 

p  =  2vvC7.  (6) 

Let  -E  be  the  resistance,  in  electromagnetic  measure,  of  a  plate 
whose  length  is  I,  breadth  b,  and  thickness  z, 


The  proportion  of  the  incident  light  which  will  be  transmitted  by 
this  plate  will  be 

<r**  =  e~*"^.  (8) 

799.]  Most  transparent  solid  bodies  are  good  insulators,  and  all 
good  conductors  are  very  opaque.  There  are,  however,  many  ex 
ceptions  to  the  law  that  the  opacity  of  a  body  is  the  greater,  the 
greater  its  conductivity. 

Electrolytes  allow  an  electric  current  to  pass,  and  yet  many  of 
them  are  transparent.  We  may  suppose,  however,  that  in  the  case 
of  the  rapidly  alternating  forces  which  come  into  play  during  the 
propagation  of  light,  the  electromotive  force  acts  for  so  short  a 
time  in  one  direction  that  it  is  unable  to  effect  a  complete  separation 
between  the  combined  molecules.  When,  during  the  other  half  of 
the  vibration,  the  electromotive  force  acts  in  the  opposite  direction 
it  simply  reverses  what  it  did  during  the  first  half.  There  is  thus 
no  true  conduction  through  the  electrolyte,  no  loss  of  electric 
energy,  and  consequently  no  absorption  of  light. 

800.]  Gold,  silver,  and  platinum  are  good  conductors,  and  yet, 
when  formed  into  very  thin  plates,  they  allow  light  to  pass  through 
them.  From  experiments  which  I  have  made  on  a  piece  of  gold 
leaf,  the  resistance  of  which  was  determined  by  Mr.  Hockin,  it 
appears  that  its  transparency  is  very  much  greater  than  is  con 
sistent  with  our  theory,  unless  we  suppose  that  there  is  less  loss 
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of  energy  when  the  electromotive  forces  are  reversed  for  every  semi- 
vibration  of  light  than  when  they  act  for  sensible  times,  as  in  our 
ordinary  experiments. 

801.]  Let  us  next  consider  the  case  of  a  medium  in  which  the 
conductivity  is  large  in  proportion  to  the  inductive  capacity. 

In  this  case  we  may  leave  out  the  term  involving  K  in  the  equa 
tions  of  Art.  783,  and  they  then  become 

dF 


(1) 


=  o, 


Each  of  these  equations  is  of  the  same  form  as  the  equation  of  the 
diffusion  of  heat  given  in  Fourier's  Traite'  de  Chaleur. 

802.]  Taking  the  first  as  an  example,  the  component  F  of  the 
vector-potential  will  vary  according  to  time  and  position  in  the  same 
way  as  the  temperature  of  a  homogeneous  solid  varies  according 
to  time  and  position,  the  initial  and  the  surface  conditions  being 
made  to  correspond  in  the  two  cases,  and  the  quantity  4  TT/X  C  being 
numerically  equal  to  the  reciprocal  of  the  thermometric  conductivity 
of  the  substance,  that  is  to  say,  the  number  of  units  of  volume  of 
the  substance  which  would  be  heated  one  degree  by  the  heal  which  passes 
through  a  unit  cube  of  the  substance,  two  opposite  faces  of  which  differ 
by  one  degree  of  temperature,  while  the  other  faces  are  impermeable  to 
heat  *. 

The  different  problems  in  thermal  conduction,  of  which  Fourier 
has  given  the  solution,  may  be  transformed  into  problems  in  the 
diffusion  of  electromagnetic  quantities,  remembering  that  F,  G,  H 
are  the  components  of  a  vector,  whereas  the  temperature,  in  Fourier's 
problem,  is  a  scalar  quantity. 

Let  us  take  one  of  the  cases  of  which  Fourier  has  given  a  com 
plete  solution  f ,  that  of  an  infinite  medium,  the  initial  state  of 
which  is  given. 

*  See  Maxwell's  Theory  of  Heat,  p.  235  first  edition,  p.  255  fourth  edition. 

f  Traite  de  la  Chaleur,  Art.  384.  The  equation  whicli  determines  the  temperature, 
v,  at  a  point  (x,  y,  z)  after  a  time  t>  in  terms  of  /  (a,  j8,  7),  the  initial  temperature  at 
the  point  (a,  /3,  7),  is 


iff 


2s  V&8*8*8 

where  Ic  is  the  thermometric  conductivity. 
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The  state  of  any  point  of  the  medium  at  the  time  t  is  found 
by  taking  the  average  of  the  state  of  every  part  of  the  medium, 
the  weight  assigned  to  each  part  in  taking  the  average  being 


e       <    , 

where  r  is  the  distance  of  that  part  from  the  point  considered.  This 
average,  in  the  case  of  vector-quantities,  is  most  conveniently  taken. 
by  considering  each  component  of  the  vector  separately. 

803.]  We  have  to  remark  in  the  first  place,  that  in  this  problem 
the  thermal  conductivity  of  Fourier's  medium  is  to  be  taken  in 
versely  proportional  to  the  electric  conductivity  of  our  medium, 
so  that  the  time  required  in  order  to  reach  an  assigned  stage  in 
the  process  of  diffusion  is  greater  the  higher  the  electric  conduct 
ivity.  This  statement  will  not  appear  paradoxical  if  we  remember 
the  result  of  Art.  655,  that  a  medium  of  infinite  conductivity  forms 
a  complete  barrier  to  the  process  of  diffusion  of  magnetic  force. 

In  the  next  place,  the  time  requisite  for  the  production  of  an 
assigned  stage  in  the  process  of  diffusion  is  proportional  to  the  square 
of  the  linear  dimensions  of  the  system. 

There  is  no  determinate  velocity  which  can  be  defined  as  the 
velocity  of  diffusion.  If  we  attempt  to  measure  this  velocity  by 
ascertaining  the  time  requisite  for  the  production  of  a  given  amount 
of  disturbance  at  a  given  distance  from  the  origin  of  disturbance, 
we  find  that  the  smaller  the  selected  value  of  the  disturbance  the 
greater  the  velocity  will  appear  to  be,  for  however  great  the  distance, 
and  however  small  the  time,  the  value  of  the  disturbance  will  differ 
mathematically  from  zero. 

This  peculiarity  of  diffusion  distinguishes  it  from  wave-propaga 
tion,  which  takes  place  with  a  definite  velocity.  No  disturbance 
takes  place  at  a  given  point  till  the  wave  reaches  that  point,  and 
when  the  wave  has  passed,  the  disturbance  ceases  for  ever. 

804.]  Let  us  now  investigate  the  process  which  takes  place  when 
an  electric  current  begins  and  continues  to  flow  through  a  linear 
circuit,  the  medium  surrounding  the  circuit  being  of  finite  electric 
conductivity.  (Compare  with  Art.  660.) 

When  the  current  begins,  its  first  effect  is  to  produce  a  current 
of  induction  in  the  parts  of  the  medium  close  to  the  wire.  The 
direction  of  this  current  is  opposite  to  that  of  the  original  current, 
and  in  the  first  instant  its  total  quantity  is  equal  to  that  of  the 
original  current,  so  that  the  electromagnetic  effect  on  more  distant 
parts  of  the  medium  is  initially  zero,  and  only  rises  to  its  final 
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value  as  the  induction-current  dies  away  on  account  of  the  electric 
resistance  of  the  medium. 

But  as  the  induction-current  close  to  the  wire  dies  away,  a  new 
induction-current  is  generated  in  the  medium  beyond,  so  that  the 
space  occupied  by  the  induction-current  is  continually  becoming 
wider,  while  its  intensity  is  continually  diminishing. 

This  diffusion  and  decay  of  the  induction-current  is  a  pheno 
menon  precisely  analogous  to  the  diffusion  of  heat  from  a  part  of 
the  medium  initially  hotter  or  colder  than  the  rest.  We  must 
remember,  however,  that  since  the  current  is  a  vector  quantity, 
and  since  in  a  circuit  the  current  is  in  opposite  directions  at  op 
posite  points  of  the  circuit,  we  must,  in  calculating  any  given  com 
ponent  of  the  induction-current,  compare  the  problem  with  one 
in  which  equal  quantities  of  heat  and  of  cold  are  diffused  from 
neighbouring  places,  in  which  case  the  effect  on  distant  points  will 
be  of  a  smaller  order  of  magnitude. 

805.]  If  the  current  in  the  linear  circuit  is  maintained  constant, 
the  induction  currents,  which  depend  on  the  initial  change  of  state, 
will  gradually  be  diffused  and  die  away,  leaving  the  medium  in  its 
permanent  state,  which  is  analogous  to  the  permanent  state  of  the 
flow  of  heat.  In  this  state  we  have 

V*F=  V2G  =  V2N=  0  (2) 

throughout  the  medium,  except  at  the  part  occupied  by  the  circuit, 
in  which  ,  , 

(3) 


These  equations  are  sufficient  to  determine  the  values  of  F,  G,  H 
throughout  the  medium.  They  indicate  that  there  are  no  currents 
except  in  the  circuit,  and  that  the  magnetic  forces  are  simply  those 
due  to  the  current  in  the  circuit  according  to  the  ordinary  theory. 
The  rapidity  with  which  this  permanent  state  is  established  is  so 
great  that  it  could  not  be  measured  by  our  experimental  methods, 
except  perhaps  in  the  case  of  a  very  large  mass  of  a  highly  con 
ducting  medium  such  as  copper. 

NOTE.  —  In  a  paper  published  in  Poggendorff's  Annalen,  June  1867, 
M.  Lorenz  has  deduced  from  Kirchhoff  's  equation  of  electric  cur 
rents  (Pogg.  Ann.  cii.  1856),  by  the  addition  of  certain  terms  which 
do  not  affect  any  experimental  result,  a  new  set  of  equations,  indi 
cating  that  the  distribution  of  force  in  the  electromagnetic  field 
may  be  conceived  as  arising  from  the  mutual  action  of  contiguous 
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elements,  and  that  waves,  consisting  of  transverse  electric  currents, 
may  be  propagated,  with  a  velocity  comparable  to  that  of  light,  in 
non-conducting  media.  He  therefore  regards  the  disturbance  which 
constitutes  light  as  identical  with  these  electric  currents,  and  he 
shews  that  conducting  media  must  be  opaque  to  such  radiations. 

These  conclusions  are  similar  to  those  of  this  chapter,  though 
obtained  by  an  entirely  different  method.  The  theory  given  in 
this  chapter  was  first  published  in  the  Phil,  Trans,  for  1865» 


CHAPTER  XXI. 

MAGNETIC    ACTION    ON   LIGHT. 

806.]  THE  most  important  step  in  establishing  a  relation  between 
electric  and  magnetic  phenomena  and  those  of  light  must  be  the 
discovery  of  some  instance  in  which  the  one  set  of  phenomena  is 
affected  by  the  other.     In  the  search  for  such  phenomena  we  must 
be  guided  by  any  knowledge  we  may  have  already  obtained  with 
respect  to  the  mathematical  or  geometrical  form  of  the  quantities 
which  we  wish  to  compare.     Thus,  if  we  endeavour,  as  Mrs.  Somer- 
ville  did,  to  magnetize  a  needle  by  means  of  light,  we  must  re 
member  that  the  distinction  between  magnetic  north  and  south  is 
a  mere  matter  of  direction,  and  would  be  at  once  reversed  if  we 
reverse  certain  conventions  about  the  use  of  mathematical  signs. 
There  is  nothing  in  magnetism  analogous  to  those  phenomena  of 
electrolysis  which  enable  us  to  distinguish  positive  from  negative 
electricity,  by  observing  that  oxygen  appears  at  one  pole  of  a  cell 
and  hydrogen  at  the  other. 

Hence  we  must  not  expect  that  if  we  make  light  fall  on  one  end 
of  a  needle,  that  end  will  become  a  pole  of  a  certain  name,  for  the 
two  poles  do  not  differ  as  light  does  from  darkness. 

We  might  expect  a  better  result  if  we  caused  circularly  polarized 
light  to  fall  on  the  needle,  right-handed  light  falling  on  one  end 
and  left-handed  on  the  other,  for  in  some  respects  these  kinds  of 
light  may  be  said  to  be  related  to  each  other  in  the  same  way  as 
the  poles  of  a  magnet.  The  analogy,  however,  is  faulty  even  here, 
for  the  two  rays  when  combined  do  not  neutralize  each  other,  but 
produce  a  plane  polarized  ray. 

Faraday,  who  was  acquainted  with  the  method  of  studying  the 
strains  produced  in  transparent  solids  by  means  of  polarized  light, 
made  many  experiments  in  hopes  of  detecting  some  action  on  polar 
ized  light  while  passing  through  a  medium  in  which  electrolytic 
conduction  or  dielectric  induction  exists  *.  He  was  not,  however, 
*  Experimental  Researches,  951-954  and  2216-2220. 
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able  to  detect  any  action  of  this  kind,  though  the  experiments  were 
arranged  in  the  way  best  adapted  to  discover  effects  of  tension, 
the  electric  force  or  current  being  at  right  angles  to  the  direction 
of  the  ray,  and  at  an  angle  of  forty-five  degrees  to  the  plane  of 
polarization.  Faraday  varied  these  experiments  in  many  ways  with 
out  discovering  any  action  on  light  due  to  electrolytic  currents  or 
to  static  electric  induction. 

He  succeeded,  however,  in  establishing  a  relation  between  light 
and  magnetism,  and  the  experiments  by  which  he  did  so  are  .de 
scribed  in  the  nineteenth  series  of  his  Experimental  Researches.  We 
shall  take  Faraday's  discovery  as  our  starting-point  for  further 
investigation  into  the  nature  of  magnetism,  and  we  shall  therefore 
describe  the  phenomenon  which  he  observed. 

807.]  A  ray  of  plane-polarized  light  is  transmitted  through  a 
transparent  diamagnetic  medium,  and  the  plane  of  its  polarization, 
when  it  emerges  from  the  medium,  is  ascertained  by  observing  the 
position  of  an  analyser  when  it  cuts  off  the  ray.  A  magnetic  force 
is  then  made  to  act  so  that  the  direction  of  the  force  within  the 
transparent  medium  coincides  with  the  direction  of  the  ray.  The 
light  at  once  reappears,  but  if  the  analyser  is  turned  round  through 
a  certain  angle,  the  light  is  again  cut  off.  This  shews  that  the 
effect  of  the  magnetic  force  is  to  turn  the  plane  of  polarization, 
round  the  direction  of  the  ray  as  an  axis,  through  a  certain  angle, 
measured  by  the  angle  through  which  the  analyser  must  be  turned 
in  order  to  cut  off  the  light. 

808.]  The  angle  through  which  the  plane  of  polarization  is 
turned  is  proportional — 

(1)  To  the  distance  which  the  ray  travels  within  the  medium. 
Hence  the  plane  of  polarization  changes  continuously  from  its  posi 
tion  at  incidence  to  its  position  at  emergence. 

(2)  To  the  intensity  of  the  resolved  part  of  the  magnetic  force  in 
the  direction  of  the  ray. 

(3)  The  amount  of  the  rotation  depends  on  the  nature  of  the 
medium.     No  rotation  has  yet  been  observed  when  the  medium  is 
air  or  any  other  gas. 

These  three  statements  are  included  in  the  more  general  one, 
that  the  angular  rotation  is  numerically  equal  to  the  amount  by 
which  the  magnetic  potential  increases,  from  the  point  at  which 
the  ray  enters  the  medium  to  that  at  which  it  leaves  it,  multiplied 
by  a  coefficient,  which,  for  diamagnetic  media,  is  generally  positive. 

809.]  In  diamagnetic  substances,  the  direction  in  which  the  plane 
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of  polarization  is  made  to  rotate  is  the  same  as  the  direction  in  which 
a  positive  current  must  circulate  round  the  ray  in  order  to  produce 
a  magnetic  force  in  the  same  direction  as  that  which  actually  exists 
in  the  medium. 

Verdet,  however,  discovered  that  in  certain  ferromagnetic  media, 
as,  for  instance,  a  strong  solution  of  perchloride  of  iron  in  wood- 
spirit  or  ether,  the  rotation  is  in  the  opposite  direction  to  the  current 
which  would  produce  the  magnetic  force. 

This  shews  that  the  difference  between  ferromagnetic  and  dia- 
magnetic  substances  does  not  arise  merely  from  the  '  magnetic  per 
meability  '  being  in  the  first  case  greater,  and  in  the  second  less, 
than  that  of  air,  but  that  the  properties  of  the  two  classes  of  bodies 
are  really  opposite. 

The  power  acquired  by  a  substance  under  the  action  of  magnetic 
force  of  rotating  the  plane  of  polarization  of  light  is  not  exactly 
proportional  to  its  diamagnetic  or  ferromagnetic  magnetizability. 
Indeed  there  are  exceptions  to  the  rule  that  the  rotation  is  positive  for 
diamagnetic  and  negative  for  ferromagnetic  substances,  for  neutral 
chromate  of  potash  is  diamagnetic,  but  produces  a  negative  rotation. 

810.]  There  are  other  substances,  which,  independently  of  the 
application  of  magnetic  force,  cause  the  plane  of  polarization  to 
turn  to  the  right  or  to  the  left,  as  the  ray  travels  through  the  sub 
stance.  In  some  of  these  the  property  is  related  to  an  axis,  as  in 
the  case  of  quartz.  In  others,  the  property  is  independent  of  the 
direction  of  the  ray  within  the  medium,  as  in  turpentine,  solution 
of  sugar,  &c.  In  all  these  substances,  however,  if  the  plane  of 
polarization  of  any  ray  is  twisted  within  the  medium  like  a  right- 
handed  screw,  it  will  still  be  twisted  like  a  right-handed  screw  if 
the  ray  is  transmitted  through  the  medium  in  the  opposite  direction. 
The  direction  in  which  the  observer  has  to  turn  his  analyser  in  order 
to  extinguish  the  ray  after  introducing  the  medium  into  its  path, 
is  the  same  with  reference  to  the  observer  whether  the  ray  comes 
to  him  from  the  north  or  from  the  south.  The  direction  of  the 
rotation  in  space  is  of  course  reversed  when  the  direction  of  the  ray  is 
reversed.  But  when  the  rotation  is  produced  by  magnetic  action,  its 
direction  in  space  is  the  same  whether  the  ray  be  travelling  north 
or  south.  The  rotation  is  always  in  the  same  direction  as  that  of 
the  electric  current  which  produces,  or  would  produce,  the  actual 
magnetic  state  of  the  field,  if  the  medium  belongs  to  the  positive 
class,  or  in  the  opposite  direction  if  the  medium  belongs  to  the 
negative  class. 
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It  follows  from  this,  that  if  the  ray  of  light,  after  passing-  through 
the  medium  from  north  to  south,  is  reflected  by  a  mirror,  so  as  to 
return  through  the  medium  from  south  to  north,  the  rotation  will 
be  doubled  when  it  results  from  magnetic  action.  When  the  rota 
tion  depends  on  the  nature  of  the  medium  alone,  as  in  turpentine,  &c., 
the  ray,  when  reflected  back  through  the  medium,  emerges  in  the 
same  plane  as  it  entered,  the  rotation  during  the  first  passage 
through  the  medium  having  been  exactly  reversed  during  the 
second. 

811.]  The  physical  explanation  of  the  phenomenon  presents  con 
siderable  difficulties,  which  can  hardly  be  said  to  have  been  hitherto 
overcome,  either  for  the  magnetic  rotation,  or  for  that  which 
certain  media  exhibit  of  themselves.  We  may,  however,  prepare 
the  way  for  such  an  explanation  by  an  analysis  of  the  observed 
facts. 

It  is  a  well-known  theorem  in  kinematics  that  two  uniform  cir 
cular  vibrations,  of  the  same  amplitude,  having  the  same  periodic 
time,  and  in  the  same  plane,  but  revolving  in  opposite  directions, 
are  equivalent,  when  compounded  together,  to  a  rectilinear  vibra 
tion.  The  periodic  time  of  this  vibration  is  equal  to  that  of  the 
circular  vibrations,  its  amplitude  is  double,  and  its  direction  is  in 
the  line  joining  the  points  at  which  two  particles,  describing  the 
circular  vibrations  in  opposite  directions  round  the  same  circle, 
would  meet.  Hence  if  one  of  the  circular  vibrations  has  its  phase 
accelerated,  the  direction  of  the  rectilinear  vibration  will  be  turned, 
in  the  same  direction  as  that  of  the  circular  vibration,  through  an 
angle  equal  to  half  the  acceleration  of  phase. 

It  can  also  be  proved  by  direct  optical  experiment  that  two  rays 
of  light,  circularly-polarized  in  opposite  directions,  and  of  the  same 
intensity,  become,  when  united,  a  plane -polarized  ray,  and  that  if 
by  any  means  the  phase  of  one  of  the  circularly-polarized  rays  is 
accelerated,  the  plane  of  polarization  of  the  resultant  ray  is  turned 
round  half  the  angle  of  acceleration  of  the  phase. 

812.]  We  may  therefore  express  the  phenomenon  of  the  rotation 
of  the  plane  of  polarization  in  the  following  manner : — A  plane- 
polarized  ray  falls  on  the  medium.  This  is  equivalent  to  two  cir 
cularly-polarized  rays,  one  right-handed,  the  other  left-handed  (as 
regards  the  observer).  After  passing  through  the  medium  the  ray 
is  still  plane-polarized,  but  the  plane  of  polarization  is  turned,  say, 
to  the  right  (as  regards  the  observer).  Hence,  of  the  two  circularly- 
polarized  rays,  that  which  is  right-handed  must  have  had  its  phase 
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accelerated  with  respect  to  the  other  during  its  passage  through  the 

medium. 

In  other  words,  the  right-handed  ray  has  performed  a  greater 
number  of  vibrations,  and  therefore  has  a  smaller  wave-length, 
within  the  medium,  than  the  left-handed  ray  which  has  the  same 
periodic  time. 

This  mode  of  stating  what  takes  place  is  quite  independent  of 
any  theory  of  light,  for  though  we  use  such  terms  as  wave-length, 
circular-polarization,  Sec.,  which  may  be  associated  in  our  minds 
with  a  particular  form  of  the  undulatory  theory,  the  reasoning  is 
independent  of  this  association,  and  depends  only  on  facts  proved 
by  experiment. 

813.]  Let  us  next  consider  the  configuration  of  one  of  these  rays 
at  a  given  instant.  Any  undulation,  the  motion  of  which  at  each 
point  is  circular,  may  be  represented  by  a  helix  or  screw.  If  the 
screw  is  made  to  revolve  about  its  axis  without  any  longitudinal 
motion,  each  particle  will  describe  a  circle,  and  at  the  same  time  the 
propagation  of  the  undulation  will  be  represented  by  the  apparent 
longitudinal  motion  of  the  similarly  situated  parts  of  the  thread  of 
the  screw.  It  is  easy  to  see  that  if  the  screw  is  right-handed,  and 
the  observer  is  placed  at  that  end  towards  which  the  undulation 
travels,  the  motion  of  the  screw  will  appear  to  him  left-handed, 

that  is  to  say,  in  the  opposite  di 
rection  to  that  of  the  hands  of  a 
watch.  Hence  such  a  ray  has 
been  called,  originally  by  French 
writers,  but  now  by  the  whole 
scientific  world,  a  left-handed  cir 
cularly-polarized  ray. 

Aright-handed  circularly-polar 
ized  ray  is  represented  in  like 
manner  by  a  left-handed  helix. 
In  Fig.  66  the  right-handed  helix 
A,  on  the  right-hand  of  the  figure, 
represents  a  left-handed  ray,  and 
the  left-handed  helix  B,  on  the  left- 
hand,  represents  a  right-handed 
ray. 

814.]  Let  us  now  consider  two 
such  rays  which   have  the  same 
wave-length  within  the  medium.     They  are  geometrically  alike  in 
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all  respects,  except  that  one  is  the  perversion  of  the  other,  like  its 
image  in  a  looking-glass.  One  of  them,  however,  say  A,  has  a 
shorter  period  of  rotation  than  the  other.  If  the  motion  is  entirely 
due  to  the  forces  called  into  play  by  the  displacement,  this  shews 
that  greater  forces  are  called  into  play  by  the  same  displacement 
when  the  configuration  is  like  A  than  when  it  is  like  B.  Hence  in 
this  case  the  left-handed  ray  will  be  accelerated  with  respect  to  the 
right-handed  ray,  and  this  will  be  the  case  whether  the  rays  are 
travelling  from  N  to  S  or  from  8  to  N. 

This  therefore  is  the  explanation  of  the  phenomenon  as  it  is  pro 
duced  by  turpentine,  &c.  In  these  media  the  displacement  caused 
by  a  circularly-polarized  ray  calls  into  play  greater  forces  of  resti 
tution  when  the  configuration  is  like  A  than  when  it  is  like  B. 
The  forces  thus  depend  on  the  configuration  alone,  not  on  the  direc 
tion  of  the  motion. 

But  in  a  diamagnetic  medium  acted  on  by  magnetism  in  the 
direction  8Nt  of  the  two  screws  A  and  B,  that  one  always  rotates 
with  the  greatest  velocity  whose  motion,  as  seen  by  an  eye  looking 
from  8  to  N,  appears  like  that  of  a  watch.  Hence  for  rays  from  S 
to  N  the  right-handed  ray  B  will  travel  quickest,  but  for  rays 
from  N  to  S  the  left-handed  ray  A  will  travel  quickest. 

815.]  Confining  our  attention  to  one  ray  only,  the  helix  B  has 
exactly  the  same  configuration,  whether  it  represents  a  ray  from  8 
to  N  or  one  from  N  to  8.  But  in  the  first  instance  the  ray  travels 
faster,  and  therefore  the  helix  rotates  more  rapidly.  Hence  greater 
forces  are  called  into  play  when  the  helix  is  going  round  one  way 
than  when  it  is  going  round  the  other  way.  The  forces,  therefore, 
do  not  depend  solely  on  the  configuration  of  the  ray,  but  also  on 
the  direction  of  the  motion  of  its  individual  parts. 

816.]  The  disturbance  which  constitutes  light,  whatever  its 
physical  nature  may  be,  is  of  the  nature  of  a  vector,  perpendicular 
to  the  direction  of  the  ray.  This  is  proved  from  the  fact  of  the 
interference  of  two  rays  of  light,  which  under  certain  conditions 
produces  darkness,  combined  with  the  fact  of  the  non-interference 
of  two  rays  polarized  in  planes  perpendicular  to  each  other.  For 
since  the  interference  depends  on  the  angular  position  of  the  planes 
of  polarization,  the  disturbance  must  be  a  directed  quantity  or 
vector,  and  since  the  interference  ceases  when  the  planes  of  polar 
ization  are  at  right  angles,  the  vector  representing  the  disturbance 
must  be  perpendicular  to  the  line  of  intersection  of  these  planes, 
that  is,  to  the  direction  of  the  ray. 
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817.]  The  disturbance,  being  a  vector,  can  be  resolved  into  com 
ponents  parallel  to  x  and  y,  the  axis  of  z  being  parallel  to  the 
direction  of  the  ray.  Let  f  and  17  be  these  components,  then,  in  the 
case  of  a  ray  of  homogeneous  circularly-polarized  light, 

f=rcos0,         rj  =  rsin0,  (l) 

where  0=nt-qz  +  a.  (2) 

In  these  expressions,  r  denotes  the  magnitude  of  the  vector,  and 
0  the  angle  which  it  makes  with  the  direction  of  the  axis  of  as. 
The  periodic  time,  T,  of  the  disturbance  is  such  that 

«r=2w.  (3) 

The  wave-length,  X,  of  the  disturbance  is  such  that 

q\  =  2v.  (4) 

n 
The  velocity  of  propagation  is  -  • 

The  phase  of  the  disturbance  when  t  and  z  are  both  zero  is  a. 

The  circularly-polarized  light  is  right-handed  or  left-handed 
according  as  q  is  negative  or  positive. 

Its  vibrations  are  in  the  positive  or  the  negative  direction  of 
rotation  in  the  plane  of  (as,  y),  according  as  n  is  positive  or  negative. 

The  light  is  propagated  in  the  positive  or  the  negative  direction 
of  the  axis  of  z,  according  as  n  and  q  are  of  the  same  or  of  opposite 
signs. 

In  all  media  n  varies  when  q  varies,  and  — -  is  always  of  the  same 

sign  with  -  • 

q  n 

Hence,  if  for  a  given  numerical  value  of  n  the  value  of  -  is 

greater  when  n  is  positive  than  when  n  is  negative,  it  follows  that 
for  a  value  of  q,  given  both  in  magnitude  and  sign,  the  positive 
value  of  n  will  be  greater  than  the  negative  value. 

Now  this  is  what  is  observed  in  a  diamagnetic  medium,  acted  on 
by  a  magnetic  force,  y,  in  the  direction  of  z.  Of  the  two  circularly- 
polarized  rays  of  a  given  period,  that  is  accelerated  of  which  the 
direction  of  rotation  in  the  plane  of  (as,  y]  is  positive.  Hence,  of 
two  circularly-polarized  rays,  both  left-handed,  whose  wave-length 
within  the  medium  is  the  same,  that  has  the  shortest  period  whose 
direction  of  rotation  in  the  plane  of  xy  is  positive,  that  is,  the  ray 
which  is  propagated  in  the  positive  direction  of  z  from  south  to 
north.  We  have  therefore  to  account  for  the  fact,  that  when  in  the 
equations  of  the  system  q  and  r  are  given,  two  values  of  n  will 
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satisfy  the  equations,  one  positive  and  the  other  negative,  the 
positive  value  being  numerically  greater  than  the  negative. 

818.]  We  may  obtain  the  equations  of  motion  from  a  considera 
tion  of  the  potential  and  kinetic  energies  of  the  medium.  The 
potential  energy,  T7",  of  the  system  depends  on  its  configuration, 
that  is,  on  the  relative  position  of  its  parts.  In  so  far  as  it  depends 
on  the  disturbance  due  to  circularly-polarized  light,  it  must  be  a 
function  of  r,  the  amplitude,  and  q,  the  coefficient  of  torsion,  only. 
It  may  be  different  for  positive  and  negative  values  of  q  of  equal 
numerical  value,  and  it  probably  is  so  in  the  case  of  media  which 
of  themselves  rotate  the  plane  of  polarization. 

The  kinetic  energy,  T,  of  the  system  is  a  homogeneous  function 
of  the  second  degree  of  the  velocities  of  the  system,  the  coefficients 
of  the  different  terms  being  functions  of  the  coordinates. 

819.]  Let  us  consider  the  dynamical  condition  that  the  ray  may 
be  of  constant  intensity,  that  is,  that  r  may  be  constant. 

Lagrange's  equation  for  the  force  in  r  becomes 
d  dT      dT      dV 

-J7  ~r   —  7-  +  -J-  =  °-  (5) 

dt  dr       dr       dr 

Since  r  is  constant,  the  first  term  vanishes.  We  have  therefore  the 
equation  ^  (iy 

-Tr+Tr  =  »>  ^ 

in  which  q  is  supposed  to  be  given,  and  we  are  to  determine  the 
value  of  the  angular  velocity  0,  which  we  may  denote  by  its  actual 
value,  n. 

The  kinetic  energy,  T,  contains  one  term  involving  n2  ;  other 
terms  may  contain  products  of  n  with  other  velocities,  and  the 
rest  of  the  terms  are  independent  of  n.  The  potential  energy,  V,  is 
entirely  independent  of  n.  The  equation  is  therefore  of  the  form 

An*  +  Bn+C=0.  (7) 

This  being  a  quadratic  equation,  gives  two  values  of  n.  It  appears 
from  experiment  that  both  values  are  real,  that  one  is  positive  and 
the  other  negative,  and  that  the  positive  value  is  numerically  the 
greater.  Hence,  if  A  is  positive,  both  B  and  C  are  negative,  for, 
if  %  and  n2  are  the  roots  of  the  equation, 

^  (%  +  %)  +  -#=  0.  (8) 

The  coefficient,  B,  therefore,  is  not  zero,  at  least  when  magnetic 
force  acts  on  the  medium.  We  have  therefore  to  consider  the  ex 
pression  £n,  which  is  the  part  of  the  kinetic  energy  involving  the 
first  power  of  nt  the  angular  velocity  of  the  disturbance. 

VOL.  n.  E  e 
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820.]  Every  term  of  T  is  of  two  dimensions  as  regards  velocity. 
Hence  the  terms  involving  n  must  involve  some  other  velocity. 
This  velocity  cannot  be  r  or  q,  because,  in  the  case  we  consider, 
r  and  q  are  constant.  Hence  it  is  a  velocity  which  exists  in  the 
medium  independently  of  that  motion  which  constitutes  light.  It 
must  also  be  a  velocity  related  to  n  in  such  a  way  that  when  it  is 
multiplied  by  n  the  result  is  a  scalar  quantity,  for  only  scalar  quan 
tities  can  occur  as  terms  in  the  value  of  T,  which  is  itself  scalar. 
Hence  this  velocity  must  be  in  the  same  direction  as  n,  or  in  the 
opposite  direction,  that  is,  it  must  be  an  angular  velocity  about  the 
axis  of  z. 

Again,  this  velocity  cannot  be  independent  of  the  magnetic  force, 
for  if  it  were  related  to  a  direction  fixed  in  the  medium,  the  phe 
nomenon  would  be  different  if  we  turned  the  medium  end  for  end, 
which  is  not  the  case. 

We  are  therefore  led  to  the  conclusion  that  this  velocity  is  an 
invariable  accompaniment  of  the  magnetic  force  in  those  media 
which  exhibit  the  magnetic  rotation  of  the  plane  of  polarization. 

821.]  We  have  been  hitherto  obliged  to  use  language  which  is 
perhaps  too  suggestive  of  the  ordinary  hypothesis  of  motion  in  the 
undulatory  theory.  It  is  easy,  however,  to  state  our  result  in  a 
form  free  from  this  hypothesis. 

Whatever  light  is,  at  each  point  of  space  there  is  something 
going  on,  whether  displacement,  or  rotation,  or  something  not  yet 
imagined,  but  which  is  certainly  of  the  nature  of  a  vector  or  di 
rected  quantity,  the  direction  of  which  is  normal  to  the  direction 
of  the  ray.  This  is  completely  proved  by  the  phenomena  of  inter 
ference. 

In  the  case  of  circularly-polarized  light,  the  magnitude  of  this 
vector  remains  always  the  same,  but  its  direction  rotates  round  the 
direction  of  the  ray  so  as  to  complete  a  revolution  in  the  periodic 
time  of  the  wave.  The  uncertainty  which  exists  as  to  whether  this 
vector  is  in  the  plane  of  polarization  or  perpendicular  to  it,  does  not 
extend  to  our  knowledge  of  the  direction  in  which  it  rotates  in  right- 
handed  and  in  left-handed  circularly-polarized  light  respectively. 
The  direction  and  the  angular  velocity  of  this  vector  are  perfectly 
known,  though  the  physical  nature  of  the  vector  and  its  absolute 
direction  at  a  given  instant  are  uncertain. 

When  a  ray  of  circularly-polarized  light  falls  on  a  medium  under 
the  action  of  magnetic  force,  its  propagation  within  the  medium 
is  affected  by  the  relation  of  the  direction  of  rotation  of  the  light  to 
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the  direction  of  the  magnetic  force.  From  this  we  conclude,  by  the 
reasoning  of  Art.  817,  that  in  the  medium,  when  under  the  action 
of  magnetic  force,  some  rotatory  motion  is  going  on,  the  axis  of  ro 
tation  being  in  the  direction  of  the  magnetic  forces ;  and  that  the 
rate  of  propagation  of  circularly-polarized  light,  when  the  direction 
of  its  vibratory  rotation  and  the  direction  of  the  magnetic  rotation 
of  the  medium  are  the  same,  is  different  from  the  rate  of  propaga 
tion  when  these  directions  are  opposite. 

The  only  resemblance  which  we  can  trace  between  a  medium 
through  which  circularly-polarized  light  is  propagated,  and  a  me 
dium  through  which  lines  of  magnetic  force  pass,  is  that  in  both 
there  is  a  motion  of  rotation  about  an  axis.  But  here  the  resem 
blance  stops,  for  the  rotation  in  the  optical  phenomenon  is  that  of 
the  vector  which  represents  the  disturbance.  This  vector  is  always 
perpendicular  to  the  direction  of  the  ray,  and  rotates  about  it  a 
known  number  of  times  in  a  second.  In  the  magnetic  phenomenon, 
that  which  rotates  has  no  properties  by  which  its  sides  can  be  dis 
tinguished,  so  that  we  cannot  determine  how  many  times  it  rotates 
in  a  second. 

There  is  nothing,  therefore,  in  the  magnetic  phenomenon  which 
corresponds  to  the  wave-length  and  the  wave-propagation  in  the 
optical  phenomenon.  A  medium  in  which  a  constant  magnetic  force 
is  acting  is  not,  in  consequence  of  that  force,  filled  with  waves 
travelling  in  one  direction,  as  when  light  is  propagated  through  it. 
The  only  resemblance  between  the  optical  and  the  magnetic  pheno 
menon  is,  that  at  each  point  of  the  medium  something  exists  of 
the  nature  of  an  angular  velocity  about  an  axis  in  the  direction  of 
the  magnetic  force. 

On  the  Hypothesis  of  Molecular  Vortices. 

822.]  The  consideration  of  the  action  of  magnetism  on  polarized 
light  leads,  as  we  have  seen,  to  the  conclusion  that  in  a  medium 
under  the  action  of  magnetic  force  something  belonging  to  the 
same  mathematical  class  as  an  angular  velocity,  whose  axis  is  in  the 
direction  of  the  magnetic  force,  forms  a  part  of  the  phenomenon. 

This  angular  velocity  cannot  be  that  of  any  portion  of  the  me 
dium  of  sensible  dimensions  rotating  as  a  whole.  We  must  there 
fore  conceive  the  rotation  to  be  that  of  very  small  portions  of  the 
medium,  each  rotating  on  its  own  axis.  This  is  the  hypothesis  of 
molecular  vortices. 

The  motion  of  these  vortices,  though,  as  we  have  shewn  (Art.  575), 

E  e  2 
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it  does  not  sensibly  affect  the  visible  motions  of  large  bodies,  may 
be  such  as  to  affect  that  vibratory  motion  on  which  the  propagation 
of  light,  according  to  the  undulatory  theory,  depends.  The  dis 
placements  of  the  medium,  during  the  propagation  of  light,  will 
produce  a  disturbance  of  the  vortices,  and  the  vortices  when  so 
disturbed  may  react  on  the  medium  so  as  to  affect  the  mode  of 
propagation  of  the  ray. 

823.]  It  is  impossible,  in  our  present  state  of  ignorance  as  to  the 
nature  of  the  vortices,  to  assign  the  form  of  the  law  which  connects 
the  displacement  of  the  medium  with  the  variation  of  the  vortices. 
We  shall  therefore  assume  that  the  variation  of  the  vortices  caused 
by  the  displacement  of  the  medium  is  subject  to  the  same  conditions 
which  Helmholtz,  in  his  great  memoir  on  Vortex-motion*,  has 
shewn  to  regulate  the  variation  of  the  vortices  of  a  perfect  liquid. 

Helmholtz's  law  may  be  stated  as  follows : — Let  P  and  Q  be  two 
neighbouring  particles  in  the  axis  of  a  vortex,  then,  if  in  conse 
quence  of  the  motion  of  the  fluid  these  particles  arrive  at  the 
points  P'Q,',  the  line  P'Q'  will  represent  the  new  direction  of  the 
axis  of  the  vortex,  and  its  strength  will  be  altered  in  the  ratio  of 
P'Q'  to  PQ. 

Hence  if  a,  /3,  y  denote  the  components  of  the  strength  of  a  vor 
tex,  and  if  f,  17,  f  denote  the  displacements  of  the  medium,  the  value 
of  a  will  become 


dy  '   '  dz 

dC         dC        dC 
y  =  y  +  a  ^ — H/3-; — \-y-r~ ' 

ax         dy         az     - 

We  now  assume  that  the  same  condition  is  satisfied  during  the 
small  displacements  of  a  medium  in  which  a,  /3,  y  represent,  not 
the  components  of  the  strength  of  an  ordinary  vortex,  but  the 
components  of  magnetic  force. 

824.]  The  components  of  the  angular  velocity  of  an  element  of 
the  medium  are  _  d  ,d£  dt\\  ~\ 


d    ,dr]      d£\ 
2  ~dt  \dx      dy' 

*  CnU"'s  Journal,  vol.  Iv.  (1858).     Translated  by  Tait,  Phil.  Mac/.,  July,  1867. 
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The  next  step  in  our  hypothesis  is  the  assumption  that  the 
kinetic  energy  of  the  medium  contains  a  term  of  the  form 

2£(aa>1+/3a)2  +  ya)3).  (3) 

This  is  equivalent  to  supposing  that  the  angular  velocity  acquired 
by  the  element  of  the  medium  during  the  propagation  of  light  is  a 
quantity  which  may  enter  into  combination  with  that  motion  by 
which  magnetic  phenomena  are  explained. 

In  order  to  form  the  equations  of  motion  of  the  medium,  we  must 
express  its  kinetic  energy  in  terms  of  the  velocity  of  its  parts, 
the  components  of  which  are  f,  rj}  <f.  We  therefore  integrate  by 
parts,  and  find 


2C  III  (acoj  +  ^Scog  +  yoog)  dxdy  dz 


The  double  integrals  refer  to  the  bounding  surface,  which  may 
be  supposed  at  an  infinite  distance.  We  may  therefore,  while  in 
vestigating  what  takes  place  in  the  interior  of  the  medium,  confine 
our  attention  to  the  triple  integral. 

825.]  The  part  of  the  kinetic  energy  in  unit  of  volume,  expressed 
by  this  triple  integral,  may  be  written 

4ir£(£if  +  i7t>  +  C")i  (5) 

where  u,  v,  w  are  the  components  of  the  electric  current  as  given  in 
equations  (E),  Art.  607. 

It  appears  from  this  that  our  hypothesis  is  equivalent  to  the 
assumption  that  the  velocity  of  a  particle  of  the  medium  whose 
components  are  f,  77,  £  is  a  quantity  which  may  enter  into  com 
bination  with  the  electric  current  whose  components  are  u,  v,  w. 

826.]  Returning  to  the  expression  under  the  sign  of  triple  inte 
gration  in  (4),  substituting  for  the  values  of  a,  {3,  y,  those  of 
a',  /3',  /,  as  given  by  equations  (l),  and  writing 

d    „         d      n  d          d  .  . 

—  for  a  —  +  0  —  +  y.--;  (6) 

dh  dx        dy        dz 

the  expression  under  the  sign  of  integration  becomes 

-^-  (7} 

dy)\ 

In  the  case  of  waves  in  planes  normal  to  the  axis  of  z  the  displace- 
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merits  are  functions  of  z  and  t  only,  so  that  —  -  =  y  —  -  ,  and  this 

,       ,  ,  dh         dz 

expression  is  reduced  to 


The  kinetic  energy  per  unit  of  volume,  so  far  as  it  depends  on 
the  velocities  of  displacement,  may  now  be  written 

y=MPW+c2)+cr(£f,;-£0'          (9) 

where  p  is  the  density  of  the  medium. 

827.]  The  components,  X  and  Y,  of  the  impressed  force,  referred 
to  unit  of  volume,  may  be  deduced  from  this  by  Lagrange's  equa 
tions,  Art.  564.  We  observe  that  by  two  successive  integrations 
by  parts  in  regard  to  z,  and  the  omission  of  the  double  integrals  at 
the  bounding  surface,  it  may  be  shewn  that 


-If/em***- 


clT 
Hence  -r^  =  C 

The  expression  for  the  forces  are  therefore  given  by 

(10) 

(11) 

These  forces  arise  from  the  action  of  the  remainder  of  the  medium 
on  the  element  under  consideration,  and  must  in  the  case  of  an 
isotropic  medium  be  of  the  form  indicated  by  Cauchy, 

(12) 


_ 

828.]  If  we  now  take  the  case  of  a  circularly-polarized  ray  for 
which  f  =  r  Cos  (nt—qz)t         r]  =  r  sin  (nt—qz),  (14) 

we  find  for  the  kinetic  energy  in  unit  of  volume 

T=  \f>r*n*-Cyr*?n\  (15) 

and  for  the  potential  energy  in  unit  of  volume 


=  r«Q,  (16) 

where  Q  is  a  function  of  (f* 


17' 
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The  condition  of  free  propagation  of  the  ray  given  in  Art.  820, 
equation  (6),  is  dT  __  dV 

dr  ~~  dr 

which  gives  pn2—2Cyq2n  =  Q,  (18) 

whence  the  value  of  n  may  be  found  in  terms  of  q. 

But  in  the  case  of  a  ray  of  given  wave-period,    acted  on   by 

magnetic  force,  what  we  want  to  determine  is  the  value  of  —  -  ,  when  n 

is  constant,  in  terms  of  ~-t  when  y  is  constant.    Differentiating  (18) 
dn 


=  0.         (19) 

We  thus  find  &  =  -      C**   ,  Cli  •  (20) 

ay  pn  —  Vyf  tin 

829.]  If  A  is  the  wave-length  in  air,  and  i  the  corresponding 
index  of  refraction  in  the  medium, 

q\=2iri,          n\  =  2irv.  (21) 

The  change  in  the  value  of  q,  due  to  magnetic  action,  is  in  every 
case  an  exceedingly  small  fraction  of  its  own  value,  so  that  we  may 
write  dq  ,  , 

2  =  ^+fyy>  (22) 

where  q0  is  the  value  of  q  when  the  magnetic  force  is  zero.  The 
angle,  6,  through  which  the  plane  of  polarization  is  turned  in 
passing  through  a  thickness  c  of  the  medium,  is  half  the  sum  of 
the  positive  and  negative  values  of  qc,  the  sign  of  the  result  being 
changed,  because  the  sign  of  q  is  negative  in  equations  (14).  We 
thus  obtain 


The  second  term  of  the  denominator  of  this  fraction  is  approx 
imately  equal  to  the  angle  of  rotation  of  the  plane  of  polarization 
during  its  passage  through  a  thickness  of  the  medium  equal  to  half 
a  wave-length.  It  is  therefore  in  all  actual  cases  a  quantity  which 
we  may  neglect  in  comparison  with  unity. 

'Writing  ^^  =  m,  (25) 

v  p 

we  may  call  m  the  coefficient  of  magnetic  rotation  for  the  medium, 
a  quantity  whose  value  must  be  determined  by  observation.  It  is 
found  to  be  positive  for  most  diamagnetic,  and  negative  for  some 
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paramagnetic  media.     We  have  therefore  as  the  final  result  of  our 

theory                                        i2  /.     .  di  \  ,     N 

i-\—,  (26) 


where  Q  is  the  angular  rotation  of  the  plane  of  polarization,  m  a 
constant  determined  by  observation  of  the  medium,  y  the  intensity 
of  the  magnetic  force  resolved  in  the  direction  of  the  ray,  c  the 
length  of  the  ray  within  the  medium,  A.  the  wave-length  of  the 
light  in  air,  and  i  its  index  of  refraction  in  the  medium. 

830.]  The  only  test  to  which  this  theory  has  hitherto  been  sub 
jected,  is  that  of  comparing  the  values  of  0  for  different  kinds  of 
light  passing  through  the  same  medium  and  acted  on  by  the  same 
magnetic  force. 

This  has  been  done  for  a  considerable  number  of  media  by  M. 
Verdet  *,  who  has  arrived  at  the  following  results  :  — 

(1)  The  magnetic  rotations  of  the  planes  of  polarization  of  the 
rays  of  different  colours  follow  approximately  the  law  of  the  inverse 
square  of  the  wave-length. 

(2)  The  exact  law  of  the  phenomena  is  always  such  that  the  pro 
duct  of  the  rotation  by  the  square  of  the  wave-length  increases  from 
the  least  refrangible  to  the  most  refrangible  end  of  the  spectrum. 

(3)  The  substances  for  which  this  increase  is  most  sensible  are 
also  those  which  have  the  greatest  dispersive  power. 

He  also  found  that  in  the  solution  of  tartaric  acid,  which  of  itself 
produces  a  rotation  of  the  plane  of  polarization,  the  magnetic  rotation 
is  by  no  means  proportional  to  the  natural  rotation. 

In  an  addition  to  the  same  memoir  f  Verdet  has  given  the  results 
of  very  careful  experiments  on  bisulphide  of  carbon  and  on  creosote, 
two  substances  in  which  the  departure  from  the  law  of  the  inverse 
square  of  the  wave-length  was  very  apparent.  He  has  also  com 
pared  these  results  with  the  numbers  given  by  three  different  for 

mulae,  i2    ,.        $ 

(I)  0  =  ,»,y-(;_X_); 

(II)  0  =  ^;-); 


The  first  of  these  formulae,  (I),  is  that  which  we  have  already  ob 
tained  in  Art.  829,  equation  (26).     The  second,  (II),  is  that  which 

*  Recherches  sur  les  propriety  optiques  d^veloppees  dans  les  corps  transparents 
par  1'action  du  magnetisme,  4me  partie.    Comptes  Rendus,  t.  Ivi.  p.  630  (6  April,  1863). 
^  Comptes  Rendus,  Ivii,  p.  670  (19  Oct.,  1863). 
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results  from  substituting  in  the  equations  of  motion,  Art.  826,  equa 

tions  (10),  (11),  terms  of  the  form  -y--  and  --  r—  ,  instead  of  -T-S-T, 
,g<.  dt  (It  dz"  dt 

and  --  ^-r  .     I  am  not  aware  that  this  form  of  the  equation  has 
dz*dt 

been  suggested  by  any  physical  theory.     The  third  formula,  (III), 
results  from  the  physical  theory  of  M.  C.  Neumann*,  in  which  the 

equations  of  motion  contain  terms  of  the  form  —  and  --  —  f. 

dt  dt 

It  is  evident  that  the  values  of  6  given  by  the  formula  (III)  are 
not  even  approximately  proportional  to  the  inverse  square  of  the 
wave-length.  Those  given  by  the  formulae  (I)  and  (II)  satisfy  this 
condition,  and  give  values  of  0  which  agree  tolerably  well  with  the 
observed  values  for  media  of  moderate  dispersive  power.  For  bisul 
phide  of  carbon  and  creosote,  however,  the  values  given  by  (II)  differ 
very  much  from  those  observed.  Those  given  by  (I)  agree  better 
with  observation,  but,  though  the  agreement  is  somewhat  close  for 
bisulphide  of  carbon,  the  numbers  for  creosote  still  differ  by  quan 
tities  much  greater  than  can  be  accounted  for  by  any  errors  of 
observation. 

Magnetic  Rotation  of  the  Plane  of  Polarization  (from 

Bisulphide  of  Carbon  at  24°.9  C. 
u 

Observed  rotation 
Calculated  by  I. 
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Kotation  of  the  ray  E  =  25 
Creosote  at  24°.3  C. 


Lines  of  the  spectrum 
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573 

758 

1000 

1241 
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Calculated  by  I. 

617 

780 

1000 

1210 

1603 

II. 

623 

789 

1000 

1200 

15G5 

HI. 

976 

993 

1000 

1017 

1041 

Eotation  of  the  ray  E  =  21°.58'. 

*  '  Explicare  tentatur  quomodo  fiat  ut  lucis  planum  polarizationis  per  vires  elec- 
tricas  vel  magneticas  declinetur.'  Halis  Saxonum,  1858. 

f  These  three  forms  of  the  equations  of  motion  were  first  suggested  by  Sir  G.  B. 
Airy  (Phil.  Mag.,  June  1846)  as  a  means  of  analysing  the  phenomenon  then  recently 
discovered  by  Faraday.  Mac  Cullagh  had  previously  suggested  equations  containing 

terms  of  the  form  —  •  in  order  to  represent  mathematically  the  phenomena  of  quartz. 

These  equations  were  offered  by  Mac  Cullagh  and  Airy,  '  not  as  giving  a  mechanical 
explanation  of  the  phenomena,  but  as  shewing  that  the  phenomena  may  be  explained 
by  equations,  which  equations  appear  to  be  such  as  might  possibly  be  deduced  from 
some  plausible  mechanical  assumption,  although  no  such  assumption  has  yet  been 
made.' 
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We  are  so  little  acquainted  with  the  details  of  the  molecular 
constitution  of  bodies,  that  it  is  not  probable  that  any  satisfactory 
theory  can  be  formed  relating  to  a  particular  phenomenon,  such  as 
that  of  the  magnetic  action  on  light,  until,  by  an  induction  founded 
on  a  number  of  different  cases  in  which  visible  phenomena  are  found 
to  depend  upon  actions  in  which  the  molecules  are  concerned,  we 
learn  something  more  definite  about  the  properties  which  must  be 
attributed  to  a  molecule  in  order  to  satisfy  the  conditions  of  ob 
served  facts. 

The  theory  proposed  in  the  preceding  pages  is  evidently  of  a 
provisional  kind,  resting  as  it  does  on  unproved  hypotheses  relating 
to  the  nature  of  molecular  vortices,  and  the  mode  in  which  they  are 
affected  by  the  displacement  of  the  medium.  We  must  therefore 
regard  any  coincidence  with  observed  facts  as  of  much  less  scientific 
value  in  the  theory  of  the  magnetic  rotation  of  the  plane  of  polari 
zation  than  in  the  electromagnetic  theory  of  light,  which,  though  it 
involves  hypotheses  about  the  electric  properties  of  media,  does  not 
speculate  as  to  the  constitution  of  their  molecules. 

831.]  NOTE. — The  whole  of  this  chapter  may  be  regarded  as  an 
expansion  of  the  exceedingly  important  remark  of  Sir  William 
Thomson  in  the  Proceedings  of  the  Royal  Society,  June  1856  : — 'The 
magnetic  influence  on  light  discovered  by  Faraday  depends  on  the 
direction  of  motion  of  moving  particles.  For  instance,  in  a  medium 
possessing  it,  particles  in  a  straight  line  parallel  to  the  lines  of 
magnetic  force,  displaced  to  a  helix  round  this  line  as  axis,  and  then 
projected  tangentially  with  such  velocities  as  to  describe  circles, 
will  have  different  velocities  according  as  their  motions  are  round 
in  one  direction  (the  same  as  the  nominal  direction  of  the  galvanic 
current  in  the  magnetizing  coil) ,  or  in  the  contrary  direction.  But 
the  elastic  reaction  of  the  medium  must  be  the  same  for  the  same 
displacements,  whatever  be  the  velocities  and  directions  of  the  par 
ticles  ;  that  is  to  say,  the  forces  which  are  balanced  by  centrifugal 
force  of  the  circular  motions  are  equal,  while  the  luminiferous 
motions  are  unequal.  The  absolute  circular  motions  being  there 
fore  either  equal  or  such  as  to  transmit  equal  centrifugal  forces  to 
the  particles  initially  considered,  it  follows  that  the  luminiferous 
motions  are  only  components  of  the  whole  motion ;  and  that  a  less 
luminiferous  component  in  one  direction,  compounded  with  a  mo 
tion  existing  in  the  medium  when  transmitting  no  light,  gives  an 
equal  resultant  to  that  of  a  greater  luminiferous  motion  in  the  con 
trary  direction  compounded  with  the  same  non-luminous  motion. 
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I  think  it  is  not  only  impossible  to  conceive  any  other  than  this 
dynamical  explanation  of  the  fact  that  circularly-polarized  light 
transmitted  through  magnetized  glass  parallel  to  the  lines  of  mag 
netizing  force,  with  the  same  quality,  right-handed  always,  or  left- 
handed  always,  is  propagated  at  different  rates  according  as  its 
course  is  in  the  direction  or  is  contrary  to  the  direction  in  which  a 
north  magnetic  pole  is  drawn  ;  but  I  believe  it  can  be  demonstrated 
that  no  other  explanation  of  that  fact  is  possible.  Hence  it  appears 
that  Faraday's  optical  discovery  affords  a  demonstration  of  the  re 
ality  of  Ampere's  explanation  of  the  ultimate  nature  of  magnetism  ; 
and  gives  a  definition  of  magnetization  in  the  djmamical  theory  of 
heat.  The  introduction  of  the  principle  of  moments  of  momenta 
("the  conservation  of  areas")  into  the  mechanical  treatment  of 
Mr.  Rankine's  hypothesis  of  "  molecular  vortices/'  appears  to  indi 
cate  a  line  perpendicular  to  the  plane  of  resultant  rotatory  mo 
mentum  ("the  invariable  plane")  of  the  thermal  motions  as  the 
magnetic  axis  of  a  magnetized  body,  and  suggests  the  resultant 
moment  of  momenta  of  these  motions  as  the  definite  measure  of 
the  "magnetic  moment/'  The  explanation  of  all  phenomena  of 
electromagnetic  attraction  or  repulsion,  and  of  electromagnetic  in 
duction,  is  to  be  looked  for  simply  in  the  inertia  and  pressure  of 
the  matter  of  which  the  motions  constitute  heat.  Whether  this 
matter  is  or  is  not  electricity,  whether  it  is  a  continuous  fluid  inter- 
permeating  the  spaces  between  molecular  nuclei,  or  is  itself  mole- 
cularly  grouped  ;  or  whether  all  matter  is  continuous,  and  molecular 
heterogeneousness  consists  in  finite  vortical  or  other  relative  mo 
tions  of  contiguous  parts  of  a  body  ;  it  is  impossible  to  decide,  and 
perhaps  in  vain  to  speculate,  in  the  present  state  of  science/ 

A  theory  of  molecular  vortices,  which  I  worked  out  at  consider 
able  length,  was  published  in  the  Phil.  Mag.  for  March,  April,  and 
May,  1861,  Jan.. and  Feb.  1862. 

I  think  we  have  good  evidence  for  the  opinion  that  some  pheno 
menon  of  rotation  is  going  on  in  the  magnetic  field,  that  this  rota 
tion  is  performed  by  a  great  number  of"  very  small  portions  of 
matter,  each  rotating  on  its  own  axis,  this  axis  being  parallel  to  the 
direction  of  the  magnetic  force,  and  that  the  rotations  of  these  dif 
ferent  vortices  are  made  to  depend  on  one  another  by  means  of  some 
kind  of  mechanism  connecting  them. 

The  attempt  which  I  then  made  to  imagine  a  working  model  of 
this  mechanism  must  be  taken  for  no  more  than  it  really  is,  a  de 
monstration  that  mechanism  may  be  imagined  capable  of  producing 
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a  connexion  mechanically  equivalent  to  the  actual  connexion  of  the 
parts  of  the  electromagnetic  field.  The  problem  of  determining  the 
mechanism  required  to  establish  a  given  species  of  connexion  be 
tween  the  motions  of  the  parts  of  a  system  always  admits  of  an 
infinite  number  of  solutions.  Of  these,  some  may  be  more  clumsy 
or  more  complex  than  others,  but  all  must  satisfy  the  conditions  of 
mechanism  in  general. 

The  following  results  of  the   theory,    however,   are    of  higher 
value : — 

(1)  Magnetic  force  is  the  effect  of  the  centrifugal  force  of  the 
vortices. 

(2)  Electromagnetic  induction  of  currents  is  the  effect  of  the 
forces  called  into  play  when  the  velocity  of  the  vortices  is  changing. 

(3)  Electromotive  force  arises  from  the  stress  on  the  connecting 
mechanism. 

(4)  Electric  displacement  arises  from  the  elastic  yielding  of  the 
connecting  mechanism. 


CHAPTER   XXII. 

FERROMAGNETISM   AND   DIAMAGNETISM   EXPLAINED    BY 
MOLECULAR   CURRENTS. 


On  Electromagnetic  Theories  of  Magnetism. 

832.]  WE  have  seen  (Art.  380)  that  the  action  of  magnets  on 
one  another  can  be  accurately  represented  by  the  attractions  and 
repulsions  of  an  imaginary  substance  called  '  magnetic  matter.' 
We  have  shewn  the  reasons  why  we  must  not  suppose  this  magnetic 
matter  to  move  from  one  part  of  a  magnet  to  another  through  a 
sensible  distance,  as  at  first  sight  it  appears  to  do  when  we  mag 
netize  a  bar,  and  we  were  led  to  Poisson's  hypothesis  that  the 
magnetic  matter  is  strictly  confined  to  single  molecules  of  the  mag 
netic  substance,  so  that  a  magnetized  molecule  is  one  in  which  the 
opposite  kinds  of  magnetic  matter  are  more  or  less  separated  to 
wards  opposite  poles  of  the  molecule,  but  so  that  no  part  of  either 
can  ever  be  actually  separated  from  the  molecule  (Art.  430). 

These  arguments  completely  establish  the  fact,  that  magnetiza 
tion  is  a  phenomenon,  not  of  large  masses  of  iron,  but  of  molecules, 
that  is  to  say,  of  portions  of  the  substance  so  small  that  we  cannot 
by  any  mechanical  method  cut  one  of  them  in  two,  so  as  to  obtain  a 
north  pole  separate  from  a  south  pole.  But  the  nature  of  a  mag 
netic  molecule  is  by  no  means  determined  without  further  investi 
gation  We  have  seen  (Art.  442)  that  there  are  strong  reasons  for 
believing  that  the  act  of  magnetizing  iron  or  steel  does  not  consist 
in  imparting  magnetization  to  the  molecules  of  which  it  is  com 
posed,  but  that  these  molecules  are  already  magnetic,  even  in  un- 
magnetized  iron,  but  with  their  axes  placed  indifferently  in  all 
directions,  and  that  the  act  of  magnetization  consists  in  turning 
the  molecules  so  that  their  axes  are  either  rendered  all  parallel  to 
one  direction,  or  at  least  are  deflected  towards  that  direction. 
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833.]  Still,  however,  we  have  arrived  at  no  explanation  of  the 
nature  of  a  magnetic  molecule,  that  is,  we  have  not  recognized  its 
likeness  to  any  other  thing  of  which  we  know  more.  We  have 
therefore  to  consider  the  hypothesis  of  Ampere,  that  the  magnetism 
of  the  molecule  is  due  to  an  electric  current  constantly  circulating 
in  some  closed  path  within  it. 

It  is  possible  to  produce  an  exact  imitation  of  the  action  of  any 
magnet  on  points  external  to  it,  by  means  of  a  sheet  of  electric 
currents  properly  distributed  on  its  outer  surface.  But  the  action 
of  the  magnet  on  points  in  the  interior  is  quite  different  from  the 
action  of  the  electric  currents  on  corresponding  points.  Hence  Am 
pere  concluded  that  if  magnetism  is  to  be  explained  by  means  of 
electric  currents,  these  currents  must  circulate  within  the  molecules 
of  the  magnet,  and  must  not  flow  from  one  molecule  to  another. 
As  we  cannot  experimentally  measure  the  magnetic  action  at  a 
point  in  the  interior  of  a  molecule,  this  hypothesis  cannot  be  dis 
proved  in  the  same  way  that  we  can  disprove  the  hypothesis  of 
currents  of  sensible  extent  within  the  magnet. 

Besides  this,  we  know  that  an  electric  current,  in  passing  from 
one  part  of  a  conductor  to  another,  meets  with  resistance  and  gene 
rates  heat ;  so  that  if  there  were  currents  of  the  ordinary  kind  round 
portions  of  the  magnet  of  sensible  size,  there  would  be  a  constant 
expenditure  of  energy  required  to  maintain  them,  and  a  magnet 
would  be  a  perpetual  source  of  heat.  By  confining  the  circuits  to 
the  molecules,  within  which  nothing  is  known  about  resistance,  we 
may  assert,  without  fear  of  contradiction,  that  the  current,  in  cir 
culating  within  the  molecule,  meets  with  no  resistance.  - 

According  to  Ampere's  theory,  therefore,  all  the  phenomena  of 
magnetism  are  due  to  electric  currents,  and  if  we  could  make  ob 
servations  of  the  magnetic  force  in  the  interior  of  a  magnetic  mole 
cule,  we  should  find  that  it  obeyed  exactly  the  same  laws  as  the 
force  in  a  region  surrounded  by  any  other  electric  circuit. 

834.]  In  treating  of  the  force  in  the  interior  of  magnets,  we  have 
supposed  the  measurements  to  be  made  in  a  small  crevasse  hollowed 
out  of  the  substance  of  the  magnet,  Art.  395.  We  were  thus  led 
to  consider  two  different  quantities,  the  magnetic  force  and  the 
magnetic  induction,  both  of  which  are  supposed  to  be  observed  in 
a  space  from  which  the  magnetic  matter  is  removed.  We  were 
not  supposed  to  be  able  to  penetrate  into  the  interior  of  a  mag 
netic  molecule  and  to  observe  the  force  within  it. 

If  we  adopt  Ampere's  theory,  we  consider  a  magnet,  not  as  a 
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continuous  substance,  the  magnetization  of  which  varies  from  point 
to  point  according  to  some  easily  conceived  law,  but  as  a  multitude 
of  molecules,  within  each  of  which  circulates  a  system  of  electric 
currents,  giving  rise  to  a  distribution  of  magnetic  force  of  extreme 
complexity,  the  direction  of  the  force  in  the  interior  of  a  molecule 
being  generally  the  reverse  of  that  of  the  average  force  in  its  neigh 
bourhood,  and  the  magnetic  potential,  where  it  exists  at  all,  being 
a  function  of  as  many  degrees  of  multiplicity  as  there  are  molecules 
in  the  magnet. 

835.]  But  we  shall  find,  that,  in  spite  of  this  apparent  complexity, 
which,  however,  arises  merely  from  the  coexistence  of  a  multitude 
of  simpler  parts,  the  mathematical  theory  of  magnetism  is  greatly 
simplified  by  the  adoption  of  Ampere's  theory,  and  by  extending 
our  mathematical  vision  into  the  interior  of  the  molecules. 

In  the  first  place,  the  two  definitions  of  magnetic  force  are  re 
duced  to  one,  both  becoming  the  same  as  that  for  the  space  outside 
the  magnet.  In  the  next  place,  the  components  of  the  magnetic 
force  everywhere  satisfy  the  condition  to  which  those  of  induction 
are  subject,  namely,  da  ^  , 

-y-  +  -j-  -I-  -/=  0.  Yl) 

ax       ay       dz 

In  other  words,  the  distribution  of  magnetic  force  is  of  the 
same  nature  as  that  of  the  velocity  of  an  incompressible  fluid, 
or,  as  we  have  expressed  it  in  Art.  25,  the  magnetic  force  has  no 
convergence. 

Finally,  the  three  vector  functions — the  electromagnetic  momen 
tum,  the  magnetic  force,  and  the  electric  current — become  more 
simply  related  to  each  other.  They  are  all  vector  functions  of  no 
convergence,  and  they  are  derived  one  from  the  other  in  order,  by 
the  same  process  of  taking  the  space-variation,  which  is  denoted 
by  Hamilton  by  the  symbol  V. 

836.]  But  we  are  now  considering  magnetism  from  a  physical 
point  of  view,  and  we  must  enquire  into  the  physical  properties  of 
the  molecular  currents.  We  assume  that  a  current  is  circulating 
in  a  molecule,  and  that  it  meets  with  no  resistance.  If  L  is  the 
coefficient  of  self-induction  of  the  molecular  circuit,  and  Jfthe  co 
efficient  of  mutual  induction  between  this  circuit  and  some  other 
circuit,  then  if  y  is  the  current  in  the  molecule,  and  /  that  in  the 
other  circuit,  the  equation  of  the  current  y  is 

(2) 
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and  since  by  the  hypothesis  there  is  no  resistance,  R  =  0,  and  we 
get  by  integration 

Ly  +  Jf/=  constant,  =  LyQ,  say.  (3) 

Let  us  suppose  that  the  area  of  the  projection  of  the  molecular 
circuit  on  a  plane  perpendicular  to  the  axis  of  the  molecule  is  A, 
this  axis  being  defined  as  the  normal  to  the  plane  on  which  the 
projection  is  greatest.  If  the  action  of  other  currents  produces  a 
magnetic  force,  X,  in  a  direction  whose  inclination  to  the  axis  of 
the  molecule  is  0,  the  quantity  M  /  becomes  XA  cos  9,  and  we  have 
as  the  equation  of  the  current 

s6  =  Zy0,  (4) 


where  y0  is  the  value  of  y  when  X  =  0. 

It  appears,  therefore,  that  the  strength  of  the  molecular  current 
depends  entirely  on  its  primitive  value  y0,  and  on  the  intensity  of 
the  magnetic  force  due  to  other  currents. 

837.]  If  we  suppose  that  there  is  no  primitive  current,  but  that 
the  current  is  entirely  due  to  induction,  then 


The  negative  sign  shews  that  the  direction  of  the  induced  cur 
rent  is  opposite  to  that  of  the  inducing  current,  and  its  magnetic 
action  is  such  that  in  the  interior  of  the  circuit  it  acts  in  the  op 
posite  direction  to  the  magnetic  force.  In  other  words,  the  mole 
cular  current  acts  like  a  small  magnet  whose  poles  are  turned 
towards  the  poles  of  the  same  name  of  the  inducing  magnet. 

Now  this  is  an  action  the  reverse  of  that  of  the  molecules  of  iron 
under  magnetic  action.  The  molecular  currents  in  iron,  therefore, 
are  not  excited  by  induction.  But  in  diamagnetic  substances  an 
action  of  this  kind  is  observed,  and  in  fact  this  is  the  explanation  of 
diamagnetic  polarity  which  was  first  given  by  Weber. 


Weber's  Theory  of  Dial 

838.]  According  to  Weber's  theory,  there  exist  in  the  molecules 
of  diamagnetic  substances  certain  channels  round  which  an  electric 
current  can  circulate  without  resistance.  It  is  manifest  that  if  we 
suppose  these  channels  to  traverse  the  molecule  in  every  direction, 
this  amounts  to  making  the  molecule  a  perfect  conductor. 

Beginning  with  the  assumption  of  a  linear  circuit  within  the  mo 
lecule,  we  have  the  strength  of  the  current  given  by  equation  (5). 
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The  magnetic  moment  of  the  current  is  the  product  of  its  strength 
by  the  area  of  the  circuit,  or  -/A,  and  the  resolved  part  of  this  in  the 
direction  of  the  magnetizing  force  is  yA  cos  6,  or,  by  (5), 

VJ2 


If  there  are  n  such  molecules  in  unit  of  volume,  and  if  their  axes  are 
distributed  indifferently  in  all  directions,  then  the  average  value  of 
cos2  6  will  be  J,  and  the  intensity  of  magnetization  of  the  substance 
will  be  1  nXA2 

~  3   -£-  (7) 

Neumann's  coefficient  of  magnetization  is  therefore 

.nA2 
K=-*~T'  W 

The  magnetization  of  the  substance  is  therefore  in  the  opposite 
direction  to  the  magnetizing  force,  or,  in  other  words,  the  substance 
is  diamagnetic.  It  is  also  exactly  proportional  to  the  magnetizing 
force,  and  does  not  tend  to  a  finite  limit,  as  in  the  case  of  ordinary 
magnetic  induction.  See  Arts.  442,  &c. 

839.]  If  the  directions  of  the  axes  of  the  molecular  channels  are 
arranged,  not  indifferently  in  all  directions,  but  with  a  preponder 
ating  number  in  certain  directions,  then  the  sum 

//2 

2-=-  cos2  0 
L 

extended  to  all  the  molecules  will  have  different  values  according 
to  the  direction  of  the  line  from  which  0  is  measured,  and  the  dis 
tribution  of  these  values  in  different  directions  will  be  similar  to  the 
distribution  of  the  values  of  moments  of  inertia  about  axes  in  dif 
ferent  directions  through  the  same  point. 

Such  a  distribution  will  explain  the  magnetic  phenomena  related 
to  axes  in  the  body,  described  by  Pliicker,  which  Faraday  has  called 
Magne-crystallic  phenomena.  See  Art.  435. 

840.]  Let  us  now  consider  what  would  be  the  effect,  if,  instead 
of  the  electric  current  being  confined  to  a  certain  channel  within 
the  molecule,  the  whole  molecule  were  supposed  a  perfect  conductor. 

Let  us  begin  with  the  case  of  a  body  the  form  of  which  is  acyclic, 
that  is  to  say,  which  is  not  in  the  form  of  a  ring  or  perforated 
body,  and  let  us  suppose  that  this  body  is  everywhere  surrounded 
by  a  thin  shell  of  perfectly  conducting  matter. 

We  have  proved  in  Art.  654,  that  a  closed  sheet  of  perfectly  con 
ducting  matter  of  any  form,  originally  free  from  currents,  becomes, 

VOL.  II.  JF  f 
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when  exposed  to  external  magnetic  force,  a  current-sheet,  the  action 
of  which  on  every  point  of  the  interior  is  such  as  to  make  the 
magnetic  force  zero. 

It  may  assist  us  in  understanding  this  case  if  we  observe  that 
the  distribution  of  magnetic  force  in  the  neighbourhood  of  such  a 
body  is  similar  to  the  distribution  of  velocity  in  an  incompressible 
fluid  in  the  neighbourhood  of  an  impervious  body  of  the  same  form. 

It  is  obvious  that  if  other  conducting  shells  are  placed  within 
the  first,  since  they  are  not  exposed  to  magnetic  force,  no  currents 
will  be  excited  in  them.  Hence,  in  a  solid  of  perfectly  conducting 
material,  the  effect  of  magnetic  force  is  to  generate  a  system  of 
currents  which  are  entirely  confined  to  the  surface  of  the  body. 

841.]  If  the  conducting  body  is  in  the  form  of  a  sphere  of  radius 
r,  its  magnetic  moment  may  be  shewn  to  be 

-ir"i; 

and  if  a  number  of  such  spheres  are  distributed  in  a  medium,  so 
that  in  unit  of  volume  the  volume  of  the  conducting  matter  is  /£', 
then,  by  putting  ^  =  1,  Jc2  =  0,  and  p  —  k'  in  equation  (17),  Art. 
314,  we  find  the  coefficient  of  magnetic  permeability,  taking  it  as 
the  reciprocal  of  the  resistance  in  that  article,  viz. 

2-2V  ,   . 

^T+P" 

whence  we  obtain  for  Poisson's  magnetic  coefficient 

k=-\kf,  (10) 

and  for  Neumann's  coefficient  of  magnetization  by  induction 


. 

Since  the  mathematical  conception  of  perfectly  conducting  bodies 
leads  to  results  exceedingly  different  from  any  phenomena  which 
we  can  observe  in  ordinary  conductors,  let  us  pursue  the  subject 
somewhat  further. 

842.]  Returning  to  the  case  of  the  conducting  channel  in  the 
form  of  a  closed  curve  of  area  A,  as  in  Art.  836,  we  have,  for  the 
moment  of  the  electromagnetic  force  tending  to  increase  the  angle  0, 


sin  Q  cos  6.  (1  3) 

This  force  is  positive  or  negative  according  as  6  is  less  or  greater 
than  a  right  angle.  Hence  the  effect  of  magnetic  force  on  a  per 
fectly  conducting  channel  tends  to  turn  it  with  its  axis  at  right 
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angles  to  the  line  of  magnetic  force,  that  is,  so  that  the  plane  of  the 
.channel  becomes  parallel  to  the  lines  of  force. 

An  effect  of  a  similar  kind  may  be  observed  by  placing  a  penny 
or  a  copper  ring  between  the  poles  of  an  electromagnet.  At  the 
instant  that  the  magnet  is  excited  the  ring  turns  its  plane  towards 
the  axial  direction,  but  this  force  vanishes  as  soon  as  the  currents 
are  deadened  by  the  resistance  of  the  copper  *. 

843.]  We  have  hitherto  considered  only  the  case  in  which  the 
molecular  currents  are  entirely  excited  by  the  external  magnetic 
force.  Let  us  next  examine  the  bearing  of  Weber's  theory  of  the 
magneto-electric  induction  of  molecular  currents  on  Ampere's  theory 
of  ordinary  magnetism.  According  to  Ampere  and  Weber,  the 
molecular  currents  in  magnetic  substances  are  not  excited  by  the 
external  magnetic  force,  but  are  already  there,  and  the  molecule 
itself  is  acted  on  and  deflected  by  the  electromagnetic  action  of  the 
magnetic  force  on  the  conducting  circuit  in  which  the  current  flows. 
When  Ampere  devised  this  hypothesis,  the  induction  of  electric  cur 
rents  was  not  known,  and  he  made  no  hypothesis  to  account  for  the 
existence,  or  to  determine  the  strength,  of  the  molecular  currents. 

We  are  now,  however,  bound  to  apply  to  these  currents  the  same 
laws  that  Weber  applied  to  his  currents  in  diamagnetic  molecules. 
We  have  only  to  suppose  that  the  primitive  value  of  the  current  y, 
when  no  magnetic  force  acts,  is  not  zero  but  y0  .  The  strength  of 
the  current  when  a  magnetic  force,  X,  acts  on  a  molecular  current 
of  area  A,  whose  axis  is  inclined  0  to  the  line  of  magnetic  force,  is 

XA 

y  =  y0  -  -j-  cos  0,  (14) 

and  the  moment  of  the  couple  tending  to  turn  the  molecule  so  as 

to  increase  6  is  X2A2 

—  yQXAsme  +  —r-  sin  20.  (15) 

Hence,  putting-  A 

3,  (16) 


in  the  investigation  in  Art.  443,  the  equation  of  equilibrium  becomes 
Xsmd—£X2siu0cosO  =  Dsm(a—6).  (17) 

The  resolved  part  of  the  magnetic  moment  of  the  current  in  the 
direction  of  X  is 

XA2 

yAcos0  —  y0AcosO  --  =—  cos20,  (18) 

=  0*  cos  0(1—  BXcosO).  (19) 

*  See  Faraday,  Exp.  Bes.,  2310,  &c. 
Ff  2, 
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844.]  These  conditions  differ  from  those  in  Weber's  theory  of 
magnetic  induction  by  the  terms  involving  the  coefficient  B.  If 
BX  is  small  compared  with  unity,  the  results  will  approximate  to 
those  of  Weber's  theory  of  magnetism.  If  BX  is  large  compared 
with  unity,  the  results  will  approximate  to  those  of  Weber's  theory 
of  diamagnetism. 

Now  the  greater  y0 ,  the  primitive  value  of  the  molecular  current, 
the  smaller  will  B  become,  and  if  L  is  also  large,  this  will  also 
diminish  B.  Now  if  the  current  flows  in  a  ring  channel,  the  value 

of  L  depends  on  log  —  ,  where  R  is  the  radius  of  the  mean  line  of 

the  channel,  and  /  that  of  its  section.  The  smaller  therefore  the 
section  of  the  channel  compared  with  its  area,  the  greater  will  be  L, 
the  coefficient  of  self-induction,  and  the  more  nearly  will  the  phe 
nomena  agree  with  Weber's  original  theory.  There  will  be  this 
difference,  however,  that  as  X,  the  magnetizing  force,  increases,  the 
temporary  magnetic  moment  will  not  only  reach  a  maximum,  but 
will  afterwards  diminish  as  X  increases. 

If  it  should  ever  be  experimentally  proved  that  the  temporary 
magnetization  of  any  substance  first  increases,  and  then  diminishes 
as  the  magnetizing  force  is  continually  increased,  the  evidence  of 
the  existence  of  these  molecular  currents  would,  I  think,  be  raised 
almost  to  the  rank  of  a  demonstration. 

845.]  If  the  molecular  currents  in  diamagnetic  substances  are 
confined  to  definite  channels,  and  if  the  molecules  are  capable  of 
being  deflected  like  those  of  magnetic  substances,  then,  as  the  mag 
netizing  force  increases,  the  diamagnetic  polarity  will  always  increase, 
but,  when  the  force  is  great,  not  quite  so  fast  as  the  magnetizing 
force.  The  small  absolute  value  of  the  diamagnetic  coefficient  shews, 
however,  that  the  deflecting  force  on  each  molecule  must  be  small 
compared  with  that  exerted  on  a  magnetic  molecule,  so  that  any 
result  due  to  this  deflexion  is  not  likely  to  be  perceptible. 

If,  on  the  other  hand,  the  molecular  currents  in  diamagnetic 
bodies  are  free  to  flow  through  the  whole  substance  of  the  molecules, 
the  diamagnetic  polarity  will  be  strictly  proportional  to  the  mag 
netizing  force,  and  its  amount  will  lead  to  a  determination  of  the 
whole  space  occupied  by  the  perfectly  conducting  masses,  and,  if  we 
know  the  number  of  the  molecules,  to  the  determination  of  the  size 
of  each. 


CHAPTEE  XXIII. 


THEORIES   OF    ACTION    AT    A    DISTANCE. 


On  the  Explanation  of  Ampere's  Formula  given  ly  Gauss  and  Weber. 

846.]  The  attraction  between  the  elements  ds  and  ds'  of  two 
circuits,  carrying  electric  currents  of  intensity  i  and  i',  is,  by 
Ampere's  formula, 

ii'dsds'  dr  dr\ 


ii'dsds'  /       d'2r         dr  dr\  .  . 

—  -*'      ~     >'>  (2) 


*r 

the  currents  being  estimated  in  electromagnetic  units.    See  Art.  526. 
The  quantities,  whose  meaning  as  they  appear  in  these  expressions 
we  have  now  to  interpret,  are 

dr  dr  ,      d2r 

cos  e,    -=  —  77  >      and 


ds  ds'  dsds' ' 

and  the  most  obvious  phenomenon  in  which  to  seek  for  an  inter 
pretation  founded  on  a  direct  relation  between  the  currents  is  the 
relative  velocity  of  the  electricity  in  the  two  elements. 

847.]  Let  us  therefore  consider  the  relative  motion  of  two  par 
ticles,  moving  with  constant  velocities  v  and  if  along  the  elements 
ds  and  ds'  respectively.  The  square  of  the  relative  velocity  of  these 
particles  is  u2  =  v2  —  2  vif  cos  e  +  v'2  ;  (3) 

and  if  we  denote  by  r  the  distance  between  the  particles, 

^r         dr        ,dr  ,  . 

=  v        +v  (4) 

<)  t         ds          ds 
2  2  ,  dr  dr       ,*fdr\z  /K\ 

'          ' 
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where  the  symbol  d  indicates  that,  in  the  quantity  differentiated, 
the  coordinates  of  the  particles  are  to  be  expressed  in  terms  of  the 
time. 

It  appears,  therefore,  that  the  terms  involving  the  product  vv'  in 
the  equations  (3),  (5),  and  (6)  contain  the  quantities  occurring  in 
(1)  and  (2)  which  we  have  to  interpret.  We  therefore  endeavour  to 


(r 
express  (l)  and  (2)  in  terms  of  u2,  — 


,  and  — ^ .     But  in  order  to 


d* 

do  so  we  must  get  rid  of  the  first  and  third  terms  of  each  of  these 
expressions,  for  they  involve  quantities  which  do  not  appear  in  the 
formula  of  Ampere.  Hence  we  cannot  explain  the  electric  current 
as  a  transfer  of  electricity  in  one  direction  only,  but  we  must  com 
bine  two  opposite  streams  in  each  current,  so  that  the  combined 
effect  of  the  terms  involving  v2  and  ?/2  may  be  zero. 

848.]  Let  us  therefore  suppose  that  in  the  first  element,  ds,  we 
have  one  electric  particle,  e,  moving  with  velocity  v,  and  another,  e1 , 
moving  with  velocity  v1 ,  and  in  the  same  way  two  particles,  /  and 
e\,  in  d/t  moving  with  velocities  v'  and  v\  respectively. 

The  term  involving  v2  for  the  combined  action  of  these  particles 

is  2(t;W)  =(v2e  +  Vi)  K    +     e\).  (7) 

Similarly         2  (v'2ee')  =  (v'2e'  -f  v'*e\]  (e     +      ^) ;  (8) 

and  I  (vv'ee'}  =  (ve    +    v^ej  (v'e'  +  v\e\).  (9) 

In  order  that  2(02«r')  may  be  zero,  we  must  have  either 

d'-f/x=0,     or     V2e  +  v12e1  =  0.  (10) 

According  to  Fechner's  hypothesis,  the  electric  current  consists 
of  a  current  of  positive  electricity  in  the  positive  direction,  com 
bined  with  a  current  of  negative  electricity  in  the  negative  direc 
tion,  the  two  currents  being  exactly  equal  in  numerical  magnitude, 
both  as  respects  the  quantity  of  electricity  in  motion  and  the  velo 
city  with  which  it  is  moving.  Hence  both  the  conditions  of  (10) 
are  satisfied  by  Fechner's  hypothesis. 

But  it  is  sufficient  for  our  purpose  to  assume,  either— 
That  the  quantity  of  positive  electricity  in  each  element  is  nu 
merically  equal  to  the  quantity  of  negative  electricity ;  or — 

That  the  quantities  of  the  two  kinds  of  electricity  are  inversely 
as  the  squares  of  their  velocities. 

Now  we  know  that  by  charging  the  second  conducting  wire  as  a 
whole,  we  can  make  e'  +  e\  either  positive  or  negative.  Such  a 
charged  wire,  even  without  a  current,  according  to  this  formula, 
would  act  on  the  first  wire  carrying  a  current  in  which  v2e  +  v^el 
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has  a  value  differing  from  zero.  Such  an  action  has  never  been 
observed. 

Therefore,  since  the  quantity  e'  +  e\  may  be  shewn  experimentally 
not  to  be  always  zero,  and  since  the  quantity  v2e  +  v\e1  is  not 
capable  of  being  experimentally  tested,  it  is  better  for  these  specu 
lations  to  assume  that  it  is  the  latter  quantity  which  invariably 
vanishes. 

849.]  Whatever  hypothesis  we  adopt,  there  can  be  no  doubt  that 
the  total  transfer  of  electricity,  reckoned  algebraically,  along  the 
first  circuit,  is  represented  by 


where  c  is  the  number  of  units  of  statical  electricity  which  are 
transmitted  by  the  unit  electric  current  in  the  unit  of  time,  so  that 
we  may  write  equation  (9) 

Z(vv'ee'}  =  czn'dsds'.  (11) 

Hence  the  sums  of  the  four  values  of  (3),  (5),  and  (6)  become 

2  (ee'u2)  =  —2c2  ii'ds  els'  cos  e  ;  (12) 


>  (13) 

ds 

=  2  c2  ii'ds  ds'r  -         ,  (14) 

dsds 

and  we  may  write  the  two  expressions  (1)  and  (2)  for  the  attraction 
between  ds  and  ds' 


- 

850.]  The  ordinary  expression,  in  the  theory  of  statical  electri- 

0ff 

city,  for  the  repulbion  of  two  electrical  particles  e  and  /is  -y,  and 


which  gives  the  electrostatic  repulsion  between  the  two  elements  if 
they  are  charged  as  wholes. 

Hence,  if  we  assume  for  the  repulsion  of  the  two  particles  either 
of  the  modified  expressions 


we  may  deduce  from  them  both  the  ordinary  electrostatic  forces,  and 
the  forces  acting  between  currents  as  determined  by  Ampere. 
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851.]  The  first  of  these  expressions,  (18),  was  discovered  by 
Gauss*  in  July  1835,  and  interpreted  by  him  as  a  fundamental  law 
of  electrical  action,  that  '  Two  elements  of  electricity  in  a  state  of 
relative  motion  attract  or  repel  one  another,  but  not  in  the  same 
way  as  if  they  are  in  a  state  of  relative  rest.'  This  discovery  was 
not,  so  far  as  I  know,  published  in  the  lifetime  of  Gauss,  so  that  the 
second  expression,  which  was  discovered  independently  by  W,  Weber, 
and  published  in  the  first  part  of  his  celebrated  Elektrodynamische 
Maasbestimmungen^,  was  the  first  result  of  the  kind  made  known 
to  the  scientific  world. 

852.]  The  two  expressions  lead  to  precisely  the  same  result  when 
they  are  applied  to  the  determination  of  the  mechanical  force  be 
tween  two  electric  currents,  and  this  result  is  identical  with  that 
of  Ampere.  But  when  they  are  considered  as  expressions  of  the 
physical  law  of  the  action  between  two  electrical  particles,  we  are 
led  to  enquire  whether  they  are  consistent  with  other  known  facts 
of  nature. 

Both  of  these  expressions  involve  the  relative  velocity  of  the 
particles.  Now,  in  establishing  by  mathematical  reasoning-  the 
well-known  principle  of  the  conservation  of  energy,  it  is  generally 
assumed  that  the  force  acting  between  two  particles  is  a  function  of 
the  distance  only,  and  it  is  commonly  stated  that  if  it  is  a  function 
of  anything  else,  such  as  the  time,  or  the  velocity  of  the  particles, 
the  proof  would  not  hold. 

Hence  a  law  of  electrical  action,  involving  the  velocity  of  the 
particles,  has  sometimes  been  supposed  to  be  inconsistent  with  the 
principle  of  the  conservation  of  energy. 

853.]  The  formula  of  Gauss  is  inconsistent  with  this  principle, 
and  must  therefore  be  abandoned,  as  it  leads  to  the  conclusion  that 
energy  might  be  indefinitely  generated  in  a  finite  system  by  physical 
means.  This  objection  does  not  apply  to  the  formula  of  Weber,  for 
he  has  shewn  J  that  if  we  assume  as  the  potential  energy  of  a  system 
consisting  of  two  electric  particles, 

*-*[-»&*]•  <»> 

the  repulsion  between  them,  which  is  found  by  differentiating  this 
quantity  with  respect  to  r,  and  changing  the  sign,  is  that  given  by 
the  formula  (19). 

*   Werke  (Gottingen  edition,  1867),  vol.  v.  p.  616. 
f  A b h.  Leibnizens  Ges.,  Leipzig  (1846). 
J  Pogg.  Ann.,  Ixxiii.  p.  229  (1848). 
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Hence  the  work  done  on  a  moving  particle  by  the  repulsion  of  a 
fixed  particle  is  V/AO  —  \jflt  where  \^0  and  ^  are  the  values  of  \j/  at  the 
beginning  and  at  the  end  of  its  path.  Now  ^  depends  only  on  the 
distance,  r,  and  on  the  velocity  resolved  in  the  direction  of  r.  If, 
therefore,  the  particle  describes  any  closed  path,  so  that  its  position, 
velocity,  and  direction  of  motion  are  the  same  at  the  end  as  at  the 
beginning,  \//1  will  be  equal  to  \^0,  and  no  work  will  be  done  on  the 
whole  during  the  cycle  of  operations. 

Hence  an  indefinite  amount  of  work  cannot  be  generated  by  a 
particle  moving  in  a  periodic  manner  under  the  action  of  the  force 
assumed  by  Weber. 

854.]  But  Helmholtz,  in  his  very  powerful  memoir  on  the  '  Equa 
tions  of  Motion  of  Electricity  in  Conductors  at  Rest  *,'  while  he 
shews  that  Weber's  formula  is  not  inconsistent  with  the  principle 
of  the  conservation  of  energy,  as  regards  only  the  work  done  during 
a  complete  cyclical  operation,  points  out  that  it  leads  to  the  conclu 
sion,  that  two  electrified  particles,  which  move  according  to  Weber's 
law,  may  have  at  first  finite  velocities,  and  yet,  while  still  at  a  finite 
distance  from  each  other,  they  may  acquire  an  infinite  kinetic  energy, 
and  may  perform  an  infinite  amount  of  work. 

To  this  Weber  f  replies,  that  the  initial  relative  velocity  of  the 
particles  in  Helmholtz's  example,  though  finite,  is  greater  than  the 
velocity  of  light  ;  and  that  the  distance  at  which  the  kinetic  energy 
becomes  infinite,  though  finite,  is  smaller  than  any  magnitude  which 
we  can  perceive,  so  that  it  may  be  physically  impossible  to  bring  two 
molecules  so  near  together.  The  example,  therefore,  cannot  be  tested 
by  any  experimental  method. 

Helmholtz  J  has  therefore  stated  a  case  in  which  the  distances  are 
not  too  small,  nor  the  velocities  too  great,  for  experimental  verifica 
tion.  A  fixed  non-conducting  spherical  surface,  of  radius  a,  is  uni 
formly  charged  with  electricity  to  the  surface-  density  or.  A  particle, 
of  mass  m  and  carrying  a  charge  e  of  electricity,  moves  within  the 
sphere  with  velocity  v.  The  electrodynamic  potential  calculated 
from  the  formula  (20)  is 


and  is  independent  of  the  position  of  the  particle  within  the  sphere. 
Adding  to  this  F,   the  remainder  of  the  potential  energy  arising 

*    Crelle's  Journal,  72  (1870). 

t  Elektr.  Maasb.  inbesonflere  tiber  das  Princip  der  Erhaltung  der  Energie. 

J  Berlin  Monatsbericht,  April  18/2;  Phil.  Mag.,  Dec.  1872,  tiupp. 
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from  the  action  of  other  forces,  and  \mv2,  the  kinetic  energy  of  the 
particle,  we  find  as  the  equation  of  energy 

1  (m~  ?^^)v2+4:Tra(Te+F=  const.  (22) 

Since  the  second  term  of  the  coefficient  of  v2  may  be  increased  in 
definitely  by  increasing  «,  the  radius  of  the  sphere,  while  the  surface- 
density  a-  remains  constant,  the  coefficient  ofv2  may  be  made  negative. 
Acceleration  of  the  motion  of  the  particle  would  then  correspond  to 
diminution  of  its  vis  viva,  and  a  body  moving  in  a  closed  path  and 
acted  on  by  a  force  like  friction,  always  opposite  in  direction  to  its 
motion,  would  continually  increase  in  velocity,  and  that  without 
limit.  This  impossible  result  is  a  necessary  consequence  of  assuming 
any  formula  for  the  potential  which  introduces  negative  terms  into 
the  coefficient  of  v2. 

855.]  But  we  have  now  to  consider  the  application  of  Weber's 
theory  to  phenomena  which  can  be  realized.  We  have  seen  how  it 
gives  Ampere's  expression  for  the  force  of  attraction  between  two 
elements  of  electric  currents.  The  potential  of  one  of  these  ele 
ments  on  the  other  is  found  by  taking  the  sum  of  the  values  of  the 
potential  \J/-  for  the  four  combinations  of  the  positive  and  negative 
currents  in  the  two  elements.  The  result  is,  by  equation  (20),  taking 

the  sum  of  the  four  values  of  — 

It 

..,71,ldrdr  .     . 

—ii'dsd/-  —  —,  (23) 

r  ds  ds 

and  the  potential  of  one  closed  current  on  another  is 


f  (24) 

r  ds  ds 
where  ^=J     ~     ~  dsds',  as  in  Arts.  423,  524. 

In  the  case  of  closed  currents,  this  expression  agrees  with  that 
which  we  have  already  (Art.  524)  obtained*. 

Weber*  s  Theory  of  the  Induction  of  Electric  Currents. 

856.]  After  deducing  from  Ampere's  formula  for  the  action 
between  the  elements  of  currents,  his  own  formula  for  the  action 
between  moving  electric  particles,  Weber  proceeded  to  apply  his 
formula  to  the  explanation  of  the  production  of  electric  currents  by 

*  In  the  whole  of  this  investigation  Weber  adopts  the  electrodynamic  system  of 
units.  In  this  treatise  we  always  use  the  electromagnetic  system.  The  electro  mag 
netic  unit  of  current  is  to  the  electrodynamic  unit  in  the  ratio  of  V2  to  1.  Art.  526. 
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magneto-electric  induction.  In  this  he  was  eminently  successful, 
and  we  shall  indicate  the  method  by  which  the  laws  of  induced 
currents  may  be  deduced  from  Weber's  formula.  But  we  must 
observe,  that  the  circumstance  that  a  law  deduced  from  the  pheno 
mena  discovered  by  Ampere  is  able  also  to  account  for  the  pheno 
mena  afterwards  discovered  by  Faraday  does  not  give  so  much 
additional  weight  to  the  evidence  for  the  physical  truth  of  the  law 
as  we  might  at  first  suppose. 

For  it  has  been  shewn  by  Helmholtz  and  Thomson  (see  Art.  543), 
that  if  the  phenomena  of  Ampere  are  true,  and  if  the  principle  of 
the  conservation  of  energy  is  admitted,  then  the  phenomena  of  in 
duction  discovered  by  Faraday  follow  of  necessity.  Now  Weber's 
law,  with  the  various  assumptions  about  the  nature  of  electric 
currents  which  it  involves,  leads  by  mathematical  transformations 
to  the  formula  of  Ampere.  Weber's  law  is  also  consistent  with  the 
principle  of  the  conservation  of  energy  in  so  far  that  a  potential 
exists,  and  this  is  all  that  is  required  for  the  application  of  the 
principle  by  Helmholtz  and  Thomson.  Hence  we  may  assert,  even 
before  making  any  calculations  on  the  subject,  that  Weber's  law 
will  explain  the  induction  of  electric  currents.  The  fact,  therefore, 
that  it  is  found  by  calculation  to  explain  the  induction  of  currents, 
leaves  the  evidence  for  the  physical  truth  of  the  law  exactly  where 
it  was. 

On  the  other  hand,  the  formula  of  Gauss,  though  it  explains  the 
phenomena  of  the  attraction  of  currents,  is  inconsistent  with  the 
principle  of  the  conservation  of  energy,  and  therefore  we  cannot 
assert  that  it  will  explain  all  the  phenomena  of  induction.  In  fact, 
it  fails  to  do  so,  as  we  shall  see  in  Art.  859. 

857.]  We  must  now  consider  the  electromotive  force  tending  to 
produce  a  current  in  the  element  ds',  due  to  the  current  in  ds,  when 
ds  is  in  motion,  and  when  the  current  in  it  is  variable. 

According  to  Weber,  the  action  on  the  material  of  the  conductor 
of  which  da'  is  an  element,  is  the  sum  of  all  the  actions  on  the 
electricity  which  it  carries.  The  electromotive  force,  on  the  other 
hand,  on  the  electricity  in  ds',  is  the  difference  of  the  electric  forces 
acting  on  the  positive  and  the  negative  electricity  within  it.  Since 
all  these  forces  act  in  the  line  joining  the  elements,  the  electro 
motive  force  on  ds'  is  also  in  this  line,  and  in  order  to  obtain  the 
electromotive  force  in  the  direction  of  ds'  we  must  resolve  the  force 
in  that  direction.  To  apply  Weber's  formula,  we  must  calculate 
the  various  terms  which  occur  in  it,  on  the  supposition  that  the 
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element  ds  is  in  motion  relatively  to  ds1  \  and  that  the  currents  in 
both  elements  vary  with  the  time.  The  expressions  thus  found 
will  contain  terms  involving  v2,  vn',  v'2,  v,  v',  and  terms  not  involv 
ing-  v  or  v',  all  of  which  are  multiplied  by  ee  .  Examining,  as  we 
did  before,  the  four  values  of  each  term,  and  considering  first  the 
mechanical  force  which  arises  from  the  sum  of  the  four  values,  we 
find  that  the  only  term  which  we  must  take  into  account  is  that 
involving  the  product  vv'  ee  . 

If  we  then  consider  the  force  tending  to  produce  a  current  in  the 
second  element,  arising  from  the  difference  of  the  action  of  the  first 
element  on  the  positive  and  the  negative  electricity  of  the  second 
element,  we  find  that  the  only  term  which  we  have  to  examine  is 
that  which  involves  vee'  .  We  may  write  the  four  terms  included  in 
2  (vetf),  thus 

ef  (ve  +  vl  tfj)     and     e\  (ve  +  vl  ej. 

Since  ef  -\-e\  =  0,  the  mechanical  force  arising  from  these  terms  is 
zero,  but  the  electromotive  force  acting  on  the  positive  electricity  e' 
is  (w-f-t^i),  and  that  acting  on  the  negative  electricity  e\  is  equal 
•and  opposite  to  this. 

858.]   Let  us  now  suppose  that  the  first  element  ds  is  moving 

relatively  to  ds'  with  velocity  V  in  a  certain  direction,  and  let  us 

A  A 

denote  by  Yds  and  Tds't  the  angles  between  the  direction  of  V  and 

those  of  ds  and  of  ds'  respectively,  then  the  square  of  the  relative 
velocity,  u^  of  two  electric  particles  is 


u 


2 


v'2  +  Y2-2  vv'  cos  e  +  2  Vv  cos  Yds  -  2  Yv'cos  Yds'.  (25) 

The  term  in  vv  is  the  same  as  in  equation  (3).  That  in  v,  on  which 
the  electromotive  force  depends,  is 

2  Vv  cos  Yds. 

We  have  also  for  the  value  of  the  time-  variation  of  r  in  this  case 
dr         dr        ,  dr       dr 

Si"*9*  +'*?  +  *•  (26) 

where  —  refers  to  the  motion  of  the  electric  particles,  and  —  to 
u  t  dt 

that  of  the  material  conductor.  If  we  form  the  square  of  this  quan 
tity,  the  term  involving  vv',  on  which  the  mechanical  force  depends, 
is  the  same  as  before,  in  equation  (5),  and  that  involving  v,  on  which 
the  electromotive  force  depends,  is 

dr  dr 
2v—  —  • 
ds  dt 
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Differentiating  (26)  with  respect  to  t,  we  find 

d*r  d*r       dv  dr       dv' dr 


dv^dr       ,  dv    dr       d2r 
1  '  ds"ds~  V  ^Ts'  +  dP' 
We  find  that  the  term  involving  vvf  is  the  same  as  before  in  (6). 

The  term  whose  sign  alters  with  that  of  2?  is  —  —  . 

dt  ds 

859.]  If  we  now  calculate  by  the  formula  of  Gauss  (equation  (18)), 
the  resultant  electrical  force  in  the  direction  of  the  second  element 
ds',  arising  from  the  action  of  the  first  element  ds,  we  obtain 

—  ds  ds'  I  V  (  2  cos  Yds  —  3  cos  Vr  cos  r  ds)  cos  r  ds'.  (28) 

As  in  this  expression  there  is  no  term  involving  the  rate  of  va 
riation  of  the  current  ?',  and  since  we  know  that  the  variation  of 
the  primary  current  produces  an  inductive  action  on  the  secondary 
circuit,  we  cannot  accept  the  formula  of  Gauss  as  a  true  expression 
of  the  action  between  electric  particles. 

860.]  If,  however,  we  employ  the  formula  of  Weber,  (19),  we 
obtail1  1  ,  ,,,  dr  di  .dr  dr.dr 


*#.  (30) 

ds  ds  dt  V  \     * 

If  we  integrate  this  expression  with  respect  to  s  and  /,  we  obtain 
for  the  electromotive  force  on  the  second  circuit 

d  . 

-.. 

dt 

Now,  when  the  first  circuit  is  closed, 


TCI  dr  dr  . 

-..-  1  /  /  -  -T--T7  dsds  .  (3  1  ) 

JJ  r  ds  ds  v     ' 


ds  =  0. 

fl  dr  dr  f  A  dr  dr        d2r  x  .  /"cos  e   , 

Hence    / -—  —  ds  =  /(-_—  +  -1-T7)  ds  =— /-    -  ds.  (32) 
J  r  as  as          J  V  ds  ds       ds  ds  '  J     r 

But  JJ-  '-dsds  =  M,  by  Arts.  423,  524.  (33) 

Hence  we  may  write  the  electromotive  force  on  the  second  circuit 

—  ~(iM),  (34) 

which  agrees  with  what  we  have  already  established  by  experiment ; 
Art.  539. 
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On  feeder's  Formula,  considered  as  resulting  from  an  Action  transmitted 
from  one  'Electric  Particle  to  the  other  with  a  Constant  Velocity. 

861.]  In  a  very  interesting  letter  of  Gauss  to  W.  Weber  *  he 
refers  to  the  electrodynamic  speculations  with  which  he  had  been 
occupied  long  before,  and  which  he  would  have  published  if  he  could 
then  have  established  that  which  he  considered  the  real  keystone 
of  electrodynamics,  namely,  the  deduction  of  the  force  acting  be 
tween  electric  particles  in  motion  from  the  consideration  of  an  action 
between  them,  not  instantaneous,  but  propagated  in  time,  in  a 
similar  manner  to  that  of  light.  He  had  not  succeeded  in  making 
this  deduction  when  he  gave  up  his  electrodynamic  researches,  and 
he  had  a  subjective  conviction  that  it  would  be  necessary  in  the 
first  place  to  form  a  consistent  representation  of  the  manner  in 
which  the  propagation  takes  place. 

Three  eminent  mathematicians  have  endeavoured  to  supply  this 
keystone  of  electrodynamics. 

862.]  In  a  memoir  presented  to  the  Royal  Society  of  Gottingen 
in  1858,  but  afterwards  withdrawn,  and  only  published  in  Poggen- 
dorff's  Annalen  in  1867,  after  the  death  of  the  author,  Bernhard 
Riemann  deduces  the  phenomena  of  the  induction  of  electric  cur 
rents  from  a  modified  form  of  Poisson's  equation 


where  V  is  the  electrostatic  potential,  and  a  a  velocity. 

This  equation  is  of  the  same  form  as  those  which  express  the 
propagation  of  waves  and  other  disturbances  in  elastic  media.  The 
author,  however,  seems  to  avoid  making  explicit  mention  of  any 
medium  through  which  the  propagation  takes  place. 

The  mathematical  investigation  given  by  Riemann  has  been  ex 
amined  by  Clausiusf,  who  does  not  admit  the  soundness  of  the 
mathematical  processes,  and  shews  that  the  hypothesis  that  potential 
is  propagated  like  light  does  not  lead  either  to  the  formula  of  Weber, 
or  to  the  known  laws  of  electrodynamics. 

863.]  Clausius  has  also  examined  a  far  more  elaborate  investiga 
tion  by  C.  Neumann  on  the  '  Principles  of  Electrodynamics  J.'  Neu 
mann,  however,  has  pointed  out  §  that  his  theory  of  the  transmission 
of  potential  from  one  electric  particle  to  another  is  quite  different 
from  that  proposed  by  Gauss,  adopted  by  Riemann,  and  criticized 

*  March  19,  1845,  WerJce,  bd.  v.  629.  J  Tubingen,  1868. 

f  Pogg.,  bd.  cxxxv.  612.  §  Mathematische  Annalen,  i.  317. 
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by  Clausius,  in  which  the  propagation  is  like  that  of  light.  There 
is,  on  the  contrary,  the  greatest  possible  difference  between  the 
transmission  of  potential,  according  to  Neumann,  and  the  propaga 
tion  of  light. 

A  luminous  body  sends  forth  light  in  all  directions,  the  intensity 
of  which  depends  on  the  luminous  body  alone,  and  not  on  the 
presence  of  the  body  which  is  enlightened  by  it. 

An  electric  particle,  on  the  other  hand,  sends  forth  a  potential, 

ee' 
the  value  of  which,  —  ,  depends  not  only  on  e,  the  emitting  particle, 

but  on  e',  the  receiving  particle,  and  on  the  distance  r  between  the 
particles  at  the  instant  of  emission. 

In  the  case  of  light  the  intensity  diminishes  as  the  light  is  pro 
pagated  further  from  the  luminous  body ;  the  emitted  potential 
flows  to  the  body  on  which  it  acts  without  the  slightest  alteration 
of  its  original  value. 

The  light  received  by  the  illuminated  body  is  in  general  only  a 
fraction  of  that  which  falls  on  it ;  the  potential  as  received  by  the 
attracted  body  is  identical  with,  or  equal  to,  the  potential  which 
arrives  at  it. 

Besides  this,  the  velocity  of  transmission  of  the  potential  is  not, 
like  that  of  light,  constant  relative  to  the  sether  or  to  space,  but 
rather  like  that  of  a  projectile,  constant  relative  to  the  velocity  of 
the  emitting  particle  at  the  instant  of  emission. 

It  appears,  therefore,  that  in  order  to  understand  the  theory  of 
Neumann,  we  must  form  a  very  different  representation  of  the  pro 
cess  of  the  transmission  of  potential  from  that  to  which  we  have 
been  accustomed  in  considering  the  propagation  of  light.  Whether 
it  can  ever  be  accepted  as  the  '  construirbar  Vorstellung '  of  the 
process  of  transmission,  which  appeared  necessary  to  Gauss,  I  cannot 
say,  but  I  have  not  myself  been  able  to  construct  a  consistent 
mental  representation  of  Neumann's  theory. 

864.]  Professor  Betti*,  of  Pisa,  has  treated  the  subject  in  a 
different  way.  He  supposes  the  closed  circuits  in  which  the  electric 
currents  flow  to  consist  of  elements  each  of  which  is  polarized 
periodically,  that  is,  at  equidistant  intervals  of  time.  These  polar 
ized  elements  act  on  one  another  as  if  they  were  little  magnets 
whose  axes  are  in  the  direction  of  the  tangent  to  the  circuits. 
The  periodic  time  of  this  polarization  is  the  same  in  all  electric 
circuits.  Betti  supposes  the  action  of  one  polarized  element  on 
*  Nuovo  Cimento,  xxvii  (1868). 
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another  at  a  distance  to  take  place,  not  instantaneously,  but  after 
a  time  proportional  to  the  distance  between  the  elements.  In  this 
way  he  obtains  expressions  for  the  action  of  one  electric  circuit  on 
another,  which  coincide  with  those  which  are  known  to  be  true. 
Clausius,  however,  has,  in  this  case  also,  criticized  some  parts  of 
the  mathematical  calculations  into  which  we  shall  not  here  enter. 

865.]  There  appears  to  be,  in  the  minds  of  these  eminent  men, 
some  prejudice,  or  a  priori  objection,  against  the  hypothesis  of  a 
medium  in  which  the  phenomena  of  radiation  of  light  and  heat 
and  the  electric  actions  at  a  distance  take  place.  It  is  true  that  at 
one  time  those  who  speculated  as  to  the  causes  of  physical  pheno 
mena  were  in  the  habit  of  accounting  for  each  kind  of  action  at  a 
distance  by  means  of  a  special  sethereal  fluid,  whose  function  and 
property  it  was  to  produce  these  actions.  They  filled  all  space 
three  and  four  times  over  with  aethers  of  different  kinds,  the  pro 
perties  of  which  were  invented  merely  to  '  save  appearances/  so  that 
more  rational  enquirers  were  willing  rather  to  accept  not  only  New 
ton's  definite  law  of  attraction  at  a  distance,  but  even  the  dogma  of 
Cotes  *,  that  action  at  a  distance  is  one  of  the  primary  properties  of 
matter,  and  that  no  explanation  can  be  more  intelligible  than  this 
fact.  Hence  the  undulatory  theory  of  light  has  met  with  much 
opposition,  directed  not  against  its  failure  to  explain  the  pheno 
mena,  but  against  its  assumption  of  the  existence  of  a  medium  in 
which  light  is  propagated. 

866.]  We  have  seen  that  the  mathematical  expressions  for  electro- 
dynamic  action  led,  in  the  mind  of  Gauss,  to  the  conviction  that  a 
theory  of  the  propagation  of  electric  action  in  time  would  be  found 
to  be  the  very  keystone  of  electrodynamics.  Now  we  are  unable 
to  conceive  of  propagation  in  time,  except  either  as  the  flight  of  a 
material  substance  through  space,  or  as  the  propagation  of  a  con 
dition  of  motion  or  stress  in  a  medium  already  existing  in  space. 
In  the  theory  of  Neumann,  the  mathematical  conception  called 
Potential,  which  we  are  unable  to  conceive  as  a  material  substance, 
is  supposed  to  be  projected  from  one  particle  to  another,  in  a  manner 
which  is  quite  independent  of  a  medium,  and  which,  as  Neumann 
has  himself  pointed  out,  is  extremely  different  from  that  of  the  pro 
pagation  of  light.  In  the  theories  of  Riemann  and  Betti  it  would 
appear  that  the  action  is  supposed  to  be  propagated  in  a  manner 
somewhat  more  similar  to  that  of  light. 

But  in  all  of  these  theories  the  question  naturally  occurs : — If 

*  Preface  to  Newton's  Prindpia,  2nd  edition. 


866.]  A    MEDIUM   NECESSARY.  449 

something  is  transmitted  from  one  particle  to  another  at  a  distance, 
what  is  its  condition  after  it  has  left  the  one  particle  and  before 
it  has  reached  the  other  ?  If  this  something  is  the  potential  energy 
of  the  two  particles,  as  in  Neumann's  theory,  how  are  we  to  con 
ceive  this  energy  as  existing  in  a  point  of  space,  coinciding  neither 
with  the  one  particle  nor  with  the  other  ?  In  fact,  whenever  energy 
is  transmitted  from  one  body  to  another  in  time,  there  must  be 
a  medium  or  substance  in  which  the  energy  exists  after  it  leaves 
one  body  and  before  it  reaches  the  other,  for  energy,  as  Torricelli  * 
remarked,  '  is  a  quintessence  of  so  subtile  a  nature  that  it  cannot  be 
contained  in  any  vessel  except  the  inmost  substance  of  material 
things.'  Hence  all  these  theories  lead  to  the  conception  of  a 
medium  in  which  the  propagation  takes  place,  and  if  we  admit 
this  medium  as  an  hypothesis,  I  think  it  ought  to  occupy  a  pro 
minent  place  in  our  investigations,  and  that  we  ought  to  endeavour 
to  construct  a  mental  representation  of  all  the  details  of  its  action, 
and  this  has  been  my  constant  aim  in  this  treatise. 

*  Lezioni  Accademiche  (Firenze,  1715),  p.  25. 
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LEXICONS,  GBAMMABS,  &c. 

(See  also  Clarendon  Press  Series  pp.  24,  26.) 

A  Greek-English  Lexicon,  by  Henry  George  Liddell,  D.D., 
and  Robert  Scott,  D.D.  Sixth  Edition,  Revised  and  Augmented. 
1870.  410.  clotb,  i/.  i6s. 

A  copious  Greek-English  Vocabulary,  compiled  from  the 
best  authorities.  1850.  24010.  bound,  35. 

A  Practical  Introduction  to  Greek  Accentuation,  by  H.  W. 

Chandler,  M.A.     Second  Edition.     Nearly  ready. 

Etymologicon  Magnum.  Ad  Codd.  MSS.  recensuit  et  notis 
variorum  instruxit  Thomas  Gaisford,  S.T.P.  1848.  fol.  clotb,  il.  12s. 

Suidae  Lexicon.  Ad  Codd.  MSS.  recensuit  Thomas  Gaisford, 
S.T.P.  Tomi  III.  1834.  fol.  clotb,  ^l.  2s. 

Scheller's  Lexicon  of  the  Latin  Tongue,  with  the  German  ex 
planations  translated  into  English  by  J.  E.  Riddle,  M.A.  1835.  fol. 
clotb,  il.  is. 

A  Latin  Dictionary,  founded  on  Andrews'  edition  of  Freund's 
Latin  Dictionary,  revised,  enlarged,  and  in  great  part  rewritten  by 
Charlton  T.  Lewis,  Ph.D.,  and  Charles  Short,  LL.D.,  Professor  of 
Latin  in  Columbia  College,  New  York.  1879.  410.  cloth,  il.  us.  6d. 

Scriptores  Kei  Metricae.  Edidit  Thomas  Gaisford,  S.T.P. 
Tomi  III.  8vo.  clotb,  155. 

Sold  separately: 

Hephaestion,  Terentianus  Maurus,  Proclus,  cum  annotationibus,  etc. 
Tomi  II.  los.         Scriptores  Latini.  55. 
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The  Book  of  Hebrew  Roots,  by  Abu  'L-Walid  Marwan  ibn 

Janah,  otherwise   called   Rabbi  Y6nah.      Now  first   edited,  with  an 
Appendix,  by  Ad.  Neubauer.     1875.  4to.  cloth,  2l.  *js.  6d. 
A  Treatise  on  the  use  of  the  Tenses  in  Hebrew.    By  S.  R. 
Driver,  M.A.  Second  Edition,  Revised  and  Enlarged.  Extra  fcap.  8vo. 

cloth,  75.  6d. 
Hebrew  Accentuation  of  Psalms,   Proverbs,   and  Job.     By 

William  Wickes,  D.D.     Demy  8vo.  stiff  cover,  55. 

Thesaurus  Syriacus  :  collegerunt  Qtiatremere,  Bernstein,  Lors- 
bach,  Arnoldi,  Field :  edidit  R.  Payne  Smith,  S.T.P.R. 
Fasc.  I-V.  1868-79.   sm<  fol.  «ac&,  il.  is. 
Vol.  I,  containing  Fasc.  I-V.  sm.  fol.  cloth,  5/.  55. 

A  Practical  Grammar  of  the  Sanskrit  Language,  arranged 
with  reference  to  the  Classical  Languages  of  Europe,  for  the  use  of 
English  Students,  by  Monier  Williams,  M.A.,  Boden  Professor  of  San 
skrit.  Fourth  Edition,  1877.  8vo.  cloth,  155. 

A  Sanskrit-English  Dictionary,  Etymologically  and  Philo- 
logically  arranged,  with  special  reference  to  Greek,  Latin,  German,  Anglo- 
Saxon,  English,  and  other  cognate  Indo-European  Languages.  By  Monier 
Williams,  M.  A.,  Boden  Professor  of  Sanskrit.  1872.  4to  .cloth,  ^l.i^s.6d. 
Nalopakhyanam.    Story  of  Nala,  an  Episode  of  the  Maha- 
Bhirata :  the  Sanskrit  text,  with  a  copious  Vocabulary,  and  an  im 
proved  version  of  Dean  Milman's  Translation,  by  Monier  Williams,  M.A. 
Second  Edition,  Revised  and  Improved.     1879.  ^vo.  c^otn,  JS*- 
Sakuntala.    A   Sanskrit   Drama,  in    seven   Acts.    Edited  by 

Monier  Williams,  M.A.     Second  Edition,  1876.    8vo.  cloth,  2is. 
An  Anglo-Saxon  Dictionary,  by  the  late  Joseph  Bosworth, 

D.D.,  Professor  of  Anglo-Saxon,  Oxford.    New  edition.    In  the  Press. 
An  Icelandic-English  Dictionary,  based  on  the  MS.   col 
lections  of  the  late  Richard   Cleasby.     Enlarged  and  completed   by 
G.  Vigfusson.     With  an   Introduction,  and  Life  of  Richard  Cleasby, 
by  G.  Webbe  Dasent,  D.C.L.     1874.  410.  cloth,  3/.  75. 
A   List  of  English  Words  the  Etymology  of  which  is 
illustrated  by  comparison  with  Icelandic.  Prepared  in  the  form 
of  an  APPENDIX  to  the  above.     By  W.  W.  Skeat,  M.A.,  stitched,  2s. 
A  Handbook  of  the  Chinese  Language.    Parts  I  and  II, 
Grammar  and  Chrestomathy.     By  James  Summers.    1863.  8vo.  half 
bound,  I/.  8s. 

Cornish  Drama  (The  Ancient).  Edited  and  translated  by  E. 
Norris,  Esq.,  with  a  Sketch  of  Cornish  Grammar,  an  Ancient  Cornish 
Vocabulary,  etc.  2  vols.  1859.  8vo.  cloth,  il.  is. 

The  Sketch  of  Cornish  Grammar  separately,  stitched,  2s.  6d. 
An  Etymological  Dictionary  of  the  English  Language, 
arranged  on  an  Historical  Basis.      By  W.  W.  Skeat,  M.A.,  Elrington 
and  Bosworth  Professor  of  Anglo-Saxon  in  the  University  of  Cambridge. 
To  be  completed  in  Four  Parts.     Parts  I-HI,  410.  los.  6d.  each. 
Part  IV.     In  the  Press. 
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GREEK  CLASSICS,  &c. 

Aeschyli  quae  supersunt  in  Codice  Laurentiano  quoad  effici 
potuit  et  ad  cognitionem  necesse  est  visum  typis  descripta  edidit 
R.  Merkel.  1861.  Small  folio,  cloth,  il.  is. 

Aeschylus:  Tragoediae  et  Fragmenta,  ex  recensione  Guil. 
Dindorfii.  Second  Edition,  1851.  8vo.  cloth,  55.  6d. 

Aeschylus:  Annotationes  Guil.  Dindorfii.  Partes  II.  1841. 
8vo.  cloth,  I  os. 

Aeschylus  :  Scholia  Graeca,  ex  Codicibus  aucta  et  emendata  a 
Guil.  Dindorfio.  1851.  8vo.  cloth,  55. 

Sophocles :  Tragoediae  et  Fragmenta,  ex  recensione  et  cum 
commentariis  Guil.  Dindorfii.  Third  Edition,  2  vols.  1860.  fcap.  Svo. 
cloth,  I/,  is. 

Each  Play  separately,  limp,  2s.  6d. 
The  Text  alone,  printed    on    writing   paper,   with   large 

margin,  royal  i6mo.  cloth,  8s. 
The  Text  alone,  square  i6mo.  cloth,  $s.6d. 

Each  Play  separately,  limp,  6d.     (See  aiso  pp.  28,  29.) 

Sophocles  :  Tragoediae  et  Fragmenta  cum  Annotatt.  Guil. 
Dindorfii.  Tomi  II.  1849.  8vo.  clotb,  los. 

The  Text,  Vol.  I.  55.  6d.    The  Notes,  Vol.11.  45.  6d. 
Sophocles :  Scholia  Graeca  : 

Vol.  I.  ed.  P.  Elmsley,  A.M.     1825.  Svo.  cloth,  45.  6d. 
Vol.  II.  ed.  Guil.  Dindorfius.     1852.  Svo.  cloth,  45.  6d. 

Euripides :  Tragoediae  et  Fragmenta,  ex  recensione  Guil.  Din 
dorfii.  Tomi  II.  1834.  8vo.  cloth,  los. 

Euripides :  Annotationes  Guil.  Dindorfii.  Partes  II.  1840. 
8vo.  cloth,  i  os. 

Euripides :  Scholia  Graeca,  ex  Codicibus  aucta  et  emendata  a 
Guil.  Dindorfio.  Tomi  IV.  1863.  Svo.  cloth,  il.  i6s. 

Euripides  :  Alcestis,ex  recensione  Guil.  Dindorfii.  1834.  Svo. 
sewed,  2s.  6d. 

Aristophanes :  Comoediae  et  Fragmenta,  ex  recensione  Guil. 
Dindorfii.  Tomi  II.  1835.  Svo.  cloth,  I  is.  (See  page  27.) 

Aristophanes:  Annotationes  Guil.  Dindorfii.  Partes  II.  1837. 
8vo.  cloth,  us. 

Aristophanes :  Scholia  Graeca,  ex  Codicibus  aucta  et  emendata 
a  Guil.  Dindorfio.  Partes  III.  1839.  Svo.  cloth,  il. 

Aristophanem,  Index  in:  J . Caravellae.     1822.  Svo.  cloth,  3J. 

Metra  Aeschyli  Sophoclis  Euripidis  et  Aristophanis.  De 
scripta  a  Guil.  Dindorfio.  Accedit  Chronologia  Scenica.  1842.  Svo. 
cloth,  55. 
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Anecdota  Graeca  Oxoniensia.    Edidit  J.  A.  Cramer,  S.T.P. 
TomilV.     1835.  8vo.  cloth,  iJ.  2s. 


Apsinis  et  Longini  Rhetorica.    E  Codicibus  MSS.  recensuit 

Joh.  Bakius.     1849.  8vo.  cloth,  35. 
Aristoteles  ;  ex  recensione  ImmanuelisBekkeri.    Accedunt  In 

dices  Sylburgiani.     TomiXI.     1837.  8vo.  cloth  2/.  IDS. 
The  volumes  (except  vol.  IX.)  may  be  had  separately,  price  S«-  &*•  ««*• 
Aristotelis  Ethica  Nicomachea,  ex  recensione  Immanuelis 

Bekkeri.     Crown  8vo.  cloth,  55. 
Choerobosci  Dictata  in  Theodosii  Canones,  ^non  Epimensmi 

in  Psalmos.  E  Codicibus  MSS.  edidit  Thomas  Gaisford,  S.T.P.     Tomi 

III.  1842.  8vo.  cloth,  155. 

Demosthenes  :  ex  recensione  Guil.  Dindorfii.    Tomi  I.  II.  III. 

IV.  1846.  8vo.  cloth,  il.  is. 

Demosthenes:  Tomi  V.  VI.  VII.    Annotationes  Interpretum. 

1849.  8vo.  cloth,  155. 

Demosthenes:  Tomi  VIII.  IX.  Scholia.    1851.  8vo.  cloth,  ios. 
Harpocrationis  Lexicon,  ex  recensione  G.  Dindorfii.    Tomi 

II.     1854.  8vo.  cloth,  ios.6d. 
Heracliti  Ephesii  Reliquiae.     Recensuit  I.  By  water,  MA 

Appendicis  loco  additae  sunt  Diogenis  Laertu  Vita  Herachti   Particulae 
Hippocratei  De  Diaeta  Libri  Primi,  Epistolae  Herachteae.     1877.     i 

cloth,  price  6s. 
HerculanensiumVoluminumPartesII.  1824.  Bvo.clotb,  ioj. 

Homerus:  Ilias,  cum  brevi  Annotatione  C.  G.  Heynii.    Acce 

dunt  Scholia  minora.     Tomi  II.     1834.  8vo.  cloth,  15*. 
Homerus:  Ilias,  ex  rec.  Guil.  Dindorfii.  1856.  8vo.  cloth,  5j.  6d. 
Homerus  :  Scholia  Graeca  in  Iliadem.    Edited  by  Prof.  W.  Din- 
^oTafier   a  new  collation  of  the  Venetian  MSS.  by  D.  B.  Monrc, 
M.A.,  Fellow  of  Oriel  College. 

Vols.I.II.i875.  8vo.  cloth,  24*.  Vols.III.IV.  1877.  8vo.c/o/fc,  26s. 
Homerus:  Odyssea,  ex  rec.  Guil.  Dindorfii.    1855.  8vo.  cloth, 

Homerus:  Scholia  Graeca  in  Odysseam.  Edidit  Guil.  Dindorfius. 

Tomi  II.     1855.  8vo.  dotb,  155.  6d. 
Homerum,  Index  in  :  Seberi.      1780.   8vo.  cloth,  6s.  6d. 

-  A  Complete  Concordance  to  the  Odyssey  and  Hymns 
orner;   to  which  is  added  a  Concordance  to  the  Parallel  Passages 
in  the  Iliad,  Odyssey,  and  Hymns.    By  Henry  Dunbar,  M  D,  Member  of 
the  General  Council",  University  of  Edinburgh.    1880.    4to.  cloth,  il.  is. 


Clarendon  Press,  Oxford. 


Oratores  Attici  ex  recensione  Bekkeri : 

I.  Antiphon,  Andocides,  et  Lysias.     1822.  8vo.  clotb,  75. 

II.  Isocrates.     1822.  8vo.  cloth,  75. 

III.  Isaeus,  Aeschines,  Lycurgus,Dinarchus,etc.   1823.  8vo.  cloth,  7«. 

Scholia  Graeca  in  Aeschinem  et  Isocratem.  Edidit  G.  Dindor- 
fius.  1852.  8vo.  clotb,  45. 

Paroemiographi  Graeci,  quorum  pars  nunc  primum  ex  Codd. 
MSS.  vulgatur.  Edidit  T.  Gaisford,  S.T.P.  1836.  8vo.  clotb,  55.  6d. 

Plato :  The  Apology,  with  a  revised  Text  and  English  Notes, 
and  a  Digest  of  Platonic  Idioms,  by  James  Riddell,  M.A.  1878.  8vo. 
clotb,  8s.  6d. 

Plato :  Philebus.  with  a  revised  Text  and  English  Notes,  by 
Edward  Poste,  M.A.  1860.  8vo.  clotb,  75.  6d. 

Plato :  Sophistes  and  Politieus,  with  a  revised  Text  and  Eng 
lish  Notes,  by  L.  Campbell,  M.A.  1866.  8vo.  cloth,  18$. 

Plato  :  Theaetetus,  with  a  revised  Text  and  English  Notes,  by 
L.Campbell,  M.A.  1861.  8vo.  clotb,  gs. 

Plato  :  The  Dialogues,  translated  into  English,  with  Analyses 
and  Introductions,  by  B.  Jowett,  M.A.,  Regius  Professor  of  Greek. 
A  new  Edition  in  5  volumes,  medium  8vo.  1875.  cloth,  3/.  los. 

Plato  :  The  Republic,  translated  into  English,  with  an  Analysis 
and  Introduction,  by  B.  Jowett,  M.A.  Medium  8vo.  cloth,  I2s.6d. 

Plato :  Index  to.    Compiled  for  the  Second  Edition  of  Professor 

Jowett's  Translation  of  the  Dialogues.     By  Evelyn  Abbott,  M.A.  1875. 
8vo.  paper  covers,  2s.  6cf. 

Plotinus.    Edidit  F.  Creuzer.    Tomi  III.     1835.  4to.  i/.  8s. 

Stobaei  Florilegium.  Ad  MSS.fidem  emendavit  et  supplevit 
T.  Gaisford,  S.T.P.  Tomi  IV.  1822.  8vo.  clotb,  iL 

Stobaei  Eclogarum  Physicarum  et  Ethicarum  libri  duo.  Ao 
cedit  Hieroclis  Commentarius  in  aurea  carmina  Pythagoreorum.  Ad 
MSS. Codd. recensuitT. Gaisford, S.T.P.  Tomill.  1850.  8\o.cloth,ns. 

Thucydides  :  Translated  into  English,  with  Introduction,  Mar 
ginal  Analysis,  Notes,  and  Indices.  By  B.  Jowett,  M.A.,  Regius  Pro 
fessor  of  Greek.  2  vols.  1881.  Medium  8vo.  cloth,  il.  I2s. 

Xenophon :  Historia  Graeca,  ex  recensione  et  cum  annotatio- 

nibus  L.  Dindorfii.     Second  Edition,  1852.  8vo.  cloth,  ios.6d. 

Xenophon:  Expeditio  Cyri,  ex  rec.  et  cum  annotatt.  L.  Din 
dorfii.  Second  Edition,  1855.  8vo.  clotb,  lOs.  6d. 

Xenophon:  Institutio  Cyri,  ex  rec.  et  cum  annotatt.  L.  Din 
dorfii.  1857.  8vo.  cloth,  ios.6d. 

Xenophon:  Memorabilia  Socratis,  ex  rec.  et  cum  annotatt.  L. 
Dindorfii.  1862.  8vo.  cloth,  fs.6d. 
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Xenophon :  Opuscula  Politica  Equestria  et  Venatica  cum  Arri- 
ani  Libello  de  Venatione,  ex  ree.  et  cum  annotatt.  L.  Dindorfii.  1866. 
8vo.  cloth,  i  os.  6d. 

THE  HOLY  SCRIPTURES,  &c. 

The  Holy  Bible  in  the  earliest  English  Versions,  made  from  the 

Latin  Vulgate  by  John  Wycliffe  and  his  followers:  edited  by  the  Rev. 

J.  Forshall  and  Sir  F.  Madden.  4  vols.  1850.  royal  410.  clotb,  3/.  35. 

.4 /so  reprinted  from  the  above,  with  Introduction  and  Glossary  by  W.  W. 

Skeat,  M.A., 

The  Wew  Testament  in  English,  according  to  the  Version 
by  John  Wycliffe,  about  A.D.  1380,  and  Revised  by  John  Purvey, 
about  A.D.  1388.  Extra  fcap.  8vo.  cloth,  6s. 

The  Books  of  Job,  Psalms,  Proverbs,  Ecclesiastes,  and 
the  Song  of  Solomon:  according  to  the  Wycliffite  Version 
made  by  Nicholas  de  Hereford,  about  A.D.  1381,  and  Revised  by 
John  Purvey,  about  A.D.  1388.  Extra  fcap.  8vo.  cloth,  35.  60?. 

The  Holy  Bible :  an  exact  reprint,  page  for  page,  of  the  Author 
ized  Version  published  in  the  year  1611.  Demy  4to.  half  bound,  I/,  is. 

Vetus  Testamentum  Graeee  cum  Variis  Lectionibus.  Edi- 
tionem  a  R.  Holmes,  S.T.P.  inchoatam  continuavit  J.  Parsons,  S.T.B. 
Tomi  V.  1798-1827.  folio,  7/. 

Vetus  Testamentum  ex  Versione  Septuaginta  Interpretum 
secundum  exemplar  Vaticanum  Romae  editum.  Accedit  potior  varietas 
Codicis  Alexandrini.  Tomi  III.  Editio  Altera.  i8mo.  cloth,  1 8s. 

Origenis  Hexaplorum  quae  supersunt;  sive,  Veterum  Inter 
pretum  Graecorum  in  totum  Vetus  Testamentum  Fragmenta.  Edidit 
Fridericus  Field,  A.M.  2  vols.  1867-1874.  4to.  cloth,  5/.  55. 

Libri  Psalmorum  Versio  antiqua  Latina,  cum  Paraphrasi 
Anglo-Saxonica.  Edidit  B.  Thorpe,  F.A.S.  1835.  8vo.  cloth,  los.  6d. 

Libri  Psalmorum  Versio  antiqua  Gallica  e  Cod.  MS.  in  Bibl. 
Bodleiana  adservato,  una  cum  Versione  Metrica  aliisque  Monumentis 
pervetustis.  Nunc  primum  descripsit  et  edidit  Franciscus  Michel,  Phil. 
Doct.  1860.  8vo.  cloth,  los.  6d. 

The  Psalms  in  Hebrew  without  points.  1879.  Crown  8vo. 
cloth,  35.  6d. 

Libri  Prophetarum  Majorum,  cum  Lamentationibus  Jere- 
miae,  in  Dialecto  Linguae  Aegyptiacae  Memphitica  seu  Coptica.  Edidit 
cum  Versione  Latina  H.  Tattam, S.T.P.  Tomi  II.  1852.  8vo.  cloth,  1 7«. 

Libri  duodecim  Prophetarum  Minorum  in  Ling.  Aegypt. 
vulgo  Coptica.  Edidit  H.  Tattam,  A.M.  1836.  8vo.  cloth,  8s.  6d. 

Novum  Testamentum   Graeee.     Antiquissimorum  Codicum 

Textus  in  ordine  parallelo  dispositi.  Accedit  collatio  Codicis  Sinaitici. 
Edidit  E.  H.  Hansell,  S.T.B.  Tomi  HI.  1864.  8vo.  half  morocco, 
a/.  1 2s.  6d. 
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Novum  Testamentum  Graece.  Accedunt  parallela  S.  Scrip- 
turae  loca,  necnon  vetus  capitulorum  notatio  et  canones  Eusebii.  Edidit 
Carolus  Lloyd,  S.T.P.R.,  necnon  EpiscopusOxoniensis.  i8mo.  cloth,  35. 

The  same  on  (writing  paper,  'with  large  margin,  cloth,  los. 

Novum  Testamentum  Graece  juxta  Exemplar  Millianum. 
i8mo.  cloth,  2s.  6J. 

The  same  on  writing  paper,  with  large  margin,  cloth,  gs. 
Evangelia  Sacra  Graece.    fcap.  8vo.  limp,  is.  6d. 

The  Greek  Testament,  with  the  Readings  adopted  by  the  Re 
visers  of  the  Authorised  Version  : — 

(1)  Pica  type.    Demy  8vo.  cloth,  lOs.  6d. 

(2)  Long  Primer  type.     Fcap.  8vo.   cloth,  45.  6d. 

(3)  The  same,  on  writing  paper,  with  wide  margin,  cloth,  155. 

The  New  Testament  in  Greek  and  English.  Edited  by 
E.  Cardwell,  D.D.  2  vois.  1837.  crown  8vo.  cloth,  6s. 

Novum  Testamentum  Coptice,  cura  D.  Wilkins.    1716.  4to. 

cloth,  I2s.  6d. 

Evangeliorum  Versio  Gothica,  cum  Interpr.  et  Annott.  E. 
Benzelii.  Edidit,  et  Gram.  Goth,  praemisit,  E.  Lye,  A.M.  1759.  4to. 
cloth,  I2s.  6d. 

Diatessaron  ;  sive  Historia  Jesu  Christi  ex  ipsis  Evangelistarum 
verbis  apte  dispositisconfecta.  Ed.  J.  White.  1856.  I2mo.  cloth,  ^s.6d. 

Canon  Muratorianus :  the  earliest  Catalogue  of  the  Books  of 

the  New  Testament.  Edited  with  Notes  and  a  Facsimile  of  the  MS.  in 
the  Ambrosian  Library  at  Milan,  by  S.P.  Tregelles,  LL.D.  1868.  410. 
cloth,  I  os.  6d. 

The  Book  of  Wisdom  :  the  Greek  Text,  the  Latin  Vulgate, 
and  the  Authorised  English  Version ;  with  an  Introduction,  Critical 
Apparatus,  and  a  Commentary.  By  William  J.  Deane,  M.A.,  Oriel 
College,  Oxford;  Rector  of  Ashen,  Essex.  Small  410.  cloth,  I2s.  6d. 
Just  Published. 

The  Five  Books  of  Maccabees,  in  English,  with  Notes  and 
Illustrations  by  Henry  Cotton,  D.C.L.  1833.  8vo.  cloth,  los.  6d. 

Horae  Hebraicae  et  Talmudicae,  a  J.  Lightfoot.  A  new 
Edition,  by  R.  Gandell,  M.A.  4  vols.  1859.  8vo.  cloth,  iL  is. 

FATHERS  OF  THE  CHURCH,  &c. 

Liturgies,  Eastern  and  Western.  Edited,  with  Introduction, 
Notes,  and  a  Liturgical  Glossary,  by  C.  E.  Hammond,  M.A.  1878. 
Crown  8vo.  cloth,  los.  6d. 

An  Appendix  to  the  above.    1879.   Crown  8vo.  paper  covers,  is.  6d. 

St.  Athanasius :  Orations  against  the  Arians.  With  an  Account 
of  his  Life  by  William  Bright,  D.D.  1873.  Crown  8vo.  cloth,  95. 
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St.  Athanasius :  Historical  Writings,  according  to  the  Benedic 
tine  Text.  With  an  Introduction  by  William  Bright,  D.D.,  Regius  Pro 
fessor  of  Ecclesiastical  History,  Oxford.  1881.  Crown  8vo.  cloth,  los.  6d. 

St.  Augustine:  Select  Anti-Pelagian  Treatises,  and  the  Acts 
of  the  Second  Council  of  Orange.  With  an  Introduction  by  William 
Bright,  D.D.  Crown  8vo.  cloth,  95. 

The  Canons  of  the  First  Four  General  Councils  of  Nicaea, 
Constantinople,  Ephesus,  and  Chalcedon.  1877.  Crown  8vo.  cloth,  2s.6d. 

Catenae  Graecorum  Patrum  in  Novum  Testamentum.  Edidit 
J.  A.  Cramer,  S.T.P.  Tomi  VIII.  1838-1844.  8vo.  cloth,  2l.  45. 

dementis  Alexandrini  Opera,  ex  recensione  Guil.  Dindorfii. 
Tomi  IV.  1869.  8vo.  cloth,  3/. 

Cyrilli  Archiepiscopi  Alexandrini  in  XII  Prophetas.  Edidit 
P.  E.  Pusey,  A.M.  Tomi  II.  1868.  8vo.  cloth,  2l.  2s. 

Cyrilli  Archiepiscopi  Alexandrini  in  D.  Joannis  Evangelium. 
Accedunt  Fragmenta Varia  necnon  Tractatus  ad  Tiberium  Diaconum  Duo. 
Edidit  post  Aubertum  P.  E.  Pusey,  A.M.  Tomi  III.  1872.  8vo.  2/.  55. 

Cyrilli  Archiepiscopi  Alexandrini  Commentarii  in  Lucae  Evan 
gelium  quae  supersunt  Syriace.  E  MSS.  apud  Mus.  Britan.  edidit  R. 
Payne  Smith,  A.M.  1858.  410.  cloth,  ll.  2s. 

The  same,  translated  by  R.  Payne  Smith,  M.A.  2  vols.  1859. 
8vo.  cloth,  145. 

Ephraemi  Syri,  Rabulae  Episcopi  Edesseni,  Balaei,  aliorumque 
Opera  Selecta.  E  Codd.  Syriacis  MSS.  in  Museo  Britannico  et  Biblio- 
theca  Bodleiana  asservatis  primus  edidit  J.  J.  Overbeck.  1865.  8vo- 
cloth,  ll.  is. 

Eusebii  Pamphili  Evangelicae  Praeparationis  Libri  XV.  Ad 
Codd.  MSS.  recensuit  T.  Gaisford,  S.T.P.  Tomi  IV.  1843.  8vo. 
cloth,  iZ.  I os. 

Eusebii  Pamphili  Evangelicae  Demonstration^  Libri  X.  Re 
censuit  T.  Gaisford,  S.T.P.  Tomi  II.  1852.  8vo.  cloth,  15$. 

Eusebii  Pamphili  contra  Hieroclem  et  Marcellum  Libri.  Re 
censuit  T.  Gaisford,  S.T.P.  1852.  8vo.  cloth,  75. 

Eusebius'  Ecclesiastical  History,  according  to  the  text  of 

Burton,  with  an  Introduction  by  William  Bright,  D.D.     1872.    Crown 

8vo.  cloth,  8s.  6d. 
Eusebii  Pamphili   Hist.   Eccl. :    Annotationes  Variorum. 

Tomi  II.     1842.  8vo.  cloth,  175. 
Evagrii  Historia  Ecclesiastica,  ex  recensione  H.Valesii.    1844. 

8vo.  cloth,  45. 
Irenaeus:  The  Third   Book  of  St.  Irenaeus,  Bishop  of  Lyons, 

against  Heresies.     With  short  Notes  and  a  Glossary  by  H.  Deane,  B.D., 

Fellow  of  St.  John's  College,  Oxford.  1874.  Crown  8vo.  cloth,  55.  6d. 
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Origenis  Pliilosophumena ;  sive  omnium  Haeresium  Refutatio, 

E  Codice  Parisino  mine  primum  edidit  Emmanuel  Miller.     1851.  8vo. 

clotb,  I  os. 
Patrum  Apostolicorum,  S.  dementis  Romani,  S.  Ignatii,  S. 

Polycarpi,  quae  supersunt.     Edidit  Guil.  Jacobson,  S.T.P.R.     Tomi  II. 

Fourth  Edition,  1863.  8vo.  clotb,  il.  is. 
Reliquiae  Sacrae  secundi  tertiique  saeculi.    Recensuit  M.J. 

Routh,  S.T.P.    Tomi  V.   Second  Edition,  1846-1848.  8vo.  clotb,  il.  55. 
Scriptorum  Ecclesiasticorum  Opuscula.      Recensuit  M.  J. 

Routh,  S.T.P.     Tomi  II.     Third  Edition,  1858.  Svo.  cloth,  IDS. 
Socratis  Scholastici  Historia  Ecclesiastica.    Gr.  et  Lat.    Edidit 

R.  Hussey,  S.T.B.    Tomi  III.     1853.  8vo.  clotb,  155. 
Socrates'  Ecclesiastical  History,  according  to  the  Text  of 

Hussey,  with  an  Introduction  by  William  Bright,  D.D.     1878.     Crown 

8vo.  cloth,  7s.  6d. 
Sozomeni   Historia  Ecclesiastica.     Edidit  R.  Hussey,  S.T.B. 

Tomi  III.     1859.  8vo.  cloth,  155. 
Theodoreti   Ecclesiasticae    Historiae   Libri  V.    Recensuit  T. 

Gaisford,  S.T.P.     1854.  Svo.  clotb,  7s.  6d. 
Theodoreti  Graecarum  Affectionum  Curatio.   Ad  Codices  MSS. 

recensuit  T.  Gaisford,  S.T.P.     1839.  Svo.  cloth,  75.  6d. 
Bowling  (J.  G.)  Notitia  Scriptorum  SS.  Patrum  aliorumque  vet. 

Eccles.  Mon.  quae  in  Collectionibus  Anecdotorum  post  annum  Christi 

MDCC.  in  lucem  editis  continentur.     1839.  Svo.  cloth,  45.  6d. 

ECCLESIASTICAL   HISTORY,  BIOGRAPHY,  &c. 

Baedae  Historia  Ecclesiastica.  Edited,  with  English  Notes, 
by  G.  H.  Moberly,  M.A.  1869.  crown  Svo.  clotb,  los.  6d. 

Bingham's  Antiquities  of  the  Christian  Church,  and  other 
Works.  10  vols.  1855.  Svo.  clotb,  3/.  35. 

Bright  (W.,  D.D.).  Chapters  of  Early  English  Church  History. 
1878.  8vo.  cloth,  I2s. 

Burnet's  History  of  the  Reformation  of  the  Church  of  Eng 
land.  A  new  Edition.  Carefully  revised,  and  the  Records  collated 
with  the  originals,  by  N.Pocock,  M.A.  7  vols.  1865.  Svo.  4^.45. 

Burnet's  Life  of  Sir  M.  Hale,  and  Fell's  Life  of  Dr.  Hammond. 

1856.  small  Svo.  clotb,  2s.  6d. 
Cardwell's  Two  Books  of  Common  Prayer,  set  forth  by 

authority  in  the  Reign  of  King  Edward  VI,  compared  with  each  other. 

Third  Edition,  1852.  Svo.  clotb,  75. 

Cardwell's  Documentary  Annals  of  the  Reformed  Church  of 
England;  being  a  Collection  of  Injunctions,  Declarations,  Orders.  Arti 
cles  of  Inquiry,  &c.  from  1546  to  1716.  2  vols.  1843.  Svo.  clotb,  iSs. 
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Cardwell's  History  of  Conferences  on  the  Book  of  Common 

Prayer  from  1551  to  1690.  Third  Edition,  1849.  8vo.  cloth,  7s.  6d. 
Councils  and  Ecclesiastical  Documents  relating  to  Great 
Britain  and  Ireland.  Edited,  after  Spelman  and  Wilkins,  by  A.  W. 
Haddan,  B.D.,  and  W.  Stubbs,  M.A.,  Regius  Professor  of  Modern 
History,  Oxford.  Vols.  I.  and  III.  1869-71.  Medium  8vo.  cloth, 
each  I/,  is. 

Vol.  II.  Part  I.  1873.  Medium  Svo.  cloth,  lOs.  6d. 
Vol.11.  Part  II.   1878.  Church  of  Ireland  -,  Memorials  of  St.  Patrick. 
stiff  covers,  35.  6d. 

Formularies  of  Faith  set  forth  by  the  King's  Authority  during 
the  Reign  of  Henry  VIII.  1856.  Svo.  cloth,  75. 

Fullers  Church  History  of  Britain.  Edited  by  J.  S.  Brewer, 
M.A.  6  vols.  1845.  Svo.  cloth,  iL  igs. 

Gibson's  Synodus  Anglicana.  Edited  by  E.  Cardwell,  D.D. 
1854.  8vo.  cloth,  6s. 

Hussey's  Rise  of  the  Papal  Power  traced  in  three  Lectures. 
Second  Edition,  1863.  fcap.  Svo.  cloth,  45. 6d. 

Inett's  Origines  Anglicanae  (in  continuation  of  Stillingfleet). 
Edited  by  J.  Griffiths,  M.A.  3  vols.  1855.  Svo.  cloth,  155. 

John,  Bishop  of  Ephesus.  The  Third  Part  of  his  Ecclesias 
tical  History.  [In  Syriac.]  Now  first  edited  by  William  Cureton, 
M.A.  1853.  410.  cloth,  I/.  I2s. 

The  same,  translated  by  R.  Payne  Smith,  M.A.    1860.  Svo. 

cloth,  IDS. 

Knight's  Life  of  Dean  Colet.     1823.  Svo.  cloth,  TS.  6d. 
Le  Neve's  Fasti  Ecclesiae  Anglicanae.    Corrected  and  continued 
from  1715  ^01853  by  T.Duffus  Hardy.  3  vols.  1854.  Svo.  cloth,  I/,  is. 
The  Liturgy  and  Ritual  of  the  Celtic  Church.     By  F.  E. 

Warren,  B.D.,  Fellow  of  St.  John's  College,  Oxford.     Svo.  cloth,  145. 

Missale  Vetus  Anglo- Saxonicum :  the  Liturgy  of  the  Anglo- 
Saxon  Church.  By  the  same  Editor.  In  Preparation. 

Noelli  (A.)  Catechismus  sive  prima  institutio  disciplinaque 
Pietatis  Christianae  Latine  explicata.  Editio  nova  cura  Guil.  Jacobson, 
A.M.  1844.  Svo.  cloth,  55.  6</. 

Prideaux's  Connection  of  Sacred  and  Profane  History.  2  vols. 
1851.  8vo.  cloth,  los. 

Primers  put  forth  in  the  Reign  of  Henry  VIII.  1848.  Svo. 
cloth,  55. 

Records  of  the  Reformation.  The  Divorce,  1527—1533. 
Mostly  now  for  the  first  time  printed  from  MSS.  in  the  British  Museum 
and  other  Libraries.  Collected  and  arranged  by  N.  Pocock,  M.A. 
1870.  a  vols.  Svo.  cloth,  il.  i6s. 
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Keformatio  Legum  Ecclesiasticarum.  The  Reformation  of 
Ecclesiastical  Laws,  as  attempted  in  the  reigns  of  Henry  VIII,  Edward 
VI,  and  Elizabeth.  Edited  by  E.  Cardwell,  D.D.  1850.  8vo.  cloth, 
6s.  6d. 

Shirley's  (W.  W.)  Some  Account  of  the  Church  in  the  Apostolic 
Age.  Second  Edition,  1874.  fcap.  8vo.  cloth,  35.  6d. 

Shuckford's  Sacred  and  Profane  History  connected  (in  con 
tinuation  of  Prideaux).  2  vols.  1848.  8vo.  cloth,  los. 

Stillingfleet's  Origines  Britannicae,  with  Lloyd's  Historical 
Account  of  Church  Government.  Edited  by  T.  P.  Pantin,  M.A.  2  vols. 
1842.  8vo.  cloth,  los. 

Stubbs  (W.).  Registrum  Sacrum  Anglicanum.  An  attempt 
to  exhibit  the  course  of  Episcopal  Succession  in  England.  1858.  small 
4to.  cloth,  8s.  6d. 

Strype's  Works  Complete,  with  a  General  Index.     27  vols. 
1821-1843.  8vo.  cloth,  JL  135.  6d.     Sold  separately  as  follows  :— 
Memorials  of  Granmer.     2  vols.  1840.  8vo.  cloth,  iu. 
Life  of  Parker.     3  vols.  1828.  8vo.  cloth,  i6s.  6d. 
Life  of  Grindal.     1821.  8vo.  cloth,  $s.  6d. 
Life  of  Whitgift.     3  vols.  1822.  8vo.  cloth,  i6s.  6d. 
Life  of  Aylmer.     1820.  8vo.  cloth,  $s.  6d. 
Life  of  Cheke.     1821.  8vo.  cloth,  5s.  6d. 
Life  of  Smith.     1820.  8vo.  cloth,  $s.  6d. 
Ecclesiastical  Memorials.    6  vols.  1822.  8vo.  cloth,  il.  i$s. 
Annals  of  the  Reformation.  7  vols.   8vo.  cloth,  2!.  3^.  6d. 
General  Index.     2  vols.  1828.  8vo.  cloth,  iu. 

Sylloge  Confessionum  sub  tempus  Reformandae  Ecclesiae  edi- 
tarum.  Subjiciuntur  Catechismus  Heidelbergensis  et  Canones  Synodi 
Dordrechtanae.  1827.  8vo.  cloth,  8s. 

ENGLISH  THEOLOGY. 

Beveridge's  Discourse  upon  the  XXXIX  Articles.  The  third 
complete  Edition,  1847.  8vo.  cloth,  8s. 

Bilson  on  the  Perpetual  Government  of  Christ's  Church,  with  a 
Biographical  Notice  by  R.Eden,  M.A.  1842.  8vo.  cloth,  45. 

Biscoe's  Boyle  Lectures  on  the  Acts  of  the  Apostles.  1840.  8vo. 
doth,  95. 6d. 

Bull's  Works,  with  Nelson's  Life.  Edited  by  E.  Burton,  D.D. 
A  new  Edition,  1846.  8  vols.  8vo.  cloth,  2/.  95. 

Burnet's  Exposition  of  the  XXX IX  Articles.  1845.  Svo.c/otfo,?*. 

Burton's  (Edward)  Testimonies  of  the  Ante-Nicene  Fathers  to 
the  Divinity  of  Christ.    Second  Edition,  1829.  8vo.  clotb,  7s. 
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Burton's  (Edward)  Testimonies  of  the  Ante-Nicene  Fathers  to 
the  Doctrine  of  the  Trinity  and  of  the  Divinity  of  the  Holy  Ghost. 
1831.  8vo.  cloth,  35.  6d. 

Butler's  "Works,  with  an  Index  to  the  Analogy.  2  vols.  1874. 
8vo.  cloth,  us. 

Butler's  Sermons.    8vo.  cloth,  $s.  6d. 

Butler's  Analogy  of  Religion.     8vo.  cloth,  $s.  6d. 

Chandler's  Critical  History  of  the  Life  of  David.    1853.  8vo. 

cloth,  8s.  6d. 

Chillingworth's  Works.     3  vols.  1838.  8vo.  cloth,  il.  is.6d. 
Clergyman's  Instructor.    Sixth  Edition,  1855.  8vo.  cloth,  6s.  6d. 

Comber's  Companion  to  the  Temple ;  or  a  Help  to  Devotion  in 
the  use  of  the  Common  Prayer.  7  vols.  1841.  8vo.  cloth,  iL  us.  6d. 

Cranmer's  Works.  Collected  and  arranged  by  H.  Jenkyns, 
M.A.,  Fellow  of  Oriel  College.  4  vols.  1834.  8vo.  cloth,  il.  los. 

Enchiridion  Theologicum  Anti-Romanum. 

Vol.  I.     Jeremy  Taylor's  Dissuasive  from  Popery,  and  Treatise  on 

the  Real  Presence.     1852.  8vo.  cloth,  8s. 
Vol.  IT.     Barrow  on  the  Supremacy  of  the  Pope,  with  his  Discourse 

on  the  Unity  of  the  Church.     1852.  8vo.  cloth,  fs.6d. 
Vol.  III.  Tracts  selected  from  Wake,  Patrick,  Stillingfleet,  Clagett, 

and  others.     1837.  Svo.  cloth,  us. 

[Fell's]  Paraphrase  and  Annotations  on  the  Epistles  of  St.  Paul. 
1852.  8vo.  cloth,  75. 

Qreswell's  Harmonia  Evangelica.  Fifth  Edition,  1856.  Svo. 
cloth,  95.  6d. 

Greswell's  Prolegomena  ad  Harmoniam  Evangelicam.  1840. 
8vo.  cloth,  95.  6d. 

Greswell's  Dissertations  on  the  Principles  and  Arrangement 

of  a  Harmony  of  the  Gospels.     5  vols.   1837.  Svo.  cloth,  3/.  35. 

Hall's  (Bp.)  Works.  A  new  Edition,  by  Philip  Wynter,  D.D. 
10  vols.  1863.  Svo.  cloth,  3/.  3s. 

Hammond's  Paraphrase  and  Annotations  on  the  New  Testa 
ment.  4  vols.  1845.  Svo.  cloth,  i/. 

Hammond's  Paraphrase  on  the  Book  of  Psalms.  2  vols.  1850. 
8vo.  cloth,  ios.  » 

Heurtley's  Collection  of  Creeds.     1858.  Svo.  cloth,  6s.  6d. 

Homilies  appointed  to  be  read  in  Churches.  Edited  by  J. 
Griffiths,  M.A.  1859.  Svo.  cloth,  75. 6d. 
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Hooker's  Works,  with  his  Life  by  Walton,  arranged  by  John 
Keble,  M.A.  Sixth  Edition,  1874.  3  vols-  8vo-  ^0/*>  *'•  "s.&f. 

Hooker's  Works;  the  text  as  arranged  by  John  Keble,  M.A. 

2  vols.  1875.  8vo.  cloth,  us. 

Hooper's  (Bp.  George)  Works.     2  vols.  1855.  8vo.  cloth,  8j. 

Jackson's  (Dr.  Thomas)  Works.  12  vols.  1844.  8vo.  cloth, 
3/.  6s. 

Jewel's  Works.  Edited  by  R.  W.  Jelf,  D.D.  8  vols.  1847. 
8vo.  cloth,  iZ.  IDS. 

Patrick's  Theological  Works.    9  vols.  1859.  Svo.cfotb,  il.is. 

Pearson's  Exposition  of  the  Creed.  Revised  and  corrected  by 
E.  Burton,  D.D.  Sixth  Edition,  1877.  8vo.  cloth,  los.  6d. 

Pearson's  Minor  Theological  Works.  Now  first  collected,  with 
a  Memoir  of  the  Author,  Notes,  and  Index,  by  Edward  Churton,  M.A. 
2  vols.  1844.  8vo.  cloth,  I  os. 

Sanderson's  Works.  Edited  by  W.  Jacobson,  D.D.  6  vols. 
1854.  8vo.  cloth,  il.  i os. 

Stanhope's  Paraphrase  and  Comment  upon  the  Epistles  and 
Gospels.  A  new  Edition.  2  vols.  1851.  8vo.  cloth,  los. 

Stillingfleet's  Origines  Sacrae.     2  vols.  1837.  8vo.  cloth,  gs. 

Stillingfleet's  Rational  Account  of  the  Grounds  of  Protestant 
Religion;  being  a  vindication  of  Abp.  Laud's  Relation  of  a  Conference, 
&c.  2  vols.  1844.  8vo.  cloth,  i  os. 

Wall's  History  of  Infant  Baptism,  with  Gale's  Reflections,  and 
Wall's  Defence.  A  new  Edition,  by  Henry  Cotton,  D.C.L.  2  vols. 
1862.  8vo.  cloth,  i/.  is. 

Waterland's  Works,  with  Life,  by  Bp.  Van  Mildert.  A  new 
Edition,  with  copious  Indexes.  6  vols.  1857.  8vo.  cloth,  2l.  I  is. 

Waterland's  Review  of  the  Doctrine  of  the  Eucharist,  with  a 
Preface  by  the  present  Bishop  of  London.  1880.  crown  8vo.  cloth, 
6s.  6d. 

Wheatly's  Illustration  of  the  Book  of  Common  Prayer.     A 

new  Edition,  1846.  8vo.  cloth,  55. 

Wyelif.  A  Catalogue  of  the  Original  Works  of  John  Wyclif,  by 
W.  W.  Shirley,  D.D.  1865.  8vo.  cloth,  35.  6d. 

Wyclif.  Select  English  Works.  By  T.  Arnold,  M.A.  3  vols. 
1871.  8vo.  cloth,  2l.  2s. 

Wyclif.  Trialogus.  With  the  Supplement  now  frst  edited.  By 
Gotthard  Lechlei.  1869.  8vo.  cloth,  145, 
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ENGLISH  HISTORICAL  AND  DOCUMENTARY 
WORKS. 

British  Barrows,  a  Record  of  the  Examination  of  Sepulchral 

Mounds  in  various  parts  of  England.  By  William  Greenwell,  M.A., 
F.S.A.  Together  with  Description  of  Figures  of  Skulls,  General 
Remarks  on  Prehistoric  Crania,  and  an  Appendix  by  George  Rolleston, 
M.D.,  F.R.S.  1877.  Medium  8vo.  cloth,  255. 

Two  of  the  Saxon  Chronicles  parallel,  with  Supplementary 
Extracts  from  the  Others.  Edited,  with  Introduction,  Notes,  and  a 
Glossarial  Index,  by  J.  Earle,  M.A.  1865.  Svo.  cloth,  1 6s. 

Magna  Carta,  a  careful  Reprint.  Edited  by  W.  Stubbs,  M.A., 
Regius  Professor  of  Modern  History.  1879.  4to-  stitched,  is. 

Britton,  a  Treatise  upon  the  Common  Law  of  England,  com 
posed  by  order  of  King  Edward  I.  The  French  Text  carefully  revised, 
with  an  English  Translation,  Introduction,  and  Notes,  by  F.  M.  Nichols, 
M.A.  .2  vols.  1865.  royal  Svo.  cloth,  I/.  i6s. 

Burnet's  History  of  His  Own  Time,  with  the  suppressed  Pas 
sages  and  Notes.  6  vols.  1833.  Svo.  cloth,  2l.  los. 

Burnet's  History  of  James  II,  with  additional  Notes.  1852. 
Svo.  cloth,  95.  6d. 

Carte's  Life  of  James  Duke  of  Ormond.  A  new  Edition,  care 
fully  compared  with  the  original  MSS.  6  vols.  1851.  Svo.  cloth,  il.  5s. 

Clarendon's  (Edw.  Earl  of)  History  of  the  Rebellion  and  Civil 
Wars  in  England.  To  which  are  subjoined  the  Notes  of  Bishop  War- 
burton.  7  vols.  1849.  medium  Svo.  cloth,  2l.  los. 

Clarendon's  (Edw.  Earl  of)  History  of  the  Rebellion  and  Civil 
Wars  in  England.  7  vols.  1839.  iSmo.  cloth,  il.  is. 

Clarendon's  (Edw.  Earl  of)  History  of  the  Rebellion  and  Civil 

Wars  in  England.  Also  His  Life,  written  by  Himself,  in  which  is  in 
cluded  a  Continuation  of  his  History  of  the  Grand  Rebellion.  With 
copious  Indexes.  In  one  volume,  royal  Svo.  1842.  cloth,  il.  is. 

Clarendon's  (Edw.  Earl  of)  Life,  including  a  Continuation  of 
his  History.  2  vols.  1857.  medium  Svo.  cloth,  il.  2s. 

Clarendon's  (Edw.  Earl  of)  Life,  and  Continuation  of  his  His 
tory.  3  vols.  1827.  Svo.  cloth,  i6s.6d. 

Calendar  of  the  Clarendon  State  Papers,  preserved  in  the 
Bodleian  Library.  In  three  volumes.  1869-76. 

Vol.1.  From  1523  to  January  1649.   Svo.  cloth,  iSs. 
Vol.  II.  From  1649  to  1654.      Svo.  cloth,  i6s. 
Vol.  III.    From  1655  to  1657.     Svo.  c/o/A,  145. 
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Calendar  of  Charters  and  Rolls  preserved  in  the  Bodleian 
Library.     1878.     8vo.  cloth,  il.  us.  6d. 

Freeman's  (E.  A.)  History  of  the  Norman  Conquest  of  England; 
its  Causes  and  Results.     In  Six  Volumes.     8vo.  cloth,  $1.  95.  6d. 
Vols.  I-II  together,  3rd  edition,  1877.  I/.  i6s. 
Vol.  Ill,  2nd  edition,  1874.   il.  is. 
Vol.  IV,  2nd  edition,  1875.   i/.  is. 
Vol.  V,  1876.  i/.  is. 

Vol.  VI.     Index.     1879.    8vo.  cloth,  IDS.  6d. 

Freeman  (E.  A.).  The  Reign  of  William  Rufus  and  the  Acces 
sion  of  Henry  the  First.  2  vols.  8vo.  Nearly  ready. 
Gascoigne's  Theological  Dictionary  ("Liber  Veritatum ") : 
Selected  Passages,  illustrating  the  condition  of  Church  and  State,  1403- 
1458.  With  an  Introduction  by  James  E.  Thorold  Rogers,  M.P. 
Small  4to.  cloth,  los.  6d, 

Lloyd's  Prices  of  Corn  in  Oxford,  1583-1830.  8vo.  sewed,  is. 
Luttrell's  (Narcissus)  Diary.     A  Brief  Historical  Relation  of 

State  Affairs,  1678-1714.     6  vols.   1857.  8vo-  cloth,  il.  4$. 
May's  History  of  the  Long  Parliament.  1854.  8vo.  cloth,  6s.  6d. 
Bogers's  History  of  Agriculture  and  Prices  in  England,  A.D. 

1259-1793.     Vols.  I  and  II  (1259-1400).    8vo.  cloth,  2l.  2s. 
Vols.  Ill  and  IV  in  the  Press. 

Sprigg's  England's  Recovery ;  being  the  History  of  the  Army 
under  Sir  Thomas  Fairfax.  1854.  8vo.  cloth,  6s. 

Whitelock's  Memorials  of  English  Affairs  from  1625  to  1660. 
4  vols.  1853.  8vo.  cloth,  il.  los. 

Protests  of  the  Lords,  including  those  which  have  been 
expunged,  from  1624  to  1874;  with  Historical  Introductions.  Edited 
by  James  E.  Thorold  Rogers,  M.A.  1875.  3  vols.  8vo.  cloth,  2/.  is. 

Enactments  in  Parliament,  specially  concerning  the  Universi 
ties  of  Oxford  and  Cambridge.  Collected  and  arranged  by  J.  Griffiths, 
M.A.  1869.  8vo.  cloth,  I2s. 

Ordinances  and  Statutes  [for  Colleges  and  Halls]  framed  or 
approved  by  the  Oxford  University  Commissioners.  1863.  8vo.  cloth, 
I2s. — Sold  separately  (except  for  Exeter,  All  Souls,  Brasenose,  and 
Corpus),  at  is.  each. 

Statuta  Universitatis  Oxoniensis.    1881.  8vo.  cloth,  $s. 

The  Student's  Handbook  to  the  University  and  Colleges 

of  Oxford.     Sixth  Edition.     1881.     Extra  fcap.  8vo.  cloth,  2s.  6d. 
Index  to  Wills  proved  in  the  Court  of  the  Chancellor  of  the 
University  of  Oxford,   &c.     Compiled  by  J.  Griffiths,  M.A.     1862. 
royal  8vo.  cloth,  35.  6d. 

Catalogue  of  Oxford  Graduates  from  1659  to  1850.  1851. 
8vo.  cloth,  75.  6d. 
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CHRONOLOGY,  GEOGRAPHY,  &c. 

Clinton's  Fasti  Hellenici.  The  Civil  and  Literary  Chronology 
of  Greece,  from  the  LVIth  to  the  CXXIIIrd  Olympiad.  Third  edition, 
1841.  410.  cloth,  I/.  145.  6d. 

Clinton's  Fasti  Hellenici.  The  Civil  and  Literary  Chronology 
of  Greece,  from  the  CXXIVth  Olympiad  to  the  Death  of  Augustus. 
Second  edition,  1851.  4to.  cloth,  I/.  I2s. 

Clinton's  Epitome  of  the  Fasti  Hellenici.  1851.  8vo.  cloth, 
6s.  6d. 

Clinton's  Fasti  Romani.  The  Civil  and  Literary  Chronology 
of  Rome  and  Constantinople,  from  the  Death  of  Augustus  to  the  Death 
of  Heraclius.  2  vols.  1845,  1850.  4to.  cloth,  3/.  95. 

Clinton's  Epitome  of  the  Fasti  Romani.    1854.  8vo.  cloth,  7s. 

Cramer's  Geographical  and  Historical  Description  of  Asia 
Minor.  2  vols.  1832.  8vo.  cloth,  us. 

Cramer's  Map  of  Asia  Minor,  15*. 

Cramer's  Map  of  Ancient  and  Modern  Italy,  on  two  sheets,  15^. 

Cramer's  Description  of  Ancient  Greece.  3  vols.  1828.  8vo. 
cloth,  1 6s.  6d. 

Cramer's  Map  of  Ancient  and  Modern  Greece,  on  two  sheets,  1 5^. 
Greswell's  Fasti  Temporis  Catholici.    1852.  4  vols.  8vo.  cloth, 

2l.  IOS. 

Greswell's  Tables  to  Fasti,  4to.,  and  Introduction  to  Tables, 
8vo.  1852.  cloth,  155. 

Greswell's  Origines  Kalendarise  Italicae.  1854.  4  vols.  Svo.  cloth, 
2/.  as. 

Greswell's  Origines  Kalendariae  Hellenicee.  6  vols.  1862. 
8vo.  cloth,  4/.  45. 


MATHEMATICS,  PHYSICAL  SCIENCE,  &c. 

Archimedis  quae  supersunt  omnia  cum  Eutocii  commentariis 
ex  recensione  Josephi  Torelli,  cum  nova  versione  Latina.  I792-  fol. 
cloth,  il.  55. 

Bradley's  Miscellaneous  Works  and  Correspondence.    With  an 
Account  of  Harriot's  Astronomical  Papers.     1832.  410.  cloth,  17*. 
Reduction  of  Bradley's  Observations  by  Dr.  Busch.  1838. 410.  cloth,  35. 
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Astronomical  Observations  made  at  the  University  Obser 
vatory,  Oxford,  under  the  direction  of  C.  Pritchard,  M.A.,  Savilian  Pro 
fessor  of  Astronomy.  No.  i.  1878.  Royal  8vo.  paper  covers,  35.  6d. 

Treatise  on  Infinitesimal  Calculus.  By  Bartholomew  Price 
M.A.,  F.R.S.,  Professor  of  Natural  Philosophy,  Oxford. 

Vol.  I.  Differential  Calculus.     Second  Edition,.  8vo.  cloth,  145.  6d. 

Vol.  II.  Integral  Calculus,  Calculus  of  Variations,  and  Differential 
Equations.  Second  Edition,  1865.  8vo.  cloth,  i8s. 

Vol.  III.  Statics,  including  Attractions;  Dynamics  of  a  Material 
Particle.  Second  Edition,  1868.  8vo.  cloth,  i6s. 

Vol.  IV.  Dynamics  of  Material  Systems;  together  with  a  Chapter  on 
Theoretical  Dynamics,  by  W.  F.  Donkin,  M.A.,  F.R.S.  1862. 
8vo.  cloth,  i6s. 

Rigaud's  Correspondence  of  Scientific  Men  of  the  i7th  Century 
with  Table  of  Contents  by  A.  de  Morgan,  and  Index  by  the  Rev.  J. 
Rigaud,  M. A.,  Fellow  of  Magdalen  College. Oxford.  2  vols.  1841-1862* 
8vo.  cloth,  1 8s.  6d. 

Daubeny's  Introduction  to  the  Atomic  Theory.  1850.  i6mo. 
cloth,  6s. 

Vesuvius.  By  John  Phillips,  M.A.,  F.R.S.,  Professor  of 
Geology,  Oxford.  1869.  Crown  8vo.  cloth,  ios.6d. 

Geology  of  Oxford  and  the  Valley  of  the  Thames.  By  the  same 
Author.  1871.  8vo.  cloth,  2  is. 

Synopsis  of  the  Pathological  Series  in  the  Oxford  Museum 
By  H.  W.  Acland,  M.D.,  F.R.S.,  1867.  8vo.  cloth,  2s.  6d. 

Thesaurus  Entomologieus  Hopeianus,  or  a  Description  of 

the  rarest  Insects  in  the  Collection  given  to  the  University  by  the 
Rev.  William  Hope.  By  J.  O.  Westwood,  M.A.,  F.L.S.  With  40 
Plates.  1874.  Small  folio,  half  morocco,  Jl.  los. 

Text-Book  of  Botany,  Morphological  and  Physiological.  By 
Dr.  Julius  Sachs,  Professor  of  Botany  in  the  University  of  Wiirzburg. 
Translated  by  S.  H.  Vines,  M.A.  Royal  8vo.  Second  Edition,  in  the 
Press. 

Johannes  Miiller  on  Certain  Variations  in  the  Vocal  Organs 

of  the  Passeres  that  have  hitherto  escaped  notice.  Translated  by 
F.  J.  Bell,  B.A.,  and  edited  with  an  Appendix,  by  A.  H.  Garrod,  M.A., 
F.R.S.  With  Plates.  1878.  410.  paper  covers,  75.  6d. 
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BIBLIOGRAPHY. 

Ebert's  Bibliographical  Dictionary,  translated  from  the  German. 

4  vols.  1837.  8vo.  cloth,  il.  los. 
Cotton's  List  of  Editions  of  the  Bible  in  English.  Second  Edition, 

corrected  and  enlarged.     1852.  8vo.  cloth,  8s.  6d. 
Cotton's  Typographical  Gazetteer.     1831.  8vo.  cloth,  i2s.6d. 
Cotton's  Typographical  Gazetteer,  Second  Series.    1866.  8vo. 

cloth,  1 2s.  6<f. 
Cotton's  Rhemes  and  Doway.    An  attempt  to  shew  what  has 

been  done  by  Roman  Catholics  for  the  diffusion  of  the  Holy  Scriptures 

in  English.     1855.  8vo.  cloth,  gs. 

MISCELLANEOUS. 

Anecdota  Oxoniensia.  Aryan  Series.  Vol.  I.  Part  I.  Bud 
dhist  Texts  from  Japan.  Edited  by  F.  Max  Muller.  Small  410.  paper 
covers,  35.  6d. 

Bacon's  Novum  Organum.  Edited,  with  English  notes,  by 
G.  W.  Kitchin,  M.A.  1855.  Svo.  cloth,  gs.  6d. 

Bacon's  Novum  Organum.  Translated  by  G.  W.  Kitchin, 
M.A.  1855.  Svo.  cloth,  gs.  6d.  (See  also  p.  35.) 

The  Works  of  George  Berkeley,  D.D.,  formerly  Bishop  of 

Cloyne ;  including  many  of  his  writings  hitherto  unpublished.     With 

Prefaces,  Annotations,  and  an  Account  of  his  Life  and  Philosophy,  by 

Alexander  Campbell  Fraser,  M.A.     4  vols.  1871.   Svo.  cloth,  2l.iSs. 

The  Life,  Letters,  &c.     i  vol.  cloth,  i6s.     See  also  p.  35. 

The  Logic  of  Hegel;  translated  from  the  Encyclopaedia  of 
the  Philosophical  Sciences.  With  Prolegomena  by  William  Wallace, 
M.A.  1874.  Svo.  cloth,  145. 

Smith's  Wealth  of  Nations.  A  new  Edition,  with  Notes, 
by  J.  E.  Thorold  Rogers,  M.A.  2  vols.  1880.  cloth,  2is. 

A  Course  of  Lectures  on  Art,  delivered  before  the  University 
of  Oxford  in  Hilary  Term,  1870,  by  John  Ruskin,  M.A.,  Slade 
Professor  of  Fine  Art.  Svo.  cloth,  6s. 

Aspects  of  Poetry;  being  Lectures  delivered  at  Oxford  by 
John  Campbell  Shairp,  LL.D.,  Professor  of  Poetry,  Oxford.  Crown 
Svo.  cloth,  IDs.  6d.  Just  Published. 

A  Critical  Account  of  the  Drawings  by  Michel  Angelo 

and  Raffaello  in  the  University  Galleries,  Oxford.  By  J.  C.  Robinson, 
F.S.A.  1870.  Crown  8vo.  cloth,  45. 

Sturlunga  Saga,  including  the  Islendinga  Saga  of  Lawman 
Sturla  Thordsson  and  other  works.  Edited  with  Prolegomena,  Ap 
pendices,  Tables,  Indices,  and  Maps,  by  Dr.  Gudbrand  Vigfusson.  In 
2  vols.  1878.  8vo.  cloth,  2l.  2s. 

Casauboni  Ephemerides,  cum  praefatione  et  notis  J.  Russell, 
S.T.P.  Tomi  II.  1850.  8vo.  cloth,  I$s. 

The  Orinulum  ;  with  the  Notes  and  Glossary  of  Dr.  R.  M.  Whtie. 
Edited  by  Rev.  R.  Holt,  M.A.  1878.  2  vols.  Extra  fcap.  Svo.  cloth,  2is. 
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The   Sacred   Books  of  the   East.      Translated  by  various 
Oriental  Scholars,  and  edited  by  F.  Max  Miiller. 

Vol.  I.  The  TTpanishads.    Translated  by  F.  Max   Miiller. 

Part  I.  The  ^T/tandogya-upanishad,  The  Talavakara-upanishad,  The 
Aitareya-ara;zyaka,  The  Kaushitaki-brahmawa-upanishad,  and  The 
Vag-asaneyi-sawzhita-upanishad.  8vo.  cloth,  los.  6d. 

Vol.  II.  Th.e  Sacred  Laws  of  the  Aryas,  as  taught  in  the 

Schools  of  Apastamba,  Gautama,  Vasish/Aa,  and  Baudhayana.  Trans 
lated  by  Georg  Biihler.  Part  I,  Apastamba  and  Gautama.  8vo. 
cloth,  I  os.  6d. 

Vol.  III.  The  Sacred  Books  of  China.  The  Texts  of  Con 
fucianism.  Translated  by  James  Legge.  Part  I.  The  Shu  King,  The 
Religious  portions  of  the  Shih  King,  and  The  Hsiao  King.  8vo.  cloth, 
1 2s.  6d. 

Vol.  IV.  The  Vendidad.  Translated  by  James  Darmesteter. 
8vo.  cloth,  i  os.  6d. 

Vol.  V.  The  Bundahir,   Bahinan  Yart,  and  Shayast-la- 

Shayast.    Translated  by  E.  W.  West.    8vo.  cloth,  1 2s.  6d. 

Vols.  VI  and  IX.  The  Qur'an.  Parts  I  and  II.  Trans 
lated  by  Professor  E.  H.  Palmer.  8vo.  cloth,  2  is. 

Vol.  VII.  The  Institutes  of  Vishnu.  Translated  by  Pro 
fessor  Julius  Jolly.  8vo.  cloth,  los.  6d. 

Vol.  X.  The  Dhammapada,  translated  by  Professor  F.  Max 

Miiller  ;  and  The  Sutta  Nipata,  translated  by  Professor  Fausboll ; 
being  Canonical  Books  of  the  Buddhists.  8vo.  cloth,  los.  6d. 

Vol.  XI.  The  Mahaparinibbana  Sutta,  The  Tevi^a 
Sutta,  The  Mahasudassana  Sutta,  The  Dhamma-.Efakkappa- 
vattana  Sutta.  Translated  by  T.  W.  Rhys  Davids.  8vo.  cloth,  los.  6d. 


The  following  Volumes  are  also  in  the  Press,  viz : — 

Vol.  VIII.  TheBhagavadgita,  Sanatsu^atiya, and Anugita. 

Translated  by  Kashinath  Trimbak  Telang. 

Vol.  XII.  The  Satapatha-Brahmafla,  by  Professor  Eggeling. 

Vol.  XIII.  The  Patimokkha,  by  T.  W.  Rhys  Davids.    The 
Mahavagga,  by  Dr.  H.  Oldenberg. 

Vol.  XIV.  The  Sacred  Iiaws  of  the  Aryas,  as  taught  in  the 
Schools  of  Vasish^a  and  Baudhayana,  by  Professor  Georg  Biihler. 
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The  Delegates  of  the  Clarendon  Press  having  undertaken 
the  publication  of  a  series  of  works,  chiefly  educational,  and 
entitled  the  Clarendon  ^nss  £m*s,have  published,  or  have 
in  preparation,  the  following. 

Those  to  which  prices  are  attached  are  already  published;  the  others  are  in 
preparation. 

I.    ENGLISH. 

A  First  Reading  Book.    By  Marie  Eichens  of  Berlin;   and 

edited  by  Anne  J.  Clough.     Extra  fcap.  8vo.  stiff  covers,  ^d. 

Oxford  Reading  Book,  Part  I.     For  Little  Children.    Extra 

fcap.  8vo.  stiff" covers,  6d. 

Oxford  Reading  Book,  Part  II.  For  Junior  Classes.  Extra 
fcap.  8vo.  stiffs  covers,  6d. 

An  Elementary  English  Grammar  and  Exercise  Book. 

By  O.  W.  Tancock,  M.A.,  Head  Master  of  Norwich  School.    Second 
Edition.     Extra  fcap.  8vo.  cloth,  is.6d. 

An  English  Grammar  and  Reading  Book,  for  Lower  Forms 
in  Classical  Schools.  By  O.  W.  Tancock,  M.A.,  Head  Master  of 
Norwich  School.  Third  Edition.  Extra  fcap.  8vo.  cloth,  35.  6d. 

Typical  Selections  from  the  best  English  Writers,  with  Intro 
ductory  Notices.  Second  Edition.  In  Two  Volumes.  Extra  fcap.  8vo. 
cloth,  35.  60?.  each. 

Vol.  I.  Latimer  to  Berkeley.          Vol.  II.  Pope  to  Macaulay. 

The  Philology  of  the  English  Tongue.  By  J.  Earle,  M.A. 
formerly  Fellow  of  Oriel  College,  and  Professor  of  Anglo-Saxon,  Oxford. 
Third  Edition.  Extra  fcap.  8vo.  cloth,  75.  6d. 

A  Book  for  the  Beginner  in  Anglo-Saxon.     By  John  Earle, 

M.A.,  Professor  of  Anglo-Saxon,  Oxford.    Second  Edition.     Extra  fcap. 
8vo.  cloth,  2s.  6d. 

An  Anglo-Saxon  Reader.  In  Prose  and  Verse.  With 
Grammatical  Introduction,  Notes,  and  Glossary.  By  Henry  Sweet, 
M.A.  Third  Edition.  Extra  fcap.  8vo.  cloth,  8s,  6d. 
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Specimens  of  Early  English.    A  New  and  Revised  Edition. 
With  Introduction,  Notes,  and  Glossarial  Index.    By  R.  Morris,  LL.D., 
and  W.  W.  Skeat,  M.A. 
Part  I.     In  the  Press. 

Part  II.  From  Robert  of  Gloucester  to  Gower  (A.D.  1298  to  A.D.  1393). 
Second  Edition.     Extra  fcap.  8vo.  cloth,  Js.  6d. 

Specimens  of  English  Literature,  from  the  *  Ploughmans 
Crede'  to  the  'Shepheardes  Calender'  (A.D.  1394  to  A.D.  1579).  With 
Introduction,  Notes,  and  Glossarial  Index.  By  W.  W.  Skeat,  M.A. 
Extra  fcap.  8vo.  cloth,  75.  60?. 

The  Vision  of  William  concerning  Piers  the  Plowman, 

by  William  Langland.    Edited,  with  Notes,  by  W.  W.  Skeat,  M.A. 
Third  Edition,     Extra  fcap.  8vo.  clotb,  45.  6d. 

Chaucer.  The  Prioresses  Tale;  Sir  Thopas;  The  Monkes 
Tale ;  The  Clerkes  Tale ;  The  Squieres  Tale,  &c.  Edited  by 
W.  W.  Skeat,  M.A.  Second  Edition.  Extra  fcap.  8vo.  clotb,  45.  6d. 

Chaucer.    The  Tale  of  the  Man  of  Lawe ;   The  Pardoneres 

Tale;    The   Second   Nonnes  Tale;    The   Chanouns  Yemannes    Tale. 
By  the  same  Editor.     Extra  fcap.  8vo.  cloth,  45.  6d.     (See  also  p.  22.) 

Old  English  Drama.  Marlowe's  Tragical  History  of  Dr. 
Faustus,  and  Greene's  Honourable  History  of  Friar  Bacon  and  Friar 
Bungay.  Edited  by  A.  W.  Ward,  M.A.,  Professor  of  History  and 
English  Literature  in  Owens  College.  Manchester.  1878.  Extra  fcap. 
8vo.  cloth,  55.  6d. 

Marlowe.     Edward  II.     With  Introduction,  Notes,  &c.     By 

O.  W.  Tancock,  M.A.,  Head  Master  of  Norwich  School.     Extra  fcap. 
8vo.  cloth,  35. 

Shakespeare.     Hamlet.    Edited  by  W.  G.  Clark,  M.A.,  and 

W.  Aldis  Wright,  M.A.     Extra  fcap.  8vo.  stiff  covers,  2s. 

Shakespeare.    Select  Plays.    Edited  by  W.  Aldis  Wright,  M.A. 

Extra  fcap.  8vo.  stiff  covers. 

The  Tempest,  is.  6d.  King  Lear,  is.  6d. 

As  You  Like  It,  is.  6d.  A  Midsummer  Night's  Dream,  is.  6d. 

Julius  Caesar,  2s.  Coriolanus,  as.  6d. 

Richard  the  Third,  as.  6d.  Henry  the  Fifth.     In  the  Press. 
(For  other  Plays,  see  p.  23.) 

Milton.  Areopagitica.  With  Introduction  and  Notes.  By 
J.  W.  Hales,  M.A.,  late  Fellow  of  Christ's  College,  Cambridge.  Second 
Edition.  Extra  fcap.  8vo.  cloth,  35. 


22  Clarendon  Press,  Oxford. 

Bunyan.  Holy  War.  Edited  by  E.  Venables,  M.A.  In  the  Press. 
(See  also  p.  23.) 

Locke's  Conduct  of  the  Understanding.  Edited,  with  Intro 
duction,  Notes,  etc.,  by  T.  Fowler,  M.A.,  Professor  of  Logic  in  the 
University  of  Oxford.  Extra  fcap.  8vo.  cloth,  2s. 

Addison.  Selections  from  Papers  in  the  Spectator.  With 
Notes.  By  T.  Arnold,  M.A.,  University  College.  Second  Edition. 
Extra  fcap.  8vo.  clotb,  45.  6d. 

Burke.  Four  Letters  on  the  Proposals  for  Peace  with  the  Regi 
cide  Directory  of  France.  Edited,  with  Introduction  and  Notes,  by 
E.  J.  Payne,  M.A.  Extra  fcap.  8vo.  cloth,  55.  (See  also  p.  23.) 

A  ho  the  following  in  paper  covers  : — 
Goldsmith.    The  Deserted  Village,     id. 
Gray.     Elegy,  and  Ode  on  Eton  College,     id. 

Johnson.  Vanity  of  Human  Wishes.  With  Notes  by  E.  T. 
Payne,  M.A.  4^. 

Keats.  Hyperion,  Book  I.  With  Notes  by  W.T.  Arnold,  B.A.  ^d. 
Milton.    With  Notes  by  R.  G.  Browne,  M.A. 

Lycidas,  $d.         L'Allegro,  3** .       '  II  Penseroso,  4<f.         Comus,  6d. 

Samson  Agonistes,  6d. 
Parnell.     The  Hermit,   zd. 

A  SERIES  OF  ENGLISH  CLASSICS, 

Designed  to  meet  the  wants  of  Students  in  English  Literature, 
by  the  late  Rev.  J.  S.  BREWER,  M.A.,  of  Queen's  College,  Oxford, 
and  Professor  of  English  Literature  at  King's  College,  London. 

1.  Chaucer.   The   Prologue  to  the  Canterbury  Tales;    The 

Knightes  Tale ;  The  Nonne  Prestes  Tale.  Edited  by  R.  Morris, 
Editor  of  Specimens  of  Early  English,  &c.,  &c.  Sixth  Edition.  Extra 
fcap.  8vo.  clotb,  2s.  6d.  (See  also  p.  21.) 

2.  Spenser's  Faery  Queene.  Books  I  and  1 1.  Designed  chiefly 

for  the  use  of  Schools.  With  Introduction,  Notes,  and  Glossary.  Bv 
G.  W.  Kitchin,  M.A. 

Book  I.    Eighth  Edition.     Extra  fcap.  8vo.  clotb,  2s.6d. 
Book  II.     Third  Edition.     Extra  fcap.  8vo.  clotb,  2s.  6d. 

3.  Hooker.    Ecclesiastical  Polity,  Book  I.     Edited  by  R.  W. 

Church,  M.A.,  Dean  of  St.  Paul's  ;  formerly  Fellow  of  Oriel  College, 
Oxford.  Second  Edition.  Extra  fcap.  8vo.  clotb,  2s. 
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4.  Shakespeare.    Select  Plays.     Edited  by  W.  G.  Clark,  M.A., 

Fellow  of  Trinity  College,  Cambridge  ;    and  W.  Aldis  Wright,  M.A., 
Trinity  College,  Cambridge.     Extra  fcap.  8vo.  stiff  covers. 
I.  The  Merchant  of  Venice,     is. 
II.  Richard  the  Second,     is.  6d. 
III.  Macbeth,     is.  6d.     (For  other  Plays,  see  p.  21.) 

5.  Bacon. 

I.  Advancement  of  Learning.     Edited  by  W.  Aldis  Wright,  M.A, 

Second  Edition.     Extra  fcap.  8vo,  cloth,  45.  6d. 
II.  The  Essays.    With  Introduction  and  Notes.     By  J.  R.  Thursfield, 
M.A.,  Fellow  and  formerly  Tutor  of  Jesus  College,  Oxford. 

6.  Milton.    Poems.    Edited  by  R.  C.  Browne,  M.A.     2  vols. 

Fourth  Edition.     Extra  fcap.  Svo.  cloth,  6s.  6d. 

Sold  separately,  Vol.  I.  4s.;  Vol.  II.  35.    (See  also  p.  22.) 

7.  Dryden.     Select  Poems.    Stanzas  on  the  Death  of  Oliver 

Cromwell;  Astraea  Redux ;  Annus  Mirabilis  ;  Absalom  and  Achitophel ; 
Religio  Laici;  The  Hind  and  the  Panther.  Edited  by  W.  D.  Christie, 
M.A.  Second  Edition.  Ext.  fcap.  Svo.  cloth,  35.  6d. 

8.  Bunyan.  The  Pilgrim's  Progress,  Grace  Abounding,  Relation 

of  the  Imprisonment  of  Mr.  John  Bunyan.  Edited,  with  Biographical 
Introduction  and  Notes,  by  E.  Venables,  M.A.  1870  Extra  fcap 
Svo.  cloth,  55. 

9.  Pope.    With  Introduction  and  Notes.     By  Mark  Pattison. 

B.D.,  Rector  of  Lincoln  College,  Oxford. 

I.  Essay  on  Man.     Sixth  Edition.     Extra  fcap.  Svo.     is.  6d. 

II.  Satires  and  Epistles.     Third  Edition.     Extra  fcap.  Svo.     2s. 

10.  Johnson.  Rasselas  ;    Lives  of  Pope  and  Dryden.     Edited 
by  Alfred  Milnes,  B.A.  (London),  late  Scholar  of  Lincoln  College, 
Oxford.     Extra  fcap.  Svo.  cloth,  45.  6d. 

11.  Burke.  Select  Works.  Edited,  with  Introduction  and  Notes, 
by  E.  J.  Payne,  M.A.,  of  Lincoln's  Inn,  Barrister-at-Law,  and  Fellow  of 
University  College,  Oxford. 

I.  Thoughts    on   the  Present  Discontents;    the  two  Speeches  on 

America.    Second  Edition.     Extra  fcap.  Svo.  cloth,  45.  6d. 
II.  Reflections  on  the  French  Revolution.    Second  Edition.     Extra 
fcap.  Svo.  cloth,  55.     (See  also  p.  22.) 

12.  Cowper.    Edited,  with  Life,  Introductions,  and  Notes,  by 
H.  T.  Griffith,  B.A.,  formerly  Scholar  of  Pembroke  College,  Oxford. 

I.  The  Didactic  Poems  of  1782,  with  Selections  from  the  Minor 
Pieces,  A.D.  1779-1783.  Extra  fcap.  Svo.  cloth,  35. 

II.  The  Task,  with  Tirocinium,  and  Selections  from  the  Minor  Poems, 
A.D.  1784-1799.  Extra  fcap.  Svo.  clotb,  35. 
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II.  LATIN. 
An  Elementary  Latin  Grammar.    By  John  B.  Allen,  M.A., 

Head  Master  of  Perse  Grammar  School,  Cambridge.     Third  Edition, 
Revised  and  Corrected.     Extra  fcap.  8vo.  cloth,  2s.  6d. 

A    First    Latin    Exercise    Book.      By   the    same    Author. 

Second  Edition.     Extra  fcap.  8vo.  cloth,  2s.  6d. 

Anglice  Reddenda,  or  Easy  Extracts,  Latin  and  Greek,  for 
Unseen  Translation.  By  C.  S.  Jerram,  M.A.  Second  Edition,  Revised 
and  Enlarged.  Extra  fcap.  8vo.  cloth,  2s.  6d. 

Passages  for  Translation  into  Latin.  For  the  use  of  Pass 
men  and  others.  Selected  by  J.  Y.  Sargent.  M.A.,  Fellow  and  Tutor  of 
Magdalen  College,  Oxford.  Fifth  Edition.  Ext.  fcap.  8vo.  cloth,  2s.  6d. 

First  Latin  Reader.     By  T.  J.  Nunns,  M.A.    Third  Edition. 

Extra  fcap.  8vo.  cloth,  2s. 

Second  Latin  Reader.     In  Preparation. 

Caesar.  The  Commentaries  (for  Schools).  With  Notes  and 
Maps.  By  Charles  E.  Moberly,  M.A. 

Parti.  The  Gallic  War.  Third  Edition.  Extra  fcap.  8vo.  cloth,  ^s.6d. 
Part  II.     The  Civil  War.     Extra  fcap.  8vo.  cloth,  35.  6d. 
The  Civil  War.     Book  I.     Extra  fcap.  8vo.  cloth,  2s. 

Cicero.  Selection  of  interesting  and  descriptive  passages.  With 
Notes.  By  Henry  Walford,  M.A.  In  three  Parts.  Second  Edition. 
Extra  fcap.  8vo.  cloth,  45.60?.  Each  Part  separately,  limp,  is.6d. 

Part  I.        Anecdotes  from   Grecian   and  Roman  History. 

Part  II.      Omens  and  Dreams:  Beauties  of  Nature. 

Part  III.    Rome's  Rule  of  her  Provinces. 

Cicero.  Selected  Letters  (for  Schools).  With  Notes.  By  the 
late  C.  E.  Prichard,  M.A.,  and  E.  R.  Bernard,  M.A.  Second  Edition. 
Extra  fcap.  8vo.  cloth,  35. 

Cicero.     Select  Orations  (for  Schools).    With  Notes.    ByJ.  R. 

King,  M.A.     Extra  fcap.  8vo.  cloth,  2s.  6d. 

Cornelius  Nepos.  With  Notes.  By  Oscar  Browning,  M.A. 
Second  Edition.  Extra  fcap.  8vo.  cloth,  2s.  6d. 

Livy.  Selections  (for  Schools).  With  Notes  and  Maps.  By 
H.  Lee-Warner,  M.A.  Extra  fcap.  8vo.  In  Parts,  limp,  each  is.  6d. 

Part  I.     The  Caudine  Disaster. 

Part  II.    Hannibal's  Campaign  in  Italy. 

Part  III.  The  Macedonian  War. 

Livy.  Books  V— VII.  With  Introduction  and  Notes.  By 
A.  R.  Cluer,  B.A.  In  the  Press. 
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Ovid.  Selections  for  the  use  of  Schools.  With  Introductions 
and  Notes,  and  an  Appendix  on  the  Roman  Calendar.  By  W.  Ramsay, 
M.A.  Edited  by  G.  G.  Ramsay,  M.A.,  Professor  of  Humanity,  Glas 
gow.  Second  Edition.  Ext.  fcap.  8vo.  cloth,  55.  6d. 

Pliny.  Selected  Letters  (for  Schools).  With  Notes.  By 
the  late  C.  E.  Prichard,  M.A.,  and  E.  R.  Bernard,  M.A.  Second  Edition. 
Extra  fcap.  8vo.  cloth,  35. 

Virgil.  Edited  with  Notes,  etc.,  by  T.  L.  Papillon,  M.A.,  Fellow 
of  New  College,  Oxford.  In  the  Press. 


Catulli  Veronensis  Liber.  Iterum  recognovit,  apparatum 
criticum  prolegomena  appendices  addidit,  Robinson  Ellis,  A.M.  1878. 
Demy  8vo.  cloth,  1 6s. 

A  Commentary  on  Catullus.  By  Robinson  Ellis,  M.A.  1876. 
Demy  8vo.  cloth,  i6s. 

Catulli  Veronensis  Carmina  Seleeta,  secundum  recogni- 
tionem  Robinson  Ellis,  A.M.  Extra  fcap.  8vo.  cloth,  35.  6d. 

Cicero  de  Oratore.    With  Introduction  and  Notes,  by  A.  S. 

Wilkins,  M.  A.,  Professor  of  Latin,  Owens  College,  Manchester. 
Book  I.  1879.  8vo.  cloth,  6s.         Book  II.  1881.  8vo.  cloth,  55. 

Cicero's  Philippic  Orations.  With  Notes.  By  J.  R.  King,  M.A. 

Second  Edition.    1879.    8vo.  cloth,  los.  6d. 

Cicero.  Select  Letters.  With  English  Introductions,  Notes, 
and  Appendices.  By  Albert  Watson,  M.A.  Third  Edition.  1881. 
Demy  8vo.  cloth,  1 8s. 

Cicero.  Select  Letters.  Text.  By  the  same  Editor.  Extra 
fcap.  8vo.  cloth,  45. 

Cicero  pro  Cluentio.  With  Introduction  and  Notes.  By  W. 
Ramsay,  M.A.  Edited  by  G.  G.  Ramsay,  M.A.  Extra  fcap.  8vo.  cloth, 
35.  6d. 

Horace.  With  a  Commentary.  Volume  I.  The  Odes,  Carmen 
Seculare,  and  Epodes.  By  Edward  C.  Wickham,  M.A.,  Head  Master 
of  Wellington  College.  Second  Edition.  1877.  Demy  8vo.  cloth,  I2s. 

Horace.  A  reprint  of  the  above,  in  a  size  suitable  for  the  use 
of  Schools.  Extra  fcap.  8vo.  cloth,  5s.  6d.  Just  Published. 

Livy,  Book  I.  With  Introduction,  Historical  Examination,  and 
Notes.  By  J.  R.  Seeley,  M.A.,  Regius  Professor  of  Modern  History, 
Cambridge.  Second  Edition.  1874.  8vo.  cloth,  6s. 

Persius.  The  Satires.  With  a  Translation  and  Commentary. 
By  John  Conington,  M.A.  Edited  by  Henry  Nettleship,  M.A.  Second 
Edition.  1874.  Svo.clotb,  7$.  6d. 
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Selections  from  the  less  known  Latin  Poets.  By  North 
Finder,  M.A.  1869.  Demy  8vo.  clotb,  155. 

Fragments  and  Specimens  of  Early  Latin.  With  Introduc 
tions  and  Notes.  1874.  By  John  Wordsworth,  M.A.  8vo.  clotb,  i8s. 

Tacitus.  The  Annals.  Books  I-VI.  With  Essays  and  Notes. 
Preparing. 

Vergil :  Suggestions  Introductory  to  a  Study  of  the  Aeneid. 
By  H.  Nettleship,  M.A.  8vo.  sewed,  Is.  6d. 

Ancient  Lives  of  Vergil ;  with  an  Essay  on  the  Poems  of  Vergil, 
in  connection  with  his  Life  and  Times.  By  H.  Nettleship,  M.A.  8vo. 
sewed,  2s. 

The  Roman  Satura :  its  original  form  in  connection  with  its 
literary  development.  By  H.  Nettleship,  M.A.  8vo.  sewed,  is. 

A  Manual  of  Comparative  Philology.    By  T.  L.  Papillon, 

M.A.,  Fellow  and  Lecturer  of  New  College.     Second  Edition.     Crown 
8vo.  cloth,  6s. 

The  Roman  Poets  of  the  Augustan  Age.  By  William 
Young  Sellar,  M.A.,  Professor  of  Humanity  in  the  University  of 
Edinburgh.'  VIRGIL.  1877.  8vo.  cloth,  145. 

The  Roman  Poets  of  the  Republic.  By  the  same  Author. 
New  Edition,  Revised  and  Enlarged.  1881.  8vo,  cloth,  145. 


III.  GREEK. 

A  Greek  Primer,  for  the  use  of  beginners  in  that  Language. 

By  the  Right  Rev.  Charles  Wordsworth,  D.C.L.,  Bishop  of  St.  Andrews. 
Sixth  Edition,  Revised  and  Enlarged.     Extra  fcap.  8vo.  clotb,  is.  6d. 

Graecae  Grammaticae  Rudimenta  in  usum  Scholarum.  Auctore 
Carolo  Wordsworth,  D.C.L.  Nineteenth  Edition,  1877.  I2mo. cloth,  45. 

A  Greek-English  Lexicon,  abridged  from  Liddell  and  Scott's 
4to.  edition,  chiefly  for  the  use  of  Schools.  Nineteenth  Edition.  Care 
fully  Revised  throughout.  1880.  Square  121116.  cloth,  "js.  6d. 

Greek  Verbs,  Irregular  and  Defective;  their  forms,  mean 
ing,  and  quantity ;  embracing  all  the  Tenses  used  by  Greek  writers, 
with  references  to  the  passages  in  which  they  are  found.  By  W.  Veitch. 
Fourth  Edition.  Crown  8vo.  clotb,  IDS.  6d. 

The  Elements  of  Greek  Accentuation  (for  Schools):  abridged 
from  his  larger  work  by  H.  W.  Chandler,  M.A.,  Waynflete  Professor  of 
Moral  and  Metaphysical  Philosophy,  Oxford.  Ext.  fcap.  Svo. clotb,  2s.  6d. 
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A  Series  of  Graduated  Greek  Readers; — 

First  Greek  Reader.  By  W.  G.  Rushbrooke,  M.L.,  for 
merly  Fellow  of  St.  John's  College,  Cambridge,  Second  Classical 
Master  at  the  City  of  London  School.  Extra  fcap.  8vo.  cloth,  2s.  6d. 

Second  Greek  Reader.  By  A.  M.  Bell,  M.A.  Extra  fcap. 
8vo.  cloth,  35.  6d. 

Third  Greek  Reader.    In  Preparation. 

Fourth  Greek  Reader  ;  being  Specimens  of  Greek 
Dialects.  With  Introductions  and  Notes.  By  W.  W.  Merry,  M.A., 
Fellow  and  Lecturer  of  Lincoln  College.  Extra  fcap.  8vo.  cloth,  45.  6d. 

Fifth  Greek  Reader.    Part  I.    Selections  from  Greek  Epic 
and  Dramatic  Poetry,  with  Introductions  and  Notes.     By  Evelyn 
Abbott, M.A. , Fellow  of  Balliol College.  Ext. fcap.  8vo. cloth, ^s.6d. 
Part  II.     By  the  same  Editor.     In  Preparation. 

The  Golden  Treasury  of  Ancient  Greek  Poetry;  being  a  Col 
lection  of  the  finest  passages  in  the  Greek  Classic  Poets,  with  Introduc 
tory  Notices  and  Notes.  By  R.  S.  Wright,  M.A.,  Fellow  of  Oriel 
College,  Oxford.  Ext.  fcap.  Svo.  cloth,  8s.  6d. 

A  Golden  Treasury  of  Greek  Prose,  being  a  collection  of  the 
finest  passages  in  the  principal  Greek  Prose  Writers,  with  Introductory 
Notices  and  Notes.  By  R.  S.  Wright,  M.A.,  and  J.  E.  L.  Shadwell,  M.A. 
Ext.  fcap.  Svo.  cloth,  45.  6d. 

Aeschylus.  Prometheus  Bound  (for  Schools).  With  Intro 
duction  and  Notes,  by  A.  O.  Prickard,  M.A.,  Fellow  of  New  College. 
Extra  fcap.  Svo.  cloth,  2s. 

Aeschylus.  Agamemnon.  With  Introduction  and  Notes  by 
Arthur  Sidgwick,  M.A.,  Tutor  of  Corpus  Christi  College,  Oxford;  late 
Fellow  of  Trinity  College,  Cambridge,  and  Assistant  Master  of  Rugby 
School.  Extra  fcap.  Svo.  cloth,  35.  - 

Aeschylus.     The  Choephoroe.     With  Introduction  and  Notes 

by  the  same  Editor.     Preparing. 

Aristophanes.      In  Single  Plays,  edited,  with  English  Notes, 
Introductions,  etc.,  by  W.  W.  Merry,  M.A.     Extra  fcap.  Svo. 
The  Clouds,  2s.  The  Acharnians,  2s. 

Other  Plays  will  follow. 

Arrian.  Selections  (for  Schools).  With  Notes.  By  J.  S.  Phill- 
potts,  B.C.L.,  Head  Master  of  Bedford  School. 

Cebes.  Tabula.  With  Introduction  and  Notes  by  C.  S. 
Jerram,  M.A.  Extra  fcap.  Svo.  cloth,  2s.  6d. 

Euripides.  Alcestis  (for  Schools).  By  C.  S.  Jerram,  M.A. 
Extra  fcap.  Svo.  cloth,  2s.  6d. 

Euripides.  Helena  (for  Schools).  By  the  same  Editor.  In 
the  Press. 
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Herodotus.  Selections  from.  Edited,  with  Introduction,  Notes, 
and  a  Map,  by  W.  W.  Merry,  M.A.,  Fellow  and  Lecturer  of  Lincoln 
College.  Extra  fcap.  8vo.  cloth,  2s.  6d. 

Homer.     Odyssey,  Books  I— XII  (for  Schools).    By  W.  W. 
Merry,  M.A.    Nineteenth  Thousand.     Extra  fcap.  8vo.  cloth,  45.  6d. 
Book  II,  separately,  is.  6d. 

Homer.  Odyssey,  Books  XIII-XXIV  (for  Schools).  By  the 
same  Editor.  Extra  fcap.  8vo.  cloth,  55. 

Homer.    Iliad,  Book  I  (for  Schools).     By  D.  B.  Monro,  M.A. 

Extra  fcap.  8vo.  cloth,  2s. 

Homer.     Iliad,  Book  XXI.     Edited  with  Notes,  etc.,  for  the 

use  of  Schools,  by  Herbert  Hailstone,  M.A.,  late  Scholar  of  St.  Peter's 
College,  Cambridge.     Extr.  fcap.  8vo.  cloth,  is.  6d. 

Inician.  Vera  Historia  (for  Schools).  By  G.  S.  Jerram,  M.A. 
Extra  fcap.  8vo.  cloth,  is.  6d. 

Plato.  Selections  (for  Schools).  With  Notes.  By  B.  Jowett, 
M.A.,  Regius  Professor  of  Greek  ;  and  J.  Purves,  M.A.,  Fellow  and 
late  Lecturer  of  Balliol  College,  Oxford.  In  the  Press. 

Sophocles.     In  Single  Plays,  with  English  Notes,  &c.    By  Lewis 
Campbell,  M.A.,  and  Evelyn  Abbott,  M.A.     Extra  fcap.  8vo.  limp. 
Oedipus  Rex,         Oedipus  Coloneus,         Antigone,  is.  gd.  each. 
Ajax,  Electra,  Trachiniae,         Philoctetes,  2s.  each. 

Sophocles.  Oedipus  Rex  :  Dindorf  s  Text,  with  Notes  by  the 
present  Bishop  of  St.  David's.  Ext.  fcap.  8vo.  limp,  is.  6d. 

Theocritus  (for  Schools).  With  Notes.   By  H.Kynaston,  M.A. 

(late  Snow),  Head  Master  of  Cheltenham  College.      Third  Edition. 

Extra  fcap.  8vo.  cloth,  45.  6d. 
Xenophon.     Easy   Selections   (for  Junior   Classes).     With   a 

Vocabulary,  Notes,  and  Map.     By  J.  S.  Phillpotts,  B.C.L.,  and  C.  S. 

Jerram,  M.A.     Third  Edition.     Extra  fcap.  8vo.    cloth,  35.  6d. 
Xenophon.    Selections  (for  Schools).   With  Notes  and  Maps. 

By  J.  S.  Phillpotts,  B.C.L.,  Head  Master  of  Bedford  School.     Fourth 

Edition.     Ext.  fcap.  8vo.  cloth,  35. 6d. 

Xenophon.  Anabasis,  Book  II.  With  Notes  and  Map.  ByC.S. 
Jerram,  M.A.  Extra  fcap.  8vo.  cloth,  2s. 

Aristotle's  Politics.     By  W.  L.  Newman,  M.A.,  Fellow  of 

Balliol  College,  Oxford. 

Aristotelian  Studies.  I.  On  the  Structure  of  the  Seventh 
Book  of  the  Nicomachean  Ethics.  By  J.  C.  Wilson,  M.A.,  Fellow  of 
Oriel  College,  Oxford.  1879.  Medium  8vo.  stiff",  55. 

Demosthenes  and  Aeschines.  The  Orations  of  Demosthenes 
and  /Eschines  on  the  Crown.  With  Introductory  Essays  and  Notes. 
By  G.  A.  Simcox,  M.A.,and  W.H.Simcox.M.A.  1872.  Svo.clotb,  i2s. 
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Homer.  Odyssey,  Books  I-XII.  Edited  with  English  Notes, 
Appendices,  etc.  By  W.  W.  Merry,  M.A.S  and  the  late  James  Riddell, 
M.A.  1876.  Demy  8vo.  cloth,  i6s. 

Homer.  Odyssey,   Books  XIII-XXIV.      With   Introduction 

and  Notes.     By  S.  H.  Butcher,  M.A.,  Fellow  of  University  College. 
Homer.    Iliad.     With   Introduction  and   Notes.      By   D.   B. 

Monro,  M.A.,  Vice-Provost  of  Oriel  College,  Oxford.     Preparing. 
A  Homeric  Grammar.    By  D.  B.  Monro,  M.A.     In  the  Press. 
Sophocles.     The  Plays  and  Fragments.    With  English  Notes 
and  Introductions,  by  Lewis  Campbell,  M.A.,  Professor  of  Greek,  St. 
Andrews,  formerly  Fellow  of  Queen's  College,  Oxford.     2  vols. 

Vol.  I.   Oedipus  Tyrannus.    Oedipus  Coloneus.     Antigone.    Second 

Edition.  1879.   8vo.  cloth,  l6s. 

Vol.  II.    Ajax.    Electra.    Trachiniae.    Philoctetes.  Fragments.   1881. 
8vo.  cloth,  i6s. 

Sophocles.  The  Text  of  the  Seven  Plays.  By  the  same  Editor. 
Ext.  fcap.  8vo.  cloth,  45.  6d. 

A  Handbook  of  Greek  Inscriptions,  illustrative  of  Greek 
History.  By  E.  L.  Hicks,  M.A.,  formerly  Fellow  of  Corpus  Christi 
College,  Oxford.  In  the  Press. 

IV.  FRENCH. 

An  Etymological  Dictionary  of  the  French  Language,  with 
a  Preface  on  the  Principles  of  French  Etymology.  By  A.  Brachet, 
Translated  into  English  by  G.  W.  Kitchin,  M.A.  Second  Edition. 
Crown  8vo.  cloth,  75.  60?. 

Brachet's  Historical  Grammar  of  the  French  Language. 
Translated  into  English  by  G.  W.  Kitchin,  M.A.  Fourth  Edition. 
Extra  fcap.  8vo.  cloth,  35.  6d. 

Historical  Outlines  of  French  Literature.  By  George 
Saintsbury,  M.A.  In  Preparation. 

A  Primer  of  French  Literature.  By  the  same  Author.  Extra 
fcap.  8vo.  cloth,  2s. 

French  Classics)  Edited  by  GuSTAVE  MASSON,  B.A. 

Corneille's  Ginna,  and  Moliere's  Les  Femmes  Savantes.  With 
Introduction  and  Notes.  Extra  fcap.  8vo.  cloth,  2s.  6d. 

Racine's  Andromaque,  and  Corneille's  Le  Menteur.  With 
Louis  Racine's  Life  of  his  Father.  Extra  fcap.  8vo.  cloth,  2s.  6d. 

Moliere's   Les   Fourberies  de   Scapin,  and  Racine's  Athalie. 

With  Voltaire's  Life  of  Moliere.    Extra  fcap.  8vo.  cloth,  2s.  6d. 
Selections  from  the  Correspondence  of  Madame  de  Sevign6 
and  her   chief  Contemporaries.      Intended  more  especially  for  Girls' 
Schools.     Extra  fcap.  8vo.  cloth,  35. 
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Voyage  autour  de  ma  Chambre,  by  Xavier  de  Maistre  Ourika, 
by  Madame  de  Duras  ;  La  Dot  de  Suzette,  by  Fiev£e  ;  Les  Jumeaux 
de  1'Hotel  Corneille,  by  Edmond  About ;  Mesaventures  d'un  Ecolier, 
by  Rodolphe  Topffer.  Extra  fcap.  Svo.  cloth,  2s.  6d. 

Regnard's    Le    Joueur,    and   Brueys    and    Palaprat's    Le 

Grondeur.    Extra  fcap.  Svo.  cloth,  2s.  6d. 

Louis  XIV and  his  Contemporaries;  as  described  in  Extracts 

from   the  best  Memoirs  of  the  Seventeenth  Century.     With   English 
Notes,  Genealogical  Tables,  &c.    Extra  fcap.  Svo.  cloth,  2s.  6d. 

V.  GERMAN. 
LANGE'S  German  Course.   By  HERMANN  LANGE,  Teacher  of 

Modern  Languages,  Manchester: 
The  Germans  at  Home;  a  Practical  Introduction  to  German 

Conversation,  with  an  Appendix  containing  the  Essentials  of  German 
Grammar.     Second  Edition.     Svo.  cloth,  2s.  6d. 

The  German  Manual ;  a  German  Grammar,  a  Reading  Book, 

and  a  Handbook  of  German  Conversation.     Svo.  cloth,  75.  6d. 

A  Grammar  of  the  German  Language.     Svo.  cloth,  $s.  6d. 

This  ' Grammar'  is  a  reprint  of  the  Grammar  contained  in  '  The  German 
Manual,'  and,  in  this  separate  form,  is  intended  for  the  use  of  students 
who  wish  to  make  themselves  acquainted  with  German  Grammar 
chiefly  for  the  purpose  of  being  able  to  read  German  books. 

German  Composition;   Extracts  from  English  and  American 

writers  for  Translation  into  German,  with  Hints  for  Translation  in  foot 
notes.    In  the  Press. 

Lessing's  Laokoon.  With  Introduction,  English  Notes,  etc. 
By  A.  HAMANN,  Phil.  Doc.,  M.A.  Extra  fcap.  Svo.  cloth,  45.  6d. 

Wilhelm  Tell.  A  Drama.  By  Schiller.  Translated  into 
English  Verse  by  E.  Massie,  M.A.  Extra  fcap.  Svo.  cloth,  55. 

Also,  Edited  by  C.  A.  BUCHHEIM,  Phil.  Doc.,  Professor  in 
King's  College,  London: 

Goethe's  Egmont.  With  a  Life  of  Goethe,  &c.  Third  Edition. 
Extra  fcap.  Svo.  cloth,  35. 

Schiller's  Wilhelm  Tell.    With  a  Life  of  Schiller  ;  an  historical 

and   critical   Introduction,  Arguments,  and  a  complete   Commentary. 
Fourth  Edition.     Extra  fcap.  Svo.  cloth,  35.  6d. 

Lessing's  Minna  von  Barnhelm.  A  Comedy.  With  a  Life  of 
Lessing,  Critical  Analysis,  Complete  Commentary,  &c.  Fourth  Edition. 
Extra  fcap.  Svo.  cloth,  35.  6d. 

Schiller's  Historische  Skizzen ;  Egmonts  Leben  und  Tod,  and 

Belagerung  von  Antwerpen.     Second  Edition.    Extra  fcap.  Svo.  cloth, 

25.  6d. 
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Goethe's  Iphigenie  auf  Tauris.  A  Drama.  With  a  Critical 
Introduction  and  Notes.  Extra  fcap.  8vo.  cloth,  35. 

Modern  German  Reader.  A  Graduated  Collection  of  Prose 
Extracts  from  Modern  German  writers : — 

Part  I.  With  English  Notes,  a  Grammatical  Appendix,  and  a  com 
plete  Vocabulary.     Extra  fcap.  8vo.  cloth,  2s.  6d. 
Parts  II  and  III  in  preparation. 

In  Preparation. 

Schiller's  Maria  Stuart.     With  Notes,  Introduction,  &c. 
Schiller's  Jungfrau  von  Orleans.    With  Notes,  Introduction,  &c. 
Selections  from  the  Poems  of  Schiller  and  Goethe. 

Selection  from  Heine's  Prose  Works.     With  Introduction  and 

Notes. 

Becker's  (K.  F.)  Friedrich  der  Grosse. 

Lessing's  Nathan  der  Weise.     With  Introduction,  Notes,  etc. 

In  the  Press. 

VI.  MATHEMATICS,  &c. 
Figures  Made  Easy:  a  first  Arithmetic  Book.    (Introductory 

to  'The  Scholar's  Arithmetic.')  By  Lewis  Hensley,  M.A.,  formerly 
Fellow  and  Assistant  Tutor  of  Trinity  College,  Cambridge.  Crown  8vo. 
cloth,  6d. 

Answers  to  the  Examples  in  Figures  made  Easy,  together 

with  two  thousand  additional  Examples  formed  from  the  Tables  in  the 
same,  with  Answers.  By  the  same  Author.  Crown  8vo,  cloth,  is. 

The  Scholar's  Arithmetic;  with  Answers  to  the  Examples. 
By  the  same  Author.  Crown  8vo.  cloth,  45.  6d. 

The  Scholar's  Algebra.  An  Introductory  work  on  Algebra. 
By  the  same  Author.  Crown  8vo.  cloth,  45.  6d. 

Book-keeping.  By  R.  G.  C.  Hamilton,  Financial  Assistant 
Secretary  to  the  Board  of  Trade,  and  John  Ball  (of  the  Firm  of 
Quilter,  Ball,  &  Co.),  Co-Examiners  in  Book-keeping  for  the  Society 
of  Arts.  New  and  enlarged  Edition.  Extra  fcap.  8vo.  limp  cloth,  2s. 

A  Course  of  Lectures  on  Pure  Geometry.  By  Henry  J. 
Stephen  Smith,  M.A.,  F.R.S.,  Fellow  of  Corpus  Christi  College,  and 
Savilian  Professor  of  Geometry  in  the  University  of  Oxford. 

Acoustics.  By  W.  F.  Donkin,  M.A.,  F.R.S.,  Savilian  Professor 
of  Astronomy,  Oxford.  1870.  Crown  8vo.  cloth,  7$.  6d. 

A  Treatise  on  Electricity  and  Magnetism.  By  J.  Clerk 
Maxwell,  M.A.,  F.R.S.,  Professor  of  Experimental  Physics  in  the  Uni 
versity  of  Cambridge.  Second  Edition.  2  vols.  Demy  8vo.  cloth, 
il.  us.  6rf. 

An  Elementary  Treatise  on  Electricity.  By  the  same 
Author.  Edited  by  William  Garnett,  M.A.  Demy  8vo.  cloth,  7s.  6d. 
Just  Published. 
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A  Treatise  on  Statics.     By  G.  M.  Minchin,  M.A.,  Professor  of 

Applied  Mathematics  in  the  Indian  Engineering  College,  Cooper's  Hill. 
Second  Edition,  Revised  and  Enlarged.     1879.     8vo.  cloth,  145. 

A  Treatise  on  the  Kinetic  Theory  of  Gases.  By  Henry 
William  Watson,  M.A.,  formerly  Fellow  of  Trinity  College,  Cambridge. 
1876.  8vo.  cloth,  35.60?. 

A  Treatise  on  the  Application  of  Generalised  Coordinates 

to  the  Kinetics  of  a  Material  System.     By  H.  W.  Watson,  M.A.,  and 
S.  H.  Burbury,  M.A.     1879.     8vo.  cloth,  6s. 

Geodesy.  By  Colonel  Alexander  Ross  Clarke,  C.B.,  R.E.  1880. 
8vo.  cloth,  I2s.  6d. 

VII.  PHYSICAL  SCIENCE. 

A    Handbook    of    Descriptive    Astronomy.       By    G.   F. 

Chambers,  F.R.A.S.     Third  Edition.     1877.     Demy  8vo.  cloth,  285. 

A  Cycle  of  Celestial  Objects.  Observed,  Reduced,  and  Dis 
cussed  by  Admiral  W.  H.  Smyth,  R.N.  Revised,  condensed,  and 
greatly  enlarged  by  G.  F.  Chambers,  F.R.A.S.  1881.  8vo.  cloth,  2  is. 

Chemistry  for  Students.  By  A.  W.  Williamson,  Phil.  Doc., 
F.R.S.,  Professor  of  Chemistry,  University  College,  London.  A  new 
Edition,  with  Solutions.  1873.  Extra  fcap.  8vo.  cloth,  8s.  6d. 

A  Treatise  on  Heat,  with  numerous  Woodcuts  and  Diagrams. 
By  Balfour  Stewart,  LL.D.,  F.R.S.,  Professor  of  Natural  Philosophy  in 
Owens  College,  Manchester.  Fourth  Edition.  1881.  Extra  fcap.  8vo. 
cloth,  75.  6d. 

Lessons  on  Thermodynamics.  By  R.  E.  Baynes,  M.A.,  Senior 
Student  of  Christ  Church,  Oxford,  and  Lee's  Reader  in  Physics.  1878. 
Crown  8vo.  cloth,  7s.  6d. 

Forms  of  Animal  Life.  By  G.  Rolleston,  M.D.,  F.R.S., 
Linacre  Professor  of  Physiology,  Oxford.  Illustrated  by  Descriptions 
and  Drawings  of  Dissections.  Demy  8vo.  cloth,  1 6s. 

Exercises  in  Practical  Chemistry.  Vol.  I.  Elementary  Exer 
cises.  By  A.  G.  Vernon  Harcourt,  M.A.;  and  H.  G.  Madan,  M.A. 
Third  Edition.  Revised  by  H.G.  Madan,  M.A.  Crown  8vo.  cloth,  95. 

Tables  of  Qualitative  Analysis.  Arranged  by  H.  G.  Madan, 
M.A.  Large  410.  paper  covers,  45.  6d.  Just  Published. 

Crystallography.  By  M.  H.  N.  Story-Maskelyne,  M.A.,  Pro 
fessor  of  Mineralogy,  Oxford  ;  and  Deputy  Keeper  in  the  Department  of 
Minerals,  British  Museum.  In  the  Press. 

VIII.  HISTORY. 

The  Constitutional  History  of  England,  in  its  Origin  and 
Development.    By  William  Stubbs,  D.D.,  Regius  Professor  of  Modern 
History.     Library  Edition.     Three  vols.  demy  8vo.  cloth,  2/.  8s. 
Also  in  3  vols.  crown  8vo.  price  125.  each. 
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Select  Charters  and  other  Illustrations  of  English  Con 
stitutional  History,  from  the  Earliest  Times  to  the  Reign  of  Edward  I. 
Arranged  and  Edited  by  W.  Stubbs,  M.A.  Fourth  ^Edition.  1881. 
Crown  Svo.  cloth,  8s.  6d. 

A  History  of  England,  principally  in  the  Seventeenth  Century. 
By  Leopold  Von  Ranke.  Translated  by  Resident  Members  of  the 
University  of  Oxford,  under  the  superintendence  of  G.  W.  Kitchin, 
M.A.,  and  C.  W.  Boase,  M.A.  1875.  6  vols.  Svo.  cloth,  $1.  35. 

A  Short  History  of  the  Norman  Conquest  of  England.    By 

E.  A.  Freeman,  M.A.    Extra  fcap.  Svo.  cloth,  2s.  6d. 

Genealogical  Tables  illustrative  of  Modern  History.  By 
H.  B.  George,  M.A.  Second  Edition.  Small  4to.  cloth,  1 2s. 

A  History  of  France.  With  numerous  Maps,  Plans,  and 
Tables.  By  G.  W.  Kitchin,  M.A.  In  Three  Volumes.  1873-77. 
Crown  Svo.  cloth,  each  IDS.  6d. 

Vol.  i.     Down  to  the  Year  1453.         Vol.  2.     From  1453-1624. 
Vol.  3.     From  1624-1793. 

A  History  of  Germany  and  of  the  Empire,  down  to  the  close 
of  the  Middle  Ages.  By  J.  Bryce,  D.C.L.,  Regius  Professor  of  Civil 
Law  in  the  University  of  Oxford. 

A  History  of  British  India.    By  S.  J.  Owen,  M.A.,  Reader  in 

Indian  History  in  the  University  of  Oxford. 

A  Selection  from  the  Despatches,  Treaties,  and  other  Papers 

of  the  Marquess  Wellesley,  K.G.,  during  his  Government  of  India. 
Edited  by  S.  J.  Owen,  M.A.,  formerly  Professor  of  History  in  the  Elphin- 
stone  College,  Bombay.  1877.  Svo.  cloth,  il.  45. 

A  Selection  from  the  Despatches,  Treaties,  and  other  Papers 
relating  to  India  of  Field-Marshal  the  Duke  of  Wellington,  K.G.  By 
the  same  Editor.  1880.  Svo.  cloth,  245. 

A  History  of  the  United  States  of  America.    By  E.  J.  Payne, 

M.A.,  Barrister-at-Law,  and  Fellow  of  University  College,  Oxford.  In 
the  Press. 

A  History  of  Greece  from  its  Conquest  by  the  Romans  to 
the  present  time,  B.C.  146  to  A.r>.  1864.  By  George  Finlay,  LL.D. 
A  new  Edition,  revised  throughout,  and  in  part  re-written,  with  con 
siderable  additions,  by  the  Author,  and  Edited  by  H.  F.  Tozer,  M.A., 
Tutor  and  late  Fellow  of  Exeter  College,  Oxford.  1877.  7  vols. 
Svo.  cloth,  3/.  I os. 

A  Manual  of  Ancient  History.  By  George  Rawlinson,  M.A., 
Camden  Professor  of  Ancient  History,  formerly  Fellow  of  Exeter 
College,  Oxford.  Second  Edition.  Demy  Svo.  cloth,  145. 

A  History  of  Greece.     By  E.  A.  Freeman,  M.A.,  formerly 

Fellow  of  Trinity  College,  Oxford. 
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Italy  and  her  Invaders,    A.D.   376-476.     By   T.   Hodgkin, 

Fellow  of  University  College,  London.  Illustrated  with  Plates  and 
Maps.  2  vols.  8vo.  cloth,  il.  I2s. 

IX.  LAW. 

The    Elements    of  Jurisprudence.      By    Thomas    Erskine 

Holland,  D.C.L.,  Chichele  Professor  of  International  Law  and  Diplo 
macy,  and  Fellow  of  All  Souls  College,  Oxford.  1880.  Demy  8vo. 
cloth,  I os.  6d. 

The  Institutes  of  Justinian,  edited  as  a  recension  of  the  Insti 
tutes  of  Gaius.  By  the  same  Editor.  Second  Edition,  1 88 1.  Extra 
fcap.  8vo.  cloth,  55. 

Gaii  Institutionum  Juris  Civilis  Commentarii  Quatuor ; 
or,  Elements  of  Roman  Law  by  Gaius.  With  a  Translation  and  Com 
mentary  by  Edward  Poste,  M.A.,  Barrister-at-Law,  and  Fellow  of  Oriel 
College,  Oxford.  Second  Edition.  1875.  8vo.  cloth,  iSs. 

Select  Titles  from  the    Digest    of  Justinian.    By  T.   E. 
Holland,  D.C.L.,  Chichele  Professor  of  International  Law  and  Diplo 
macy,  and  Fellow  of  All  Souls'  College,  Oxford,  and  C.  L.  Shadwell, 
B.C.L.,  Fellow  of  Oriel  College,  Oxford.     8vo.  cloth,  14$. 
Also  sold  in  Parts,  in  paper  covers,  as  follows  : — 

Parti.      Introductory  Titles.     2s.6d. 

Part  II.     Family  Law.     is. 

Part  III.  Property  Law.     2j.  6</. 

Part  IV.  Law  of  Obligations  (No.  i).     3^.  6d. 

Part  IV.   Law  of  Obligations  (No.  2).     45.  6d. 

An  Introduction  to  the  Principles  of  Morals  and  Legisla 
tion.  By  Jeremy  Bentham.  Crown  8vo.  cloth,  6s.  6d. 

Elements  of  Law  considered  with  reference  to  Principles  of 
General  Jurisprudence.  By  William  Markby,  M.A.,  Judge  of  the  High 
Court  of  Judicature,  Calcutta.  Second  Edition,  with  Supplement. 
1874.  Crown  8vo.  cloth,  75.  6d.  Supplement  separately,  2s. 

Alberici  Gentilis,  I.  G.  D.,  I.  G.  Professoris  Regii,  De  lure  Belli 
Libri  Tres.  Edidit  Thomas  Erskine  Holland  I.  C.  D.,  luris  Gentium 
Professor  Chicheleianus,  Coll.  Omn.  Anim.  Socius,  necnon  in  Univ. 
Perusin.  luris  Professor  Honorarius.  1877.  Small  4to.  half  morocco,  2is. 

International    Law.       By    William    Edward    Hall,    M.A., 

Barrister-at-Law.     Demy  8vo.  cloth,  2 is. 
An  Introduction  to   the  History  of  the  Law  of  Real 

Property,  with  original  Authorities.  By  Kenelm  E.  Digby,  M.A.,  of 
Lincoln's  Inn,  Barrister-at-Law.  Second  Edition.  1876.  Crown  8vo. 
cloth,  7s.  6d. 

Principles  of  the  English  Law  of  Contract.  By  Sir  William 
R.  Anson,  Bart.,  B.C.L.,  Vinerian  Reader  of  English  Law,  and  Fellow 
of  All  Souls  College,  Oxford.  1879.  Crown  8vo.  cloth,  95. 


Clarendon  Press,  Oxford.  35 


X.  MENTAL  AND  MORAL  PHILOSOPHY. 

Bacon.  Wovum  Organum.  Edited,  with  Introduction,  Notes, 
&c.,  by  T.  Fowler,  M.A.,  Professor  of  Logic  in  the  University  of 
Oxford.  1878.  8vo.  cloth,  145. 

Locke's  Conduct  of  the  Understanding.  Edited,  with  In 
troduction,  Notes,  etc.,  by  T.  Fowler,  M.A.,  Professor  of  Logic  in  the 
University  of  Oxford.  Extra  fcap.  8vo.  cloth,  2s. 

Selections  from  Berkeley,  with  an  Introduction  and  Notes. 
For  the  use  of  Students  in  the  Universities.  By  Alexander  Campbell 
Fraser,  LL.D.  Second  Edition.  Crown  8vo.  cloth,  Vs.  6d  (See  also 
p.  1 8.) 

The  Elements  of  Deductive  Logic,  designed  mainly  for  the 
use  of  Junior  Students  in  the  Universities.  By  T.  Fowler,  M.A., 
Professor  of  Logic  in  the  University  of  Oxford.  Seventh  Edition,  with 
a  Collection  of  Examples.  Extra  fcap.  8vo.  clotb,  35.  6d. 

The  Elements  of  Inductive  Logic,  designed  mainly  for  the 
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Ps.  25.  4. 

rayen, 
ence. 

27  Make  me  to  understand  the  way 
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thy  wondrous  works. 
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26  I  have  declared  my  ways,  and 
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thou  heardest  me  :  x  teach  me  thy 

*  rer.  12. 
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of  obedience. 

statutes. 
27  Make  me  to  understand  the  way 
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28  *My  soul  2  melteth  for  heavi 
ness  :  strengthen  thou  me  according 
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*  27.  11. 
A  86.  11. 
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25  *  My  soul  cleaveth  unto  the  dust  : 
"quicken  thou  me  according  to  thy 
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of  thy  precepts  :  so  "  shall  I  talk  of 
thy  wondrous  works. 
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26  I  have  declared  my  ways,  and 
thou  heardest  me:  x  teach  me  thy 
statutes. 
«t/cr»,         27  Make  me  to  understand  the  way 
of  thy  precepts  :  so  v  shall  I  talk  of 
thy  wondrous  works, 
lied  in      28  *My  soul  2  melteth  for  heavi- 
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success  that  you  have  attained  in  the  OXFORD  BIBLE  FOR  TEACHERS.  In  the  small 
edition  (Ruby  16mo.  thin),  by  the  use  of  paper  very  skilfully  adapted  to  the  purpose,  there 
is  a  Bible  with  an  Atlas,  a  Concordance,  an  Index,  and  several  Tractates  on  various  points 
of  Biblical  antiquity,  the  whole,  in  a  very  solid  binding,  weighing  a  pound  and  an  ounce  :  no 
great  weight  for  what  is  really  a  miniature  library.  The  clergy  will  probably  give  the 
preference  to  the  larger  book,  marked  No.  4.  This  includes  the  Apocrypha,  with  all  the 
helps  to  the  use  of  the  Bible  that  distinguish  the  series.  Its  type  is  excellent.  Many 
clergymen  are  obliged  to  write  sermons  when  travelling  from  place  to  place.  This  volume 
would  serve  as  a  small  library  for  that  purpose,  and  not  too  large  for  the  most  moderate 
portmanteau.  I  think  that  this  work  in  some  of  its  forms  should  be  in  the  hands  of 
every  teacher.  The  atlas  is  very  clear  and  well  printed.  The  explanatory  work  and  the 
indices,  so  far  as  I  have  been  able  to  examine  them,  are  very  carefully  done.  I  am  glad 
that  my  own  University  has,  by  the  preparation  of  this  series  of  books,  taken  a  new  step 
for  the  promotion  of  the  careful  study  of  the  Word  of  God.  That  such  will  be  the  effect 
of  the  publication  I  cannot  doubt."— THE  ARCHBISHOP  OF  YORK. 

"  It  would  be  difficult,  I  think,  to  provide  for  Sunday-School  Teachers,  or  indeed  for  other 
students  of  the  Bible,  so  much  valuable  information  in  so  convenient  a  form  as  is  now 
comprised  in  the  OXPORD  BIBLE  FOR  TEACHERS." — THE  BISHOP  OF  LONDON. 

"The  idea  of  a  series  of  Bibles  in  different  types,  corresponding  page  for  page  with  one 
another,  is  one  which  the  Dean  has  long  wished  to  see  realised  for  the  sake  of  those  who  find 
the  type  of  their  familiar  copies  no  longer  available  ....  The  amount  of  information  com 
pressed  into  the  comparatively  few  pages  of  the  Appendix  is  wonderful.  And  the  Dean  is 
glad  to  hear  that  the  help  of  such  eminent  contributors  has  been  available  for  its  com 
pilation.  The  Concordance  seems  to  be  sufficiently  full  for  reference  to  any  text  that  may 
be  required." — THE  DEAN  OF  ROCHESTER. 

"Having  by  frequent  use  made  myself  acquainted  with  this  edition  of  the  Holy  Scrip 
tures,  I  have  no  hesitation  in  saying  that  it  is  a  most  valuable  book,  and  that  the  ex 
planatory  matter  collected  in  the  various  appendices  cannot  but  prove  most  helpful,  both 
to  teachers  and  learners,  in  acquiring  a  more  accurate  and  extensive  knowledge  of  the  Word 
of  God."— THE  BISHOP  OF  LICHFIELD. 

"I  have  examined  the  OXFORD  BIBLE  FOR  TEACHERS  with  very  great  care,  and  con- 
gratulate  you  upon  the  publication  of  so  valuable  a  work.  It  contains  within  a  reason 
able  compass  a  large  mass  of  most  useful  information,  arranged  so  conveniently  as  to  be 
easily  accessible,  and  its  effect  will  be  not  merely  to  aid,  but  also,  I  think,  to  stimulate 
the  studies  of  the  reader.  The  book  is  also  printed  so  beautifully,  and  is  so  handsome 
in  every  way,  that  I  expect  it  will  be  greatly  sought  after,  as  a  most  acceptable  present 
to  any  who  are  engaged  in  teaching  in  our  Sunday  Schools  and  elsewhere."— THE  DEAN  OF 
CANTERBURY. 
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Cjrtracte?  from  ©pinion*!  (continued}. 

"  I  have  examined  with  some  care  a  considerable  "portion  of  the  '  Helps  to  the  Study 
of  the  Bible,'  which  are  placed  at  the  end  of  the  OXFORD  BIBLE  FOB  TEACHERS,  and  have 
been  much  struck  with  the  vast  amount  of  really  useful  information  which  has  there  been 
brought  together  in  a  small  compass,  as  well  as  the  accuracy  with  which  it  has  been  com 
piled.  The  botanical  and  geological  notices,  the  account  of  the  animals  of  Scripture,  &c., 
seem  to  be  excellent,  and  the  maps  are  admirable.  Altogether,  the  book  cannot  fail  to  be 
of  service,  not  only  to  teachers,  but  to  all  who  cannot  afford  a  large  library,  or  who  have 
not  time  for  much  independent  study."— THE  DEAN  OF  PETERBOROUGH. 

"  I  have  been  for  some  time  well  aware  of  the  value  of  the  OXFORD  BIBLE  FOR  TEACH 
ERS,  and  have  been  in  the  habit  of  recommending  it,  no£  only  to  Sunday-School  Teachers, 
but  to  more  advanced  students,  on  the  ground  of  its  containing  a  large  mass  of  accurate 
and  well-digested  information,  useful  and  in  many  cases  indispensable  to  the  thoughtful 
reader  of  Holy  Scripture ;  in  fact,  along  with  the  Bible,  a  copious  Index,  and  a  Concor 
dance  complete  enough  for  all  ordinary  purposes,  this  one  volume  includes  a  series  of  short 
but  comprehensive  chapters  equivalent  to  a  small  library  of  Biblical  works." — THE  BISHOP 
OF  LIMERICK. 

"Having  examined  the  OXFORD  BIBLE  FOR  TEACHERS  carefully,  I  am  greatly  pleased 
with  it.  The  'Helps  to  the  Study  of  the  Bible'  at  the  end  contain  a  great  amount  of 
most  valuable  information,  well  calculated  not  only  to  lead  to  a  good  understanding  of  the 
text,  but  to  stimulate  the  student  to  further  efforts.  It  differs  from  many  publications  in 
this,  that  the  information  is  so  admirably  arranged,  that  it  is  well  suited  for  reference, 
and  is  easily  available  for  the  student.  The  edition  would  be  most  useful  to  Sunday-School 
Teachers,  a  great  help  to  those  who  desire  that  the  young  shall  have  a  real  knowledge  of  the 
Word  of  God." — THE  BISHOP  OF  CORK. 

"  The  OXFORD  BIBLE  FOR  TEACHERS  may,  I  think,  without  exaggeration,  be  described 
as  a  wonderful  edition  of  the  Holy  Scriptures.  The  clearness  and  beauty  of  the  type,  and 
the  convenient  shape  of  the  volume,  leave  nothing  to  be  desired.  I  know  nothing  of  the 
same  compass  which  can  be  compared  to  the  'Helps  to  the  Study  of  the  Bible'  for  fulness 
of  information  and  general  accuracy  of  treatment.  It  is  only  real  learning  which  can  ac 
complish  such  a  feat  of  compression." — THE  BISHOP  OF  DERRY  AND  RAPHOE. 

"I  consider  the  OXFORD  BIBLE  FOR  TEACHERS  to  be  simply  the  most  valuable  edition 
of  the  English  Bible  ever  presented  to  the  public."— THE  VEN.  ARCHDEACON  REICHEL. 

"  The  OXFORD  BIBLE  FOR  TEACHERS  is  in  every  respect,  as  regards  type,  paper,  binding, 
and  general  information,  the  most  perfect  volume  I  have  ever  examined."— THE  REV.  PRE 
BENDARY  WILSON,  of  the  National  Society's  Depository. 

"The  essence  of  fifty  expensive  volumes,  by  men  of  sacred  learning,  is  condensed  into  the 
pages  of  the  OXFORD  BIBLE  FOR  TEACHERS."— THE  REV.  ANDREW  THOMSON,  D.D.,  Edinburgh- 

"The  latest  researches  are  laid  under  contribution,  and  the  Bible  Student  is  furnished 
with  the  pith  of  them  all."— DR.  STOUGHTON. 

"The  whole  combine  to  form  a  Help  of  the  greatest  value."— DR.  ANOTJS. 

"I  cannot  imagine  anything  more  complete  or  more  helpful."— DR.  W.  MORLEY  PTJNSHON. 

"I  congratulate  the  teacher  who  possesses  it,  and  knows  how  to  turn  its  'Helps'  to  good 
account." — DR.  KENNEDY. 
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from  ©ptmonS  (continued'). 

"  The  OXFORD  BIBLE  FOB  TEACHERS  is  the  most  valuable  help  to  the  study  of  the  Holy 
Scriptures,  within  a  moderate  compass,  which  I  have  ever  met  with.  I  shall  make  constant 
use  of  it ;  and  imagine  that  few  who  are  occupied  with,  or  interested  in  the  close  study 
of  the  Scriptures,  will  allow  such  a  companion  to  be  far  from  their  side." — THE  REV.  BALDWIN 
BROWN. 

"I  do  not  think  I  shall  ever  leave  home  without  the  OXFORD  BIBLE  FOR  TEACHERS, 
for  one  can  scarcely  miss  his  ordinary  books  of  reference  when  this  Bible  is  at  hand.  I 
know  no  other  edition  which  contains  so  much  valuable  help  to  the  reader."— THE  REV.  A.  H. 
CHARTERIS,  D.D.,  Dean  of  the  Chapel  Royal. 

"The  OXFORD  BIBLES  FOR  TEACHERS  are  as  good  as  ever  we  can  expect  to  see." — 
THE  REV.  C.  H.  SPTJRGEON. 

"The  modest  title  of  the  work  scarcely  does  justice  to  the  range  of  subjects  which  it 
comprehends,  and  the  quality  of  their  treatment.  As  a  manual  of  Biblical  information  and 
an  auxiliary  of  Biblical  study,  it  is  unrivalled.  It  is  as  exhaustive  as  it  is  concise, — no 
irrelevant  matter  has  been  introduced,  and  nothing  essential  to  Biblical  study  seems  to  have 
been  omitted, — and  in  no  instance,  so  far  as  I  can  judge,  has  thoroughness  or  accuracy  been 
sacrificed  to  the  necessities  of  condensation." — THE  REV.  ROBERT  N.  YOUNG,  of  Headingley 
College,  Leeds. 

"  The  OXFORD  BIBLE  FOR  TEACHERS  is  really  one  of  the  greatest  boons  which  in  our  day 
has  been  offered  to  the  reading  public.  The  information  given  is  so  various,  and  so  com 
plete,  as  scarcely  to  leave  a  single  desideratum.  To  Christians,  in  their  quiet  researches  at 
home,  or  in  the  course  of  extensive  journeys,  or  in  preparation  for  the  duties  of  tuition,  it  is 
simply  invaluable,  and  constitutes  in  itself  a  Biblical  Library.  The  range  of  topics  which  it 
seeks  to  illustrate  is  very  great,  while  the  care  and  accuracy  manifest  in  the  articles  deserves 
the  highest  praise.  It  is  no  exaggeration  to  say,  that  to  the  mass  of-  Christian  people  it 
saves  the  expense  of  purchasing  and  the  toil  of  consulting  a  library  of  volumes.  At  the  same 
time,  I  know  no  book  more  likely  to  stimulate  enquiry,  and  to  give  the  power  of  appreciat 
ing  further  research  into  the  history,  structures,  and  meaning  of  the  Sacred  Oracles." — 
DR.  GOOLD,  of  Edinburgh. 

"I  have  only  recently  possessed  one  of  the  OXFORD  BIBLES  FOR  TEACHERS;  and  after 
a  most  patient  examination  of  it,  am  astonished  at  the  immense  amount  of  accurate  and 
carefully  digested  matter  it  contains :  and  that,  too,  of  a  kind  precisely  adapted  to  the 
Teacher's  needs.  Would  that  such  a  Bible  had  been  within  my  reach  when  I  first  began 
my  teaching  life ;  and  would  that  I  had  possessed  one  earlier,  since  I  began  to  write  for 
Teachers.  As  I  look  at  its  upwards  of  300  pages  of  'Helps  to  the  Study  of  the  Bible/ 
I  recall  my  toilsome  pilgrimage  through  many  volumes,  at  much  expenditure  of  time, 
for  what  is  here  so  distinctly  stated  and  tabulated.  With  such  a  desk  companion  I 
might  have  done  so  much  more,  and  done  it  so  much  better.  All  I  can  do  now  is  to 
entreat  all  Teachers  who  need  a  perfectly  reliable  Bible  for  study  or  class  purposes,  to 
procure  one  of  the  OXFORD  BIBLES  FOR  TEACHERS.  This  I  do  most  earnestly.  And  I 
would  add  that  as  a  presentation  volume  by  a  class  to  its  Teacher,  or  by  a  School  to 
its  Superintendent,  no  gift  would  be  better  appreciated  or  more  appropriate  than  the 
small  quarto  size  with  its  wide  margin,  and  magnificent  type,  and  superb  flexible  binding." — 
The  REV.  JAMES  COMPER  GRAY,  Author  of  " Class  and  Desk"  " Topics  for  Teachers" 
" Biblical  Museum"  #c.,  #c. 

"These  admirable  Bibles  must  tend  to  extend  the  fame  even  of  the  Oxford  Press." — 
THE  RIGHT  HON.  W.  E.  GLADSTONE,  M.P. 
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Just  Ready,  Pica  IGmo. 

POTJB  LIGHT  VOLUMES,  IN  FINGER  CASE,  FBOM  ^l   3    o. 
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FOE  THE   USE  OF  INVALIDS. 
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THE  LORD  is  my  shepherd; 
I  shall  not  want. 
2  He  maketh  me  to  lie  down 
in  green  pastures :  he  leadeth 
me  beside  the  still  waters. 


4  He  that  hath  clean 
and  a  pure  heart ;  whc 
not  lifted  up  his  soul  i 
vanity,  nor  sworn  dec* 

5  He  shall  receive  the 


IN  VABIOUS  BINDINGS,  FBOM  3s.  6d. 
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(41  x  21  x  I  inches.} 

Distinction  of  meats       LEVITICUS,  XI.        clean  and  unclean. 


th   thee,  by 
•  LORF,  hath 


e  offering  before  the  LORD  ; 
all  be  thine,  and  thy  sons' 


the  LOR 


16  H  And  Moses  diligently  sought 
the  goat  of  the  sin  offering,  and,  be 
hold,  it  was  burnt :  and  he  was  angry 
with  Eleazar  and  Ithamar,  the  sons  of 
Aaron  which  were  left  alive,  saying, 


CHAPTER  XI. 

1  What  beasts  may,   4  and  what  mat/ 
not  tie   eaten.      9  What  fishes.      13 
What  fowls.   29  The  creeping  things 
which  are  unclean. 
ND  the  LORD  spake  unto  Moses 


A 

2  Speak  unto  the  children  of  Israel, 
saying,  These  are  the  beasts  which  ye 


and  to  Aaron,  saying  i 


"The  type  of  this  dainty  little  volume,  though  necessarily  very 
minute,  is  clear  and  legible." — The  Times. 

"It  is  printed  on  tough  India  paper  of  extreme  thinness,  and  is 
wonderfully  clear." — The  Guardian. 

"  When  bound  in  limp  morocco  leather  it  weighs  less  than  3  J  oz." — 
The  Athenaeum. 

"  It  will  pass  through  the  post  for  a  penny,  and  yet  contains  the  whole 
of  the  Authorised  Version  from  Genesis  to  Revelation." — The  Graphic. 

"  It  is  not  only  a  curiosity,  but  so  convenient  as  not  to  encumber  an 
ordinary  waistcoat  pocket." — The  Globe. 

"It  is  smaller  than  an  ordinary  Prayer-Book,  and  can  be  read 
easily  enough.  #  #  *  #  It  is  a  curiosity  of  the  Binder's  as  well  as 
of  the  Printer's  art."— The  Spectator. 

"Besides  being  a  marvel  as  regards  size,  the  little  volume  is  a 
model  of  printing,  highly  creditable  to  the  Oxford  University  Press." — 
Tlie  Standard. 
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